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ADVERTISEMENT 


TO    THE    FIRST    EDITION. 


rpHE  work,  of  which  the  First  Part  is  now  presented  to 
-*■  the  Reader,  was  originally  designed  to  supply  the 
Students  who  were  attending  the  Course  of  Lectures  on 
Chemistry  at  King's  College  with  a  text-book  to  guide 
them  in  their  studies. 

The  present  Part,  on  Chemical  Physics^  is  devoted  to  a 
subject  upon  which  no  elementary  work  has  appeared  in 
this  country  since  the  publication  of  the  excellent  Treatise 
of  the  late  Professor  DaiileU)  and  in  attempting  to  supply 
what  the  author,  in  his  own  '  experience,  has  felt  to  be  a 
want,  he  ventures  to  hope  that  the  result  of  his  labours 
may  be  found  useful  to  persons  beyond  the  circle  of  his 
own  immediate  Class.  Much  new  matter,  which  has  never 
yet  been  reduced  to  a  systematic  form,  is  now  presented 
to  the  Student,  particularly  in  the  chapters  on  Adhesion^ 
on  ETeat^  and  on  Voltaic  Electricity. 

It  is  proposed  to  complete  the  work  in  Three  Parts. 
The  Second  Part,  which  will  be  devoted  to  Inorganic 
Chemistry^  is  expected  to  be  ready  by  the  end  of  the 
present  year  ;  and  the  Third  Part,  which  will  embrace 
Organic  Chemistry ^  in  the  spring  of  next  year. 

As  the  author  was  originally  a  pupil  of  Professor 
Daniell,  and  was  subsequently,  for  several  years,  associated 
^th  him  as  Lecturer  on  Chemistry,  it  has  happened  that 
b  some  of  the  subjects  treated  of  in  this  volume,  the 
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thoughts  and  mode  of  arrangement  resemble  those  adopted 
by  that  distinguished  philosopher  in  his  Introduction  to  the 
Study  of  Chemical  Philosophy. 

The  second  edition  of  that  work  was  published  so  far 
back  as  1 843 ;  and  even  if  the  work  itself  had  not  been 
long  out  of  print,  the  progress  of  science  would  have 
detracted  greatly  from  its  utility  as  a  text-book.  The 
adaptation  of  that  work  to  the  systematic  teaching  of  the 
present  day  would  have  involved  changes  of  an  extensive 
character :  moreover,  every  teacher  who  takes  an  interest 
in  the  progress  of  his  class  has  his  own  views  and  methods. 
The  Author,  therefore,  judged  it  better,  after  much  con- 
sideration, to  bring  out  a  new  work,  leaving  untouclied 
that  of  his  late  Master  as  the  true  exponent  of  his  views 
upon  some  of  those  branches  of  science  which  his  researches 
had  contributed  to  advance  and  adorn. 

The  Author  cannot  omit  to  avail  himself  of  the  present 
opportunity  of  expressing  his  obligations  to  his  friend,  Mr. 
C.  Tomlinson,  for  many  valuable  suggestions,  and  for  the 
warm  interest  which  he  has  taken  in  the  progress  of  the 
work,  but  more  especially  for  the  devotion  of  no  incon- 
siderable portion  of  time  and  labour  to  the  revision  of  the 
proof  sheets. 


Eing'a  College,  London,  March,  1855. 


ADVERTISEMENT 

TO    THE    SECOND    EDITION. 


T\URING  the  five  years  which  have  elapsed  since  the 
-^^  publication  of  the  First  Part  of  this  work,  many  ad- 
vances have  been  made  in  the  branches  of  Physics  of  which 
it  treats ;  and  it  has  been  the  Author's  aim,  in  preparing 
a  new  edition,  to  include  the  more  important  points  of 
recent  discovery.  A  few  of  these  additions  may  here  be 
mentioned. 

In  the  section  on  Adhesion  are  various  new  details  on 
osmosis  and  on  the  solubility  and  absorption  of  gases.  In 
the  chapter  on  Crystallization  will  be  found  a  notice  of 
Pasteur's  researches  on  the  causes  which  modify  crystal- 
line form ;  in  that  on  light,  Becquerel's  experiments  on 
phosphorescence,  and  Gladstone  and  Dale's  on  dispersion, 
are  given.  In  that  on  Heat,  some  account  of  the  mecha- 
nical theory  of  heat ;  of  Deville  and  Troost's  experiments 
on  vapour  densities  at  very  high  temperatures ;  of  various 
researches  on  conducting  power,  as  well  as  on  the  pheno- 
mena of  freezing,  are  added ;  besides  a  notice  of  Regnault's 
results  on  the  specific  heat  of  gases.  In  the  chapter  on 
Electricity  will  be  found  a  fuller  development  of  the  theory 
of  the  Leyden  jar  and  of  the  Electrophorus ;  various  re- 
searches on  the  electric  conductivity  of  metals ;  fuller  details 
respecting  the  use  of  RuhmkorfTs  coil,  and  the  varieties  of 
electric  discharge  in  rarefied  media,  and  in  exhausted 
tubes.     In  addition  to  these,  further  information  is  given 
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respecting  the  phenomena  of  induced  currents;  of  mag- 
netic polarization  of  light,  and  an  abstract  of  Tyndall's  re- 
searches on  diamagnetic  polarity-  ^ 

The  whole  work,  indeed,  has  been  carefully  revised 
throughout,  with  a  view  of  rendering  it  more  worthy  of 
confidence  as  a  book  of  reference,  and  as  a  succinct  state- 
ment of  the  present  condition  of  our  knowledge  upon  the 
points  of  which  it  treats. 

In  addition  to  the  kindness  of  friends  formerly  acknow- 
ledged, the  Author  has  to  ofier  his  thanks  to  his  friend, 
Mr.  E.  A,  Hadow,  of  King's  College,  who  has  afforded 
material  assistance  in  revising  the  proof  sheets  of  the 
present  volume. 

King's  College,  London,  March,  i860. 
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ELEMENTS  OF  CHEMISTRY. 


PART  I. 
CHEMICAL    PHYSICS. 


CHAPTER  I. 

PRELIMINARY  VIEW  OP  CHEMICAL  APPINITY LAWS  OP  COMBINATION. 

([)  Chemical  Distinction  of  Bodies  into  Elements  and  Com- 
pounds,— ^Modern  science  has  shown  that,  numberless  as  are  the 
substances  presented  to  us  in  the  daily  experience  of  life,  there  are 
very  few  which  cannot  be  separated  into  other  substances  of  a  less 
complicated  nature,  which  enter  generally  into  the  formation  of 
the  various  bodies  with  which  we  are  familiar.  For  example,  the 
wood  of  our  tables,  the  paper  on  which  we  write,  the  pen  which 
records  our  thoughts,  are  each  separable  into  three  or  four  distinct 
substances ;  namely — oxygen,  hydrogen,  carbon,  and  nitrogen ; 
from  which,  however,  further  efforts  fail  to  extract  other  simpler 
forms  of  matter.  It  is  the  province  of  chemistry  to  ascertain  the 
nature  of  these  different  component  substances,  to  trace  their 
mutual  actions  on  each  other,  to  effect  new  combinations  of  these 
components  with  each  other,  and  to  define  the  conditions  under 
which  the  combinations  existing  around  us  are  producible. 
Bodies  which  have  hitherto  resisted  all  attempts  to  resolve  them 
into  simpler  forms  of  matter  are  in  chemical  language  termed 
elements,  or  simple  substances.  In  popular  language,  the  word 
element  is  often  referred  to  firCy  air,  earth,  and  water,  A  very 
slight  acquaintance  with  chemistry  is  sufficient  to  prove  that  air, 
earth,  and  water  are  compound  bodies,  and  that  fire  is  mainly  the 
result  of  a  high  temperature  on  certain  bodies. 

Simple  or  elementary  substances,  then,  are  limited  in  number. 
In  the  present  state  of  the  science  only  sixty-one  are  known. 
(12)  Many  of  these  are  familiar  to  us  in  the  form  of  metals, 
such  as  gold,  silver,  copper,  iron,  lead,  tin,  and  mercury.  There 
are  other  simple  substances  which  are  equally  familiar^  but  which 
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have  no  resemblance  to  the  metals ;  such  as  charcoal,  sulphur,  and 
phosphorus.  Some  simple  substances  exist  in  the  form  of  air  or 
gas.  Such,  for  example,  are  the  two  esBential  components  of  the 
atmosphere,  oxygen  and  nitrogen. 

Simple  substances  have  been  divided  into  two  great  classes — 
fum'tnetallic*  and  metallic.  The  substances  comprised  in  the 
latter  class  are  the  more  numerous^  but  those  in  the  former  are 
the  more  abundantly  distributed. 

The  elements  enumerated  as  non-metallic  are  fourteen  in 
numbei 


ir — VIZ., 

Oxygen 

Chlorine 

Sulphur 

Boron 

Hydrogen 

Bromine 

Selenium 

Silicon 

Nitrogen 

Iodine 

Tellurium 

Carbon 

Fluorine 

Phosphorus 

Of  these  substances,  oxygen,  hydrogen,  nitrogen,  chlorine,  and 
probably  fluorine  are  gaseous ;  bromine  is  liquid,  and  carbon, 
iodine,  sulphur,  selenium,  tellurium,  phosphorus,  boron,  and 
silicon,  are  solid  at  ordinary  temperatures. 

All  natural  objects  consist  either  of  simple  bodies,  or  they  are 
composed  of  two  or  more  of  these  simple  bodies  united  according 
to  certain  rules  or  laws  which  form  the  groundwork  of  the  science 
of  chemistry.  Substances  thus  produced  by  the  union  of  two  or 
more  elements  are  termed  compound  bodies.  These  compounds 
have  in  general  no  more  resemblance  in  properties  to  the  elements 
which  have  united  to  form  them,  than  a  word  has  to  the  letters  of 
which  it  is  made  up. 

(2)  Differences  between  Physical  and  Chemical  Properties. — 
The  properties  which  characterize  objects  in  general,  may  be 
classed  under  two  heads,  viz.,  physical  and  chemical. 

The  physical  properties  of  an  object  are  those  which  refer  to 
its  condition,  whether  solid,  liquid,  or  gaseous.  Crystalline  form, 
specific  gravity,  hardness,  colour,  transparency  or  opacity,  and  the 
relations  of  the  object  to  heat  and  electricity,  are  physical  proper- 
ties. Physical  properties  are  independent  of  the  action  which  the 
body  exerts  upon  other  bodies ;  whilst  the  chemical  properties  of 
the  body  relate  essentially  to  its  action  upon  other  bodies,  and  to 
the  permanent  changes  which  it  either  experiences  in  itself,  or 


*  Some  writers  speak  of  the  non-xnetallto  bodies  as  the  metalloids,  a  term 
which  sifcnifies  metal-like  substances.  This  unfortunate  misnomer  could  never 
liave  become  even  partially  current,  but  for  the  want  of  a  good  single  word 
Ibr  the  phrase  '  non-metallio  body/ 
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which  it  effects  upon  them.  For  example^  in  indicating  the  phy- 
sical properties  of  such  a  substance  as  sulphur^  we  should  refer  to 
its  brittieness^  crystalline  structure^  its  faint  peculiar  odour^  yellow 
colour,  its  semi-transparency^  the  facility  with  which  if  rubbed  it 
exhibits  electrical  attraction,  and  so  on ;  but  if  we  would  take 
note  of  its  chemical  properties,  it  would  be  necessary  to  refer  to 
those  operations  by  which  the  body  usually  becomes  changed,  and 
loses  its  distinctive  physical  characters — such  as  the  ease  with 
which  it  takes  fire,  the  rapidity  with  which  it  unites  with  silver 
or  copper^  especially  if  heated^  its  insolubility  in  water  and  alco- 
hol, and  its  solubility  in  oil  of  turpentine  and  in  alkaline 
liquids. 

It  is  not  however  always  possible  to  draw  the  line  between 
physics  and  chemistry;  this  is  of  the  less  importance,  since  the 
chemical  nature  of  any  substance  could  be  but  imperfectly  studied, 
without  a  tolerably  complete  knowledge  of  its  leading  physical 
characters,  which  are  those  by  which  it  is  most  readily  defined. 

(3)  Physical  States  of  Matter. — ^Natural  objects  are  presented 
to  us  in  three  states^  or  physical  conditions — viz.,  the  solid,  the 
liquid,  and  the  gaseous,  aeriform,  or  vaporous.  Every  substance 
exists  in  one  or  other  of  these  conditions.  The  same  body  may^ 
however^  often  assume  any  one  of  these  conditions  at  different 
times,  and  may  pass  from  one  to  the  other  for  an  indefinite 
number  of  times,  according  as  it  is  exposed  to  a  greater  or  less 
degree  of  heat.  Ice^  water,  and  steam  are  all  the  same  material 
in  three  different  states.  Whichever  be  the  form  that  matter 
assumes,  it  always  retains  that  attraction  for  the  earth  which  Fig.  r. 
gives  it  weight,  whether  visible,  as  in  the  state  of  ice  or 
water,  or  invisible,  as  in  that  of  steam.  A  quantity  of 
ice  or  of  water  that  weighs  a  pound,  will  still,  as  steam, 
be  equally  a  pound  in  weight.  So  it  is  with  all  gases ;  the 
air,  although  invisible,  is  not  the  less  capable  of  being 
weighed  and  measured. 

(4)  Porosity. — Natural  objects,  of  whatever  form,  are 
composed  of  particles  which  are  not  in  actual  contact,  but 
are  separated  by  spaces  or  intervals  termed  pores,  A  lump 
of  sugar  or  of  salt  is  at  once  seen  to  consist  of  a  collection 
of  smaller  solid  particles,  with  intervening  spaces ;  but  the 
porosity  of  such  bodies  as  water,  of  spirit  of  wine,  or  of 
iron,  is  not  so  obvious,  although  the  existence  of  the  pro- 
perty is  not  less  certain.  The  porosity  of  spirit  and  of 
water  may  be  shown  as  follows: — ^Take  a  long  narrow 
tube  with  a  couple  of  bulbs  blown  in  it^  and  furnished  with 
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an  accurately  fitting  stopper^  as  represented  in  fig.  i  ;  fill 
the  tube  and  lower  bulb  with  water,  then  carefully  and  com- 
pletely fill  up  the  upper  bulb  and  neck  with  spirit  of  wine, 
and  insert  the  stopper.  The  structure  of  the  apparatus,  and 
the  dififerent  densities  of  the  two  liquids,  prevent  them  from 
mixing;  but  on  turning  the  tube  upside  down  and  back  again 
three  or  four  times,  so  as  to  mix  the  spirit  and  water  tho- 
roughly, and  then  holding  the  instrument  with  the  bulbs  down- 
wards, an  empty  space  will  be  seen  in  the  tube  after  they  have 
been  thus  mixed,  showing  that  they  now  occupy  less  space  than 
before ;  that  their  particles  are  in  fact  closer  together.  Proofs  of 
porosity  are  afforded  even  by  the  metals ;  for  example^  many  of 
them  become  more  compact  by  hammering,  as  is  the  case  with 
platinum;  and  all  of  them,  not  excepting  platinum  and 
gold,  two  of  the  densest  forms  of  matter,  however  cold  they  may 
be,  shrink  into  a  smaller  space  when  rendered  still  colder.  The 
ultimate  particles  therefore  cannot  be  in  contact. 

(4  a)  Divisibility  of  Matter. — What  the  real  size  of  these  ulti- 
mate particles  may  be  we  have  no  means  of  determining,  although,  as 
will  be  seen  hereafter,  there  are  strong  grounds  for  Ixjlieving  that 
the  divisibility  of  matter^  extreme  as   it  is,  has  its  assigned  and 
definite  limits.     Experience,  however,  shows  that  whatever  be  the 
form  of  matter  selected  for  our  experiments,  that  divisibility  may 
be  manifested  to  an  extent  which  transcends  our  powers  of  con- 
ception.    The  divisibility  of  gold  is  often  given  in  illustration  of 
this  point.     In  the  ordinary  process  of  making  gold  leaf,  a  single 
grain  of  gold  is  hammered  out  until  it  covers  a  square  space  seven 
inches  in  the  side.    Each  square  inch  of  this  may  be  cut  into  100 
strips,  and  each  strip  into  100  pieces,  each  of  which  is  distinctly 
visible  to  the  unaided  eye.     A  single  grain  of  gold  may  thus,  by 
mechanical    means,   be  subdivided  into  49  x  100  x  100=490^000 
visible   pieces.     But   this  is  not  all;  if  attached   to   a  piece  of 
glass^  this  gold  leaf  may  be  subdivided  still   further;  10,000  pa- 
rallel lines  may  be  ruled  in  the  space  of  one  single  inch,  so  that  a 
square  inch  of  gold  leaf,  weighing  7V  of  a  grain^  may  be  cut  into 
10,000  times  10,000,  or  100,000,000  pieces,  or  an  entire  grain  into 
4,900,000,000  fragments — each  of  which  is  visible  by  means  of 
the  microscope.     Yet  we  are  quite  sure  that  we  have  not   even 
approached  the  possible  limits  of  subdivision,  because,  in  coating 
silver  wire,  the  covering  of  gold  is  far  thinner  than  the  gold  leaf 
originally  attached  to  it,  since  in  drawing  down  the  gilt  wire  the 
gold  continues  to  become  thinner  and  thinner  each  time,  in  pro- 
portion as  the  silver  wire  itself  is  reduced  in  thickness. 
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When  a  substance  is  dissolved  in  any  liquid^  the  subdivision  is 
carried  still  further^  and  the  particles  are  rendered  so  minute  as  to 
escape  our  eyesight  even  when  aided  by  the  most  powerful  magnifiers. 

(5)  Varieties  of  Attraction, — Mere  mechanical  subdivision^  or 
even  the  more  perfect  separation  of  the  particles  which  compose  a 
compound  body,  by  the  process  of  solution,  does  not,  however, 
suffice  to  put  us  in  possession  of  the  simple  substances  from  which 
the  compoxmd  is  formed.  A  piece  of  loaf-sugar  may  be  reduced, 
by  trituration,  to  an  impalpable  powder,  but  every  particle  of  that 
powder  will  still  be  sugar :  it  may  be  dissolved  in  water,  but  each 
drop  of  the  liquid  will  still  contain  sugar,  unaltered  except  in  appear- 
ance. Sugar,  however,  is  composed  of  three  elements — carbon, 
hydrogen,  and  oxygen  ;  but  no  mere  trituration  or  solution  in  water 
would  enable  us  to  extract  any  of  these  substances  from  loaf-sugar. 

The  existence  of  a  body  as  a  solid  in  one  continuous  mass  is 
owing  to  the  exertion  of  common — a  force  of  considerable  intensity, 
but  which  varies  in  different  bodies,  and  by  this  variation  produces 
varieties  in  the  toughness,  hardness,  and  brittleness  of  bodies. 
But  the  power  which  unites  the  various  chemical  elements  to  form  a 
new  compound,endowed  with  properties  entirely  different  from  those 
of  any  of  its  constituents,  is  of  a  different  nature  from  cohesion,  and 
of  a  more  subtle  kind.  Chemical  affinity,  as  this  force  is  termed,  ^is 
exerted  between  the  smallest  or  ultimate  particles  of  one  element, 
and  the  corresponding  particles  of  the  other  elements  with  which 
it  is  associated  in  the  particular  compound  under  examination. 
These  ultimate  particles  are  often  spoken  of  as  atoms,  a  term 
which  implies  that  the  particles  admit  of  no  further  subdivision. 

The  separation  of  a  body  into  its  constituents  is  the  business 
of  chemical  analysis,  and  it  has  for  its  object  the  determination, 
first,  of  the  nature  of  the  components — this  is  qualitative  analysis ; 
secondly,  the  determination  of  their  quantity — this  being  quarUi- 
tative  analysis.  The  successful  performance  of  these  operations  of 
analysis  requires  a  somewhat  extensive  acquaintance  with  the 
principles  and  the  facts  of  the  science,  combined  with  considerable 
skill  in  manipulation. 

(6)  General  Characters  of  Acids,  Alkalies,  and  Salts, — It  will 
facilitate  the  comprehension  of  the  remarks  on  chemical  affinity 
which  are  about  to  follow,  to  allude  briefly  to  the  general  characters 
of  three  very  important  classes  of  substances,  viz.,  acids,  alkalies, 
and  salts. 

Adds  are  for  the  most  part  substances  which  are  soluble  in 
water,  have  a  sour  taste,  and  exert  such  an  action  on  vegetable 
Mtand  colours  as  to  change  them  to  red.     For  example,  tincture  of 
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litmus,  which  is  of  a  blue  colour,  is  exceedingly  sensitive  to  the 
action  of  a  small  quantity  of  acid :  paper  stained  with  this  tinc- 
ture is  in  frequent  use  by  the  chemist  for  detecting  the  presence 
of  acids. 

An  alkali  is  a  substance  possessing  many  qualities  exactly  the 
reverse  of  those  which  belong  to  an  acid.  It  is  soluble  in  water, 
and  produces  a  liquid  which  is  soapy  to  the  touch,  and  has  a 
peculiar,  nauseous  taste ;  it  restores  the  blue  colour  to  vegetable 
infusions  which  have  been  reddened  by  an  acid  3  it  turns  many  of 
these  blues  to  green,  as  in  the  cases  of  the  red  cabbage  and  syrup 
of  violets,  and  it  gives  a  brown  colour  to  vegetable  yellows,  such 
as  turmeric  and  rhubarb.  Litmus  paper  which  has  been  feebly 
reddened  by  an  acid  is  a  useful  means  of  showing  the  presence  of 
an  alkali,  and  is  more  sensitive  than  paper  stained  with  turmeric 
or  with  rhubarb,  which  is  also  in  common  use  for  the  same  purpose. 
These  different  test  papers,  as  they  are  called,  show  whether  an 
acid  or  an  alkali  be  predominant  in  a  solution. 

Vinegar  or  acetic  acid,  oil  of  vitriol  or  sulphuric  add,  spirits 
of  salt  or  hydrochloric  acid,  aquafortis  or  nitric  acid,  are  £uniliar 
instances  of  the  class  of  acids.  Potash,  soda,  and  hartshorn  or 
ammonia,  are  instances  of  well-known  alkalies. 

Both  acids  and  alkalies  are  remarkable  for  their  great  chemical 
activity.  The  metals,  compact  as  they  are,  may  be  dissolved  by 
the  acids.  Nitric  acid  attacks  copper  quickly  and  violently,  with 
brisk  effervescence,  and  the  copious  escape  of  red  fumes,  whilst  a 
blue  liquid  is  formed  from  the  action.  Sulphuric  acid  shows 
similar  energy,  if  mixed  with  water  and  placed  in  contact  with  iron 
or  zinc.  Moreover,  these  acids,  when  not  much  diluted  with 
water,  produce  speedy  destruction  of  the  skin,  and  of  nearly  all 
animal  and  vegetable  matters.  The  solvent  action  of  potash,  or 
of  soda,  is  not  less  marked.  Either  of  these  alkalies  destroys  the 
skin  if  allowed  to  remain  upon  it ;  and  also  gradually  dissolves 
portions  of  earthenware,  or  of  glaze  from  the  vessels  which  contain 
it,  and  the  solution,  if  suffered  to  fall  upon  a  painted  surface, 
quickly  removes  the  paint.  But  the  most  remarkable  property  of 
acids  and  alkaUes  is  the  power  which  they  have  of  uniting  with 
each  other,  and  destroying  or  neutralizing  the  chemical  activity 
which  distinguishes  them  when  separate. 

Some  of  these  properties  of  acids  and  alkalies  may  be  sub- 
mitted  to  experiment  by  means  of  a  coloured  vegetable  solution, 
such,  for  example,  as  the  purplish  liquid  prepared  by  slicing  a  red 
cabbage  and  boiling  it  with  water.  If  a  quantity  of  this  infusion 
be  divided  into  two  portions^  and  to  the  one  be  added  a  quantity 
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of  diluted  sulphuric  acid^  a  red  liquid  is  obtained ;  and  if  to  the 
other  a  solution  of  potash  be  added^  a  liquid  of  a  green  colour  is 
formed ;  then,  on  gradually  adding  the  alkaline  solution  to  the 
other^  stirring  the  mixture  constantly^  the  green  colour  of  the 
portions  first  added  instantly  disappears,  and  the  whole  liquid 
remains  red  ;  as  more  and  more  of  the  alkali  is  added,  the  red  by 
d^;rees  passes  into  purple,  and  on  continuing  to  add  the  alkaline 
solution,  a  pcnnt  is  attained  when  the  liquid  has  a  clear  blue  tint ; 
at  this  moment  there  is  neither  potash  nor  sulphuric  acid  in  excess 
in  the  liquid,  the  two  have  chemically  united  with  each  other. 
The  characteristic  properties  of  both  have  disappeared,  and  on 
evaporating  the  solution  at  a  gentle  heat,  a  solid  crystalline  sub- 
stance is  obtained,  resulting  from  the  combination  of  the  sulphuric 
acid  with  the  potash.  This  substance  is  the  salt  called  sulphate 
of  potash.  Any  compound  produced  by  the  union  of  an  acid  with 
an  alkali  is  termed  a  soli. 

It  must  not  be  supposed  that  all  acids  dosely  resemble  those 
whidi  have  been  just  mentioned^  and  which  are  freely  soluble  in 
water ;  some  acids  on  the  contrary,  are  but  slightly  soluble ;  such 
for  instance  is  arsenious  acid,  the  white  arsenic  of  the  shops: 
other  acids  are  not  at  all  soluble :  silica,  or  common  flint,  is  a  true 
acid,  although  it  may  remain  undissolved  in  water  for  ages.  The 
leading  character  of  an  acid,  in  a  chemical  sense,  is  its  power  of 
uniting  with  alkalies  to  form  salts ;  and  this  character  is  possessed 
by  silica,  in  common  with  various  other  bodies  not  &miliarly 
r^arded  as  acids.  Of  course  if  an  acid  be  insoluble  it  has  no 
sourness,  and  is  without  action  on  vegetable  blues. 

There  are  no  alkalies  which  are  insoluble,  but  there  are  sub* 
stances  which  greatly  resemble  them  which  are  but  sparingly 
soluble,  such  as  lime  and  baryta ;  these  are  termed  alkaline  earths. 
There  are  also  numerous  other  substances,  compounds  of  oxygen 
with  tlie  metals,  termed  oxides,  such  for  instance  as  oxide  of 
silver,  oxide  of  iron,  and  oxide  of  lead,  which  are  insoluble  in 
water,  but  which  are  easily  dissolved  by  acids,  wilii  which  they 
form  crystalline  compounds  or  salts.  With  nitric  acid  the  oxide 
of  sily^  forms  nitrate  of  silver ;  with  sulphuric  acid  oxide  of  iron 
unites  to  form  green  vitriol  or  sulphate  of  iron ;  with  acetic  acid 
oxide  of  lead  combines  and  forms  sugar  of  lead  or  acetate  of  lead. 
A  substance  which  thus  unites  with  acids  and  neutralizes  them  is 
called  a  base,  whether  it  be  soluble  in  water  or  not ;  hence  the 
alkalies  constitute  one  subdivision  of  the  more  numerous  class 
of  bodies  known  as  bases. 

(7)  Characters  of  Chemical  Affinity. — Chemical  afl^ty  is  dis* 
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tinguished  by  well  marked  characters  from  other  kinds  of  force 
which  act  within  minute  distances. 

1.  Chemical  afl&nity  is  exerted  within  its  own  limits  with  in- 
tense energy,  but  beyond  those  limits  it  is  entirely  powerless.  An 
iron  wire,  for  example,  which  will  support  a  weight  of  looolb. 
without  breaking,  will  yet  in  a  few  minutes  yield  to  the  almost 
noiseless  action  of  a  mixture  of  nitric  acid  and  water ;  the  stub- 
bom  metal  will  be  dissolved,  and  a  clear  solution  of  the  metallic 
mass  will  be  formed — particle  by  particle  of  the  metal  will  be 
detached  from  the  wire,  and  no  vestige  of  its  structure  or  tenacity 
will  remain.  It  is  rarely  possible,  by  trituration  or  other  mecha- 
nical means  to  bring  about  a  sufficient  approximation  amongst  the 
subdivided  particles  to  produce  chemical  action.  Tartaric  acid 
and  carbonate  of  soda,  each  in  the  form  of  a  dry  powder,  may  be 
incorporated  by  grinding  for  hours  in  a  mortar,  but  they  will  not 
act  chemically  upon  each  other :  it  is  not  until  a  more  intimate 
contact  is  effected  by  the  addition  of  water,  which  dissolves  the 
particles  of  both,  and  allows  them  mutually  to  approach  closer, 
that  the  brisk  effervescence,  due  to  the  expulsion  of  the  carbonic 
add  gas,  occurs,  which  indicates  the  union  of  the  soda  with  which 
it  was  previously  in  combination,  with  the  tartaric  acid. 

A  striking  illustration  of  the  di£ference  between  the  effects  of 
mechanical  intermixture  and  those  of  chemical  combination  is 
afforded  in  the  case  of  ordinary  gunpowder.  In  the  manufacture 
of  this  substance,  the  materials  of  which  it  is  made,  viz.,  charcoal, 
sulphur,  and  nitre,  are  separately  reduced  to  a  state  of  fine 
powder ;  they  are  then  intimately  mixed,  moistened  with  water, 
and  thoroughly  incorporated  by  grinding  for  some  hours  under 
edge  stones ;  the  resulting  mass  is  subjected  to  intense  pressure, 
and  the  cakes  so  obtained,  after  being  broken  up  and  reduced  to 
grains,  furnish  the  gunpowder  of  commerce.  In  this  state  it  is  a 
simple  mixture  of  nitre,  charcoal,  and  sulphur.  Water  will  wash 
out  the  nitre,  bisulphide  of  carbon  will  take  up  the  sulphur,  and 
the  charcoal  will  be  left  undissolved.  By  evaporating  the  water, 
the  nitre  is  obtained ;  and  on  allowing  the  bisulphide  of  carbon  to 
volatilize,  the  sulphur  remains.  If,  however,  we  cause  the  mate- 
rials to  enter  into  chemical  combination,  all  is  changed  ;  a  spark 
fires  the  powder ;  the  dormant  chemical  affinities  are  called  into 
action,  a  large  volume  of  gaseous  matter  is  produced ;  the  charcoal 
disappears,  and  no  trace  of  the  original  ingredients  which  formed 
the  powder  is  left. 

2.  Chemical  affinity  must  from  its  very  nature  be  exerted 
between  dissimilar  substances.     No  manifestation  of  this  force  can 
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take  place  between  two  pieces  of  iron,  two  pieces  of  copper,  or  two 
pieces  of  sulphur ;  but  between  sulphur  and  copper,  or  sulphur 
and  iron,  chemical  action  of  the  most  energetic  kind  may  occur.* 

Crenerally  speaking,  the  greater  the  difference  in  the  properties 
of  the  two  bodies,  the  more  intense  is  their  tendency  to  enter  into 
combination.  The  metals,  as  a  class,  differ  as  widely  from  the 
acids  as  possible,  but  the  acids  rapidly  dissolve  the  metals.  Copper^ 
for  instance,  is  briskly  attacked  by  nitric  acid,  iron  by  diluted  sul- 
phuric acid,  and  so  on.  Between  bodies  of  a  similar  character, 
the  tendency  to  union  is  but  feeble.  For  example,  two  metallic 
bodies,  copper  and  zinc,  will,  under  the  influence  of  a  high  tem- 
perature, unite  and  form  brass, — an  alloy,  the  properties  of  which 
are  intermediate  between  those  of  its  constituents ;  but  brass,  on 
being  heated  strongly,  may  be  again  separated  into  copper,  which 
remains,  and  into  zinc,  which  nearly  all  passes  off  in  vapour. 

3.  Another  of  the  most  remarkable  features  of  chemical  affinity 
is  the  entire  change  of  properties  which  it  occasions  in  both  the 
substances  dealt  with, — a  change  which  no  a  priori  reasoning  could 
possibly  predict.  If  the  blue  liquid  obtained  by  dissolving  copper 
in  nitric  acid  be  evaporated,  a  blue  crystalline  salt  which  has  no 
resemblance  either  to  the  acid  or  to  the  metal  will  be  procured. 
There  is  an  equally  striking  difference  between  the  tough,  metallic, 
insoluble  iron,  and  the  corrosive  oil  of  vitriol,  and  the  beautiful 
crystalline,  green,  soluble^  inky  tasted  salt  which  is  produced  by 
their  combination. 

4.  The  next  important  peculiarity  of  this  power  which  may  be 
noticed,  is  that  it  is  exerted  between  different  kinds  of  matter  with 
different  but  definite  degrees  of  force.  Nitric  acid  will  oxidize, 
dissolve,  and  combine  with  most  of  the  metals,  such,  for  instance^ 
as  silver,  mercury,  copper,  and  lead ;  but  it  unites  with  them  with 
very  different  degrees  of  intensity.  With  silver  the  combination 
is  less  powerful  than  with  mercury,  less  so  with  mercury  than  with 
copper;  and  with  copper  less  again  than  with  lead. 

This  fact  may  easily  be  determined  by  dissolving  half  an  ounce 
of  nitrate  of  silver  in  half  a  pint  of  water,  and  pouring  into  it  a 
small  quantity  of  clean  mercury ;  in  a  few  days  a  beautiful  crystal- 
lization of  metallic  silver  will  be  obtained,  whilst   a  corresponding 


*  By  some  chemists,  however,  as  will  be  seen  hereafter,  the  isolated  bodies 
usually  viewed  as  elements  have  been  regarded  as  compounds,  the  atoms  of 
whieh  consist  of  particles  of  the  same  element  m  opposite  polar  or  electrical 
conditions.  Hyw^en  gas,  for  instance,  is  regarded  as  hydride  qf  hydrogen, 
or  a  oompoond  of  ny£ogen  with  hyd^gen;  chlorine  gas,  as  chloride  qf 
tkhrine,  and  so  on. 
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quantity  of  mercury  will  have  become  dissolved,  and  will  have 
combined  with  the  nitric  acid  previously  in  union  with  the  silver. 
In  a  sioodlar  manner,  mercury  may  be  displaced  irom  a  solution  of 
nitrate  of  mercury  by  a  strip  of  metallic  copper ;  and  copper,  in  its 
turn,  may  be  displaced  by  a  piece  of  lead  introduced  into  a  solution 
of  nitrate  of  copper.  From  a  solution  of  nitrate  of  lead,  zinc  will, 
in  like  manner,  displace  the  lead,  which  will  be  deposited  in  beau- 
tiful crystals. 

Indeed,  the  difierent  elements  may  be  arranged  in  tables  indi- 
cating the  order  of  their  affinity  for  any  one  element  which  is 
placed  at  the  head  of  the  list.  For  example,  in  the  first  column 
of  the  following  table,  several  of  the  more  important  metals  are 
arranged  in  the  order  in  which  they  exhibit  a  tendency  to  combine 
with  oxygen, — ^the  metal  which  stands  at  the  head  of  the  list  having 
the  strongest  affinity,  that  which  stands  second  the  next,  and  so  on 
to  the  one  mentioned  last,  in  which  the  affinity  is  the  weakest : — 

Order  of  Affinity j  or  of  Displacement. 

OXYGEN.  SULPHURIC   ACID. 


Potassium.  Baryta. 

Zinc.  Potash. 

Iron.  Soda. 

Tin.  Lime. 

Lead.  Ammonia. 

Copper.  Oxide  of  Zinc. 

Mercury. 

Silver. 

Gold. 

Platinum. 

Similar  tables  may  be  formed,  exhibiting  the  tendency  of 
compound  bodies,  such  as  bases,  to  combine  with  other  compounds, 
such  as  acids.  In  the  second  column  of  the  foregoing  table,  the 
various  bases  are  arranged  in  the  order  in  which  they  displace  each 
other  when  combined  with  sulphuric  acid. 

5.  These  experiments  on  the  displacement  of  one  metal  by 
another,  further  show  that,  although  in  combination,  the  properties 
of  the  components  are  masked,  and  to  all  ordinary  observation  the 
constituents  have  entirely  disappeared,  yet  they  really  exist  in  the 
compound,  and  can  be  again  reproduced  in  their  original  form  by 
taking  away  the  substance  with  which  they  had  combined. 

It  is,  indeed,  a  principle  of  uniyersal  application  that,  whenevco 
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chemicBl  combination  occurs,  no  destruction  of  the  bodies  so 
entering  into  combination  erer  ensues.  However  much  the 
materials  may  change  their  form,  the  weight  of  the  new  products, 
if  collected  and  examined,  will  be  found  to  be  exactly  equal  to  that 
of  the  Bubetauces  before  combination.  The  following  experiment 
shows  that,  even  although  the  substance  may  vanish  from  our 
sight,  it  continues  to  exist  as  a  gas,  which  has  the  same  weight  as  the 
solid  which  furnished  it : — Into  a  glass  flask  A  (fig.  2),  of  about  250 
cubic  inches  capacity,  and  which  is  pro- 
vided with  a  brass  cap  and  stop-cock,  in-  ^"'-  '- 
troduce  10  or  12  grains  of  gun-cotton; 
attach  the  flask  to  the  air-pump,  exhaust 
it  very  completely,  and  afterwards  weigh 
it.  Then  set  fire  to  the  cotton  by  means 
of  a  voltaic  current  sent  through  the  wires, 
a  b,  which  are  insulated  from  each  other 
and  from  the  cap  of  the  instrument,  by 
passing  through  a  varnished  cork.  The 
cotton  will  entirely  disappear  with  a  bril- 
liant flash,  and  the  flask,  iS  weighed  again, 
will  be  found  to  be  as  heavy  as  it  was 
before  the  cotton  was  fired. 

6.  There  are  two  modes  in  which  chemical  compounds  are 
formed;  the  simplest  is  that  where  the  two  substances  unite 
directly  together,  as  when  hydrogen  bums  in  air,  and,  by  direct 
union  with  oxygen,  produces  water;  or  when  an  acid  and  an 
alkali,  such  as  hydrochloric  acid  and  ammonia,  combine  and  pro- 
duce a  salt.  This  mode  of  combination  usually  prevails  between 
bo^es  which  have  a  powerful  tendency  to  unite. 

The  other  mode  in  which  compounds  are  formed  is  still  more 
common ;  it  occurs  where,  in  a  body  already  formed,  one  of  the 
ingredients  of  that  body  is  displaced  by  another  Bnbstance,and  anew 
compound  is  the  result.  The  instances  already  Bpecified,in  which  one 
metal  precipitates  another  from  its  solution,  are  cases  in  which  new 
bodies  are  produced  by  the  displacement  of  one  of  the  substances  in 
a  compound  previously  formed.  This  method  of  forming  compounds 
by  displacement,  or  suiaHttition,  is  one  of  great  importance ;  and 
the  study  of  its  various  modes  of  action  is  rapidly  contributing  to 
the  discovery  of  many  subtle  processes  concerned  in  the  chemistry 
of  oq;anized  beings. 

7.  Chemical  combination,  in  a  large  proportion  of  cases,  does 
not  commence  spontaneously.  A  heap  of  charcoal  may  remain 
unaltered  in  the  air  tor  years.;  bnt^  if  a  tew  pieces  be  made  red 
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hot,  and  then  be  throivi^n  upon  the  heap^  chemical  action  will  be 
commenced  by  the  heat^  and  it  will  continue  until  the  whole  mass 
is  burned  ;  that  is,  the  chemical  action  between  the  oxygen  of  the 
air  and  the  charcoal  will  continue  as  long  as  any  charcoal  remains 
unacted  on.  In  other  instances^  however,  the  chemical  effects 
begin  without  the  application  of  any  extraneous  force.  A  bit  of 
phosphorus  begins  to  burn  slowly  the  instant  it  comes  into  the 
atmosphere,  and  in  warm  weather  it  speedily  bursts  into  a  blaze. 

8.  Whenever  substances  unite  directly  with  each  other^  heat 
is  emitted,  and  the  more  rapidly  the  union  is  effected,  the  larger 
is  the  quantity  of  heat  emitted  in  a  given  time,  until^  in  some  cases, 
it  rises  so  high  that  ignition  and  combustion  ensue ;  light  as  well 
as  heat  being  abundantly  extricated  when  the  temperature  attains 
a  sufficient  degree,  as  all  solid  substances,  when  heated  beyond  a 
certain  point,  become  luminous. 

When  compounds  are  formed  by  substitution^  the  liberation  of 
heat  is  always  much  less,  and  is  sometimes  not  perceptible  without 
special  contrivances. 

Very  frequently  the  physical  state  of  one  or  of  both  the  bodies 
which  enter  into  combination  is  altered  by  the  operation  of  chemical 
affinity.  Two  solids  may  become  converted  into  a  liquid ;  two 
liquids  may  become  solid,  or  even  two  gases  may  be  reduced  to  the 
solid  form.  Differences  of  state  are  therefore  not  in  all  cases  due 
to  differences  of  temperature ;  differences  in  the  chemical  arrange- 
ment of  the  particles  are  equally  important  in  bringing  about 
physical  differences  of  condition. 

The  foregoing  leading  characters  by  which  chemical  affinity  is 
distinguished  from  other  forces,  may  be  thus  summed  up  in  a  few 
words. 

Chemical  affinity  is  a  power  of  extreme  energy,  which  acts  only 
on  the  minutest  particles  of  matter,  and  at  distances  too  small  to  be 
perceptible  by  our  unaided  senses.    Under  its  influence  the  compara- 
tively few  elementary  bodies  arrange  themselves  into  the  numberless 
compounds  which  constitute  the  different  forms  of  matter  around  us. 
Affinity,  from  its  very  nature,  operates  only  between  the  particles 
of  dissimilar  kinds  of  matter,  and   by  its  exertion,  produces  new 
properties  in  the  resulting  compound.     It  exists  between  different 
kinds  of  matter  with   different  but  definite  degrees  of  intensity. 
As  a  result  of  its  operations,  no  destruction  of  matter  occurs  in  the 
materials  submitted  to  its  influence ;  there  is  consequently  no  loss  of 
weight,  but  mere  change  of  form.     The  act  of  combination  may 
either  occur  instantly  on  mixture,  or  may  be  indefinitely  postponed 
till  some  other  force,  such  as  heat,  conspires  to  commence  the 
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action.  Compounds  may  be  formed  either  by  the  direct  union  of 
their  ingredients^  or  by  the  displacement  of  one  substance  by  a 
different  one  in  a  compound  previously  formed ;  and  lastly,  heat 
and  light,  in  amount  proportioned  to  the  rapidity  of  the  action,  are 
generally  emitted  in  cases  of  the  direct  union  of  the  constituents. 

(8)  Laws  of  Combination. — The  relative  proportion  in  which  the 
different  elements  unite  is  regulated  by  fixed  laws.  These  impor- 
tant laws,  which  are  three  in  number,  regulate  the  mode  of  combi- 
nation of  every  known  chemical  compound.  These  are  usually 
termed  the  laws  of  chemical  combination. 

(9)  The  first  of  these  laws  is  the  law  of  Definite  Proportions, 
which  although  of  great  simplicity,  is  one  of  fundamental  importance 
to  the  science  of  chemistry.  This  law  may  be  stated  in  very  few 
words ;  it  is  as  follows — In  every  chemical  compound  the  nature 
and  the  proportions  of  its  constituent  elements  are  fixed,  definite, 
and  invariable.  For  instance,  loo  parts  of  water  contain  88'9  of 
oxygen  and  ii'i  of  hydrogen.  Whether  water  be  derived  from 
the  snows  of  high  mountains,  or  from  rain-clouds,  or  fipom  dews, 
or  from  direct  chemical  action,  as  in  the  burning  of  a  lamp  or  candle, 
its  composition  is  uniform  and  certain.  So  also  a  piece  of  flint,  or 
of  rock  crystal,  in  whatever  part  of  the  world  it  be  found,  will,  on 
analysis,  yield  in  every  loo  parts,  46*6  of  silicon  and  53*4  of  oxygen. 
In  fact,  the  existence  of  the  law  of  definite  proportions  gives  value 
to  analysis,  by  giving  certainty  and  uuiformity  to  its  results.  Mere 
mechanical  intermixture  is  at  once  distinguished  from  true  chemical 
combination  by  the  absence  of  all  regularity  in  the  proportions  of 
the  bodies  that  have  been  mingled;  and  in  the  same  manner 
chemical  affinity  stands  strongly  contrasted  with  that  kind  of 
adhesion  which  produces  the  solution  of  solids  in  a  liquid. 

(10)  The  second  law  of  combination  is  usually  termed  the  law 
of  Multiple  Proportions.  It  frequently  happens  that  a  pair  of 
elementary  bodies  unite  together  in  more  than  one  proportion. 
The  compounds  so  obtained  are  very  different  from  each  other ;  but 
there  is  still  a  uniformity  in  the  plan  upon  which  these  compounds 
are  formed,  and  the  proportions  of  the  two  elements  in  each  are 
very  simply  related.  The  law  of  multiple  proportion  may  be  thus 
stated  : — ^f  two  elements,  A  and  B,  unite  together  in  more  propor- 
tions  than  one,  on  comparing  together  quantities  of  the  different  com- 
pounds, each  of  which  contains  the  same  amount  of  A,  the  quantities 
of  B  will  bear  a  very  simple  relation  to  each  other ;  such  as 

A-hB,     A  +  aB,     A+3B,     A+4B,  &c.; 

or,       aA+3B,       aA+5B,       2A  +  7B,  &c. ; 

or,  A 4- B,     A  +3B,     A  4  5B,  &c. 
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Water,  for  instance,  is  a  compound  of  oxygen  and  hydrogen  ; 
in  ICO  parts,  by  weight,  there  are,  as  already  mentioned,  88*9  of 
oxygen  and  ii'i  of  hydrogen.  But  there  is  another  compound  of 
oxygen  and  hydrogen  known  to  chemists,  termed  the  binoxide  of 
hydrogen.  By  analysis  it  has  been  found  that  100  parts  of  this 
body  contain  94*1  of  oxygen  and  5*9  of  hydrogen.  Now,  on  com- 
paring together  the  quantities  of  oxygen  which  in  these  two  com- 
poimds  are  united  with  an  equal  quantity,  say  i  part,  of  hydrogen, 
it  is  evident  that  in  water,  for  i  part  of  hydrogen  there  are  8  parts 
of  oxygen, — 

since  ii*i       :      88*9      :  :       i       :      8 

and  by  a  similar  process  it  is  seen  that  in  the  binoxide  of  hydro- 
gen, for  I  part  of  hydrogen  16  parts  of  oxygen  are  present — 

5*9       :      94*1       :  :      I       :      16 

the  quantity  of  oxygen  combined  with  the  hydrogen  in  the  bin- 
oxide being  just  double  what  it  was  when  combined  with  the  same 
quantity  of  hydrogen  in  water. 

A  similar  simple  proportion  between  the  quantities  of  the  com- 
bining elements  is  found  to  hold  good  in  every  series  of  compounds 
formed  by  the  union  of  two  elements  with  each  other.  A  certain 
quantity  of  one  of  the  elements  combines  with  a  certain  quantity  of 
the  other :  in  the  next  compound  with  twice  as  much  as  in  the  first ; 
in  the  next  with  three  times ;  in  the  next  with  four  times  that 
quantity,  and  so  on. 

An  excellent  example  of  this  regularity  is  afforded  by  the 
series  of  compounds  which  nitrogen  forms  with  oxygen ;  these 
compounds  are  5  in  number,  and  they  have  been  found  to  contain 
in  100  parts  the  following  proportions  of  their  constituents,  those 
which  contain  least  oxygen  standing  first : — 

Protoxide  of  nitrogen 
Binoxide  of  nitrogen 
Nitrous  acid 
Peroxide  of  nitrogen 
Nitric  Acid    .     •     . 


Oxygen. 

Nitrogen. 

3<5-36 

63-64 

53'33 

4667 

6315 

36-85 

6956 

3044 

74-07 

35*93 

Now  on  comparing  with  each  other  quantities  of  these  different 
compounds  which  contain  equal  amounts  of  nitrogen,  it  will  be 
found,  taking  them  in  the  order  in  which  the  compounds  stand  in 
the  table^  that  the  quantity  of  oxygen  increases  in  the  proportion  of 
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^'  ^>  3>  4  and  5.     In  the  protoxide  the  quantity  of  nitrogen  com- 
bined with  8  parts  of  oxygen  is  14: — since 


Oxygen. 

Nitrogen. 

3636 

:       63-64       :  : 

8 

14 

5333 

46-67       :  : 

16 

14 

6315 

:       36-85       :  : 

24 

14 

69-56 

30-44       :  : 

3a       ; 

14 

74-07       : 

25-93       :  : 

40 

14 

the  oxygen  increasing  in  the  proportion  of  8^  twice  8^  3  times  89 
4  times  8,  and  5  times  8. 

Sometimes  the  proportion  iu  which  the  elements  unite  is 
rather  less  simple^  two  proportions  of  one  element  combining  with 
3,  5,  or  7  of  the  other. 

This  important  law^  which  was  first  clearly  established  by  Dalton^ 
was  explained  by  him  by  means  of  his  Atomic  Theory.  Upon  this 
hypothesis  the  ultimate  particles  of  each  element  are  considered  to 
be  uni£3rm  in  size  and  in  weight  for  that  element^  and  moreover  to 
be  incapable  of  farther  subdivision.  When  bodies  unite  chemically^ 
as  the  particles  of  the  same  element  have  all  the  same  size  and  rela- 
tive weight,  the  proportions  in  which  they  combine  must  be  definite  ; 
and  further,  if  they  unite  in  several  different  proportions,  those 
proportions  must  be  simply  related  to  each  other.  Thus,  water 
may  be  conceived  to  be  a  compound  in  which  each  separate  particle 
of  hydrogen  is  united  with  a  single  particle  of  oxygen ;  and  binoxide 
of  hydrogen  would  be  represented  as  consisting  of  a  combination 
of  two  particles  of  oxygen  with  each  particle  of  hydrogen  ;  protoxide 
of  nitrogen  would  be  a  compound  of  i  particle  of  nitrogen  with  i 
particle  of  oxygen ;  and  nitric  acid  a  combination  of  i  particle  of 
nitrogen  with  5  particles  of  oxygen. 

(11)  This  explanation  will  simplify  the  consideration  of  the 
third  law,  which  is  usually  known  as  the  Law  of  Equivalent  Pro^ 
portions^  It  may  be  stated  as  follows : — Each  elementary  sub^ 
ttance,  in  combining  with  other  elements,  does  so  in  a  fixed  propor* 
tum^  which  may  be  represented  numerically. 

If  a  certain  proportion  of  an  element.  A,  unite  with  certain 
other  fixed  quantities  of  different  elements,  B,  C,  D,  &c.,  to  form 
compounds  AB,  AC,  AD,  &c.,  the  quantities  of  B,  C,  and  D  which 
80  unite  with  A  will  also  be  the  quantities  in  which  B  and  C,  C 
and  D,  combine  to  form  compounds  BC,  BD,  CD,  &c. 

This  principle  of  equivalent  proportion  may  be  illustrated  by 
reference  to  the  experiments  upon  the  displacement  of  the  metals 
from  lolntions  of  their  nitrates  by  the  introduction  of  some  other 
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inetal^  the  affinity  of  which  for  the  acid  is  stronger  than  that  of 
the  metal  with  which  it  is  already  combined.  When  a  bright 
slip  of  copper  is  introduced  into  a  solution  of  nitrate  of  silver^  the 
two  metals  change  places^  owing  to  the  stronger  chemical  attrac- 
tion of  the  nitric  acid  for  the  copper  than  for  the  silver;  part  of 
the  copper  is  dissolved^  nitrate  of  copper  is  formed^  and  a  corre- 
sponding quantity  of  silver  is  deposited.  On  making  the  experi- 
ment with  suitable  care^  it  is  found  that  for  each  317  grains  of 
copper  dissolved,  108  of  silver  are  separated  in  crystals.  In  a 
similar  way,  when  a  strip  of  lead  is  placed  in  a  solution  of  nitrate 
of  copper,  a  deposit  of  metallic  copper  is  separated,  and  for  each 
317  grains  of  copper  thrown  down,  103*6  of  lead  will  have  been 
dissolved  ;  whilst,  lastly,  a  strip  of  zinc  in  a  solution  of  nitrate  of 
lead  will  lose  327  grains  in  weight  for  each  103*6  grains  of  lead 
which  crystallizes  upon  its  siu'face. 

From  this  series  of  experiments  we  learn  that  different  but 
definite  amounts  of  the  various  metals  are  capable  of  displacing 
each  other;  for  it  appears  that  108  parts  of  silver,  31*7  of  copper, 
103*6  of  lead,  and  32*7  of  zinc^  are  each  capable  of  exactly  supply- 
ing the  place  of  the  other,  in  combination  with  one  uniform 
amount  (54  parts)  of  nitric  acid ;  and,  in  chemical  language,  these 
different  quantities  of  the  metals  are  said  to  be  equivalent  to  each 
other.  A  chemical  equivalent  therefore  represents  the  numerical 
amount  of  each  element  which  is  capable  of  supplying  the  place 
of  the  corresponding  quantity  of  any  other  element.  Now  it  is 
remarkable  that  these  numbers  represent  not  only  the  quantity  of 
each  element  which  is  capable  of  being  substituted  for  other 
elements,  as  in  the  particular  compounds  with  nitric  acid  just 
referred  to,  but  they  represent  also  the  proportions  (or  a  simple 
sub-multiple  of  the  proportions)  in  which  these  elements  unite 
among  themselves  when  they  so  combine  with  each  other.  But 
in  many  cases  the  equivalent  quantities  of  the  elements  cannot  be 
ascertained  in  this  simple  manner  by  direct  substitution,  and  in 
these  instances  recourse  is  had  to  indirect  processes,  such  as  the 
determination  of  the  proportion  in  which  each  element  unites  with 
a  fixed  quantity  of  some  other  element,  such  as  oxygen. 

(12)  Tables  of  Equivalent  Numbers. — Chemists  are  in  the  habit 
of  referring  the  results  obtained  by  analysis  to  the  proportion  con- 
tained in  100  parts  of  the  body  submitted  to  experiment.  Thus 
the  analysis  of  water  furnishes  in  100  parts,  88*9  of  oxygen  and 
II  *i  of  hydrogen;  100  parts  of  lime  contain  28*58  of  oxygen  and 
71*42  of  the  metal  calcium ;  whilst  100  parts  of  potash  consist  of 
17*02  of  oxygen  and  82*98  of  potassium.     These  illustrations  are 
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sufficient  to  show  that  the  quantity  of  oxygen  is  not  the  same  in 
the  different  compounds ;  but  the  method  of  stating  the  result  is 
not  the  one  best  adapted  to  exhibit  the  numerical  relations  in  their 
simplest  form.  These  relations  are  rendered  much  more  evident 
in  the  following  way.  Having  ascertained  the  proportion  of  each 
constituent  in  loo  parts  of  the  various  compounds  which  each 
elementary  body  forms  when  it  combines  with  oxygen,  determine 
by  calculation  the  proportion  in  which  each  element  unites  with 
the  same  fixed  quantity  (say  8  parts)  of  oxygen,  A  series  of  pro- 
portional numbers  will  thus  be  furnished  which  will  represent  the 
ratios  in  which  each  of  the  elements  combines  with  oxygen.  In 
this  manner  it  will  be  seen  that  in  water,  for  each  8  parts  of 
oxygen  i  part  of  hydrogen  is  present : — 

for  88*9  :  ii'i   :  :  8  :  i; 

in  lime,  for  each  8  parts  of  oxygen,  20  of  calcium  are  present : — 

for  28*58  :   71*42  :  :  8  :  20; 

and  in  potash,  for  every  8  parts  of  oxygen  there  are  39  of  potas- 
sium:— 

for  17*02  :  82*98  :  :  8  :  39; 

I  of  hydrogen,  20  of  calcium,  and  39  of  potassium,  are  the  equi- 
valent quantities  of  each  of  these  bodies,  which  combine  with 
8  parts  of  oxygen. 

On  the  continent,  many  chemists  still  follow  the  example  of 
Berzelius,  and  assume  icx)  parts  of  oxygen  as  the  standard 
quantity,  to  which,  in  all  such  calculations,  reference  is  made.  The 
objection  to  this  plan  is,  that  the  numbers  thus  obtained,  and  to 
which  reference  is  constantly  required,  are  inconveniently  large, 
and  consequently  more  difficult  to  retain  in  the  memory,  besides 
frequently  involving  fractional  quantities  :  the  number  for  hydrogen 
on  this  scale  is  represented  as  12*5. 

In  this  country  the  combining  number  of  hydrogen  is  made 
the  unit  of  comparison,  a  system  which  has  many  advantages,  and 
which  is  adopted  both  by  Liebig  and  Dumas,  and  generally,  in 
Germany.  Hydrogen  combines  with  oxygen  in  a  smaller  proportion 
than  any  other  known  substance,  and  the  numbers  representing  the 
equivalents  of  all  other  bodies  may,  for  practical  purposes,  without 
material  error,  be  taken  as  multiples  by  whole  numbers  of  the 
equivalent  of  hydrogen.  The  equivalent  of  hydrogen  on  this  scale 
is  I,  and  as  one  part  of  hydrogen  is  united  in  water  with  exactly 
eight  parts  of  oxygen,  the  equivalent  number  for  oxygen  is  8. 

c 
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In  the  following  table  the  elementary  substances  are  arranged 
alphabetically^  with  the  symbol  (15)  used  by  chemists^  affixed  to 
each ;  the  numbers,  as  actually  determined  by  careful  experiment, 
both  on  the  hydrogen  and  oxygen  scale^  are  given  for  convenience 
of  reference^  but  the  numbers  on  the  hydrogen  scale  will  be 
adopted  in  this  work.  A  large  proportion  of  the  numbers  are 
either  exactly  multiples  by  a  whole  number  of  the  equivalent  of 
hydrogen^  or  they  differ  from  such  multiples  so  slightly  as  to  fall 
within  the  limits  of  differences  due  to  experimental  errors.* 

The  numbers  on  the  oxygen  scale  may  readily  be  converted  into 
those  on  the  hydrogen  scale,  by  dividing  the  oxygen  numbers  by 
I2*5j  or,  what  amounts  to  the  same  thing,  by  multiplying  the 
oxygen  numbers  by  8  and  dividing  by  jog.  The  numbers  of  the 
hydrogen  scale  if  multiplied  by  12*54  give  the  corresponding  values 
on  the  oxygen  scale. 

The  names  of  the  elements  whic;h  from  their  rarity  may  be 
regarded  as  unimportant  are  given  in  Italics. 

Table  of  Elementary  Substances  with  their  Equivalents  or 

Atomic  Weights  and  Symbols. 


Element. 


Alominnm 

Antimony  (Stibium) 

Arsenicum 

Barium 

Bismath 

Boron 

Bromine 

Cadmium 

Calcium 

Carbon 

Cerium 

Chlorine 

Chromium 

Cobalt 

Copper  (Capmm) 

DCdymium 

Erbium 


S 


sym- 
bol. 


Al 

Sb 

As 

Ba 

Bi 

B 

Br 

Cd 

Ca 

C 

Ce 

CI 

Cr 

Co 

Cu 

D 

E 


*^  AtoSj  wSTgh?'  ^  j  Compound.  wiU.  Oxygen,  Ac. 


H=i 


i3'75 

I22'0 

685 
210*0 

io'9 
8o'o 
560 
200 
6*o 
460 

35-5 
26*27 

3175 
48-0 


0=100 


171*87 
15250 

85625 
262^0 

i3<>*25 

1000*0 

700*0 

2500 

750 

5750 

443-75 
328*38 

368*75 
396*87 

6oo'o 


A1,-0,,  alumina 

Sb  0|,  antimonic  aciid 

As  O,,  white  arsenic 

Ba  O,  barvta 

Bi  CI,,  chloride  of  bismuth 

B  O.,  boracic  acid 

Br  0|,  bromic  acid 

Cd  O,  oxide  of  cadmium 

Ca  O,  lime 

C  O],  carbonic  acid 

Cc,  O,,  sesquioxide  of  cerium 

CI  0|,  chloric  acid 

Cr  O.,  chromic  acid 

Co  Cl,  chloride  of  cobalt 

Ca  O,  black  oxide  of  oopper 

Di  0«  oxide  of  dic^mium 


*  Front  indeed  advanced  the  hypothesis  that  the  combining  number  of 
each  element  was  a  multiple  by  a  whole  number  of  that  of  hydrogen,  if  the 
latter  be  assumed  ^  i.  This  view,  in  the  form  propounded  by  Front,  is  at 
variance  with  the  most  exact  experiments  upon  the  chemical  equivalents  of  the 
elements ;  but,  it  has  been  strongly  urg^  by  Dumas,  both  from  his  own 
experiments,  and  from  those  of  other  accurate  observers,  that  the  combining 
numbers  are  all  multipleB  by  whole  numbers  of  the  kc^  or  of  the  quarter 
equivalent  of  hydrogen. 


Table  of  Elementary  Substancet  with  that  Atomic  fVeigkt* 
and  Symbols — {fiontinaed). 


«™„^ 

r- 

Equiidept 

W  Eight." 

Coinp.raiid»  with  Oiyg™,  Ad. 

F 

H=j 

0=,«o 

Floorino 

190 

"37 '5 

Ca  F,  flnor  Hpar 

Gl 

466 

5^-33 

Gl  0.  gWina 

Gold  (Aurum) 

Au 

19666 

^4S'^'33 

Au  CI,,  soluble  chloride  of  ^oM 

Hydrogen 

H 

ia'5 

HO,  water 

Iodine 

I 

"lie 

■587'5 

I  0„  iodic  acid 

JrUUm 

Ir 

133208 

Ir  0,  protoxide  of  iridium 

Iron  (Ferrum) 

Fe 

z8'0 

350' "5 

Fe,  Oj,redoiidooriron 

Lanthaavm 

La 

460 

5750 

Lb  0,  oxide  of  kntbutam 

l*ad  (Plumbum) 

Pb 

103'5 

09375 

Pb  0,  litbargo 

Zilhium 

L 

7'° 

«7'5 

L  0  lithift 

Ha^nesium 

Mg 

ii-i6 

1530 

1  Mn'Oj,  blftok  oxide  of  man- 

Manganese 

Mn 

37'S 

34375 

Mercury 

Hg 

100-0 

13500 

(  He,  CI,  calomel 

{Hydrargyru™) 

Nicfiel 

M 

480 

Coo-o 

M  0,  molybdic  acid 

Ni 

;§i 

S-P 

Ni  0,  protoxide  of  nickel 

JS\obi«m  [Caltmbium) 

Kb 

NbO,.mobicacid 

N 

14'0 

175*06 

NO,,  nitric  acid 

Jforium 

No 

Oiaium 

Ob 

995 

"4375 

(  Ob  0«,  volatile  oxide  of  oi- 

Orygen 

0 

8-0 

1 00-0 

H  0,  water 

J'allaJium 

Pd 

53'34 

665-47 

PdO,  oxide  of  palladium 

P 

310 

387'5 

P  0„  pboaphoric  ao;d 

Ptatinam 

Pt 

98'56 

1333-08 

Fot&ssium  (Kalinm) 

K 

39-0 

487-5 

K  0,  potash 

Bo 

51-16 

651-96 

Nb   CI  +  Bo.  Ci,,   double 

chloride  »itb  sodium 

fiuthemuM 

Eu 

5rii 

65 1-39 

Eu,    CI,.    seaquic-Moride  of 

Se 

39"7S 

496-87 

Se  O3.  se  Ionic  acid 

Silioou 

Si 

140 

'75-0 

Si  0,,  bUIcb 

Ag  CI,  chloride  of  Bilver 

N^  0,  Boda 

SUrer  (Argentum) 

Ag 

1080 

1350*0 

Sodinm  (Natrium) 

N^ 

330 

2!' 

Sironlium 

Sr 

43 '75 

Sr  0.  Btrontia 

Sutpliur 

S 

,u 

S  0,.  sulphuric  acid 

O'antalum 

Ta 

68-8 

86o-o 

Ta  0,j.  tantalic  acid 

3illurium 

Te 

645 

80635 

Te  0,,  telluric  acid 

T<trbiu« 

Tb 

Siorinom 

Th 

59'5 

743-86 

Th  0,  thorina 

Tin  (Stannnm) 

Sn 

690 

737'5 

Sa  0,,  tinatone 

Oilaniiim 

Ti 

35-0 

3"'5 

Ti  0„  titanic  acid 

a\nffi'fn  (Woffram) 

W 

l)J-0 

1150-0 

W  0,,  tungatic  acid 

Uranium 

U 

600 

750-0 

n,  0„  uranic  acid 

V 

6846 

855*84 

V  0,.  vonadio  acid 

ritrinn. 

Y 

Y  0,  yttria 

Zinc 

Zn 

33-fl^ 

409'37 

Zn  S,  blende 

Ziramium 

Zr 

4'973 

Zrj  0„  zireonia* 

*  Hio  stodAtahmildeoiiunit  to  tnemwr  the  atomic  weighU  of  thotebodiea 


20  EQUIVALENT   PROPORTIONS. 

(13)  The  chief  value  of  a  table  such  as  the  foregoing^  arises 
from  the  circumstance  that^  as  already  mentioned^  it  not  only 
represents  the  quantities  of  the  different  elements  which  unite 
with  8  parts  of  oxygen^  but  it  also  indicates  the  simplest  propor- 
tions in  which  they  can  unite  with  each  otJier,  For  example^  not 
only  do  i  part  by  weight  of  hydrogen,  16  parts  of  sulphur^  and 
39  of  potassium  severally  unite  with  8  parts  of  oxygen,  but  16 
parts  of  sulphur  form  a  compound  with  i  part  of  hydrogen,  and 
another  compound  with  39  parts  of  potassium.  Hence  16  parts 
of  sulphur  are  in  combination  equivalent  to  8  parts  of  oxygen^  and 
39  of  potassiun^  to  i  part  of  hydrogen.  These  numbers  are 
therefore  termed  the  chemical  equivalents  of  the  respective  sub- 
stances which  they  represent.* 

Compound  bodies  unite  with  other  compounds,  just  as  simple 
bodies  unite  with  other  simple  ones,  and  the  combining  numbers 
of  such  compounds  are  represented  by  the  sums  of  the  combining 
numbers  of  all  the  elements  which  enter  into  their  composition : 
the  combining  number  of  the  compound  can  never  be  less  than 


on  the  hydrogen  scale,  which  are  not  printed  in  italics.  Those  elements  to 
which  no  numbers  are  attached,  have  been  too  incompletely  studied  to  enable 
the  chemist  to  assign  their  combining  proportions.  A  short  summary  of 
the  principal  data  upon  which  this  table  has  been  constructed  will  be  eiven 
afler  the  special  description  of  the  metals  has  been  completed.  They  rest  chiefly 
upon  the  experiments  of  Berzelius,  and  of  Dumas.  The  papers  of  the  latter 
upon  this  subject  are  contained  in  ihe  Annates  de  Chimie,  iii.  i.  5,  viiL  189, 
and  Iv.  i2p. 

*  It  is  important  to  distinguish  between  the  ideas  chemical  equivalent  and 
combining  proportion,  though  the  two  terms  are  often  inaccurately  used  as 
synonymous.  Bodies  can  only  be  correctly  said  to  be  equivalent  to  each  other 
when  they  can  be  substituted  for  each  other  in  combmation,  to  form  com- 
pounds more  or  less  analogous  ;  and  the  proportion  in  which  they  thus  dis- 
place each  other,  constitutes  their  eauivalent  proportion  or  numerical  chemical 
equivalent.  Definite  quantities  of  silver,  copper,  iron,  zinc,  and  potassium, 
for  example,  may  be  suostituted  one  for  the  other  in  combination  with  a  given 
quantity  of  chlorine.  In  like  manner,  certain  quantities  of  chlorine,  of  bromine, 
and  of  iodine,  may  be  made  to  combine  with  a  pven  quantity  of  silver ;  the 
quantity  of  bromine  which  will  displace  the  iodine,  or  that  of  chlorine  which 
will  displace  the  bromine,  being  the  true  equivalent  quantities  of  these  ele- 
ments, when  compared  with  each  other :  but,  inasmuch  as  chlorine  and  potas- 
sium cannot  be  substituted  one  for  the  other  in  any  compound,  the  number 
which  represents  that  proportion  in  which  chlorine  combines  with  potassium, 
cannot,  as  compared  with  potcusium^jtroiteTlj  he  caUed  its  equivalent,  but  only 
its  combining  proportion,  although  in  common  chemical  language,  the  two 
expressions  are  used  indiscriminately  one  for  the  other. 

In  the  foregoing  table  the  numbers  given  for  several  of  the  elementary 
bodies  do  not  represent  the  proportions  in  which  they  combine  with  8  parts  of 
oxygen,  but  multiples  of  that  quantity,  aluminum,  antimony,  arsenicum,  bis- 
muth, boron,  silioout  tantalum,  aQd  zirconium,  forming  the  pnncipal  exceptions. 
The  reasons  which  have  induced  chemista  to  make  this  apparently  anomalous 
■election  of  the  numbers  ffiven  for  the  atomic  weights  of  tnese  bodies  cannot 
be  conveniently  diaeussecThere.    The  following  are  the  numbers  which  would 
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Water 

Carbonic  Oxide 
Soda 
Carbonic  Acid 


that  sum^  but  sometimes  it  is  a  multiple  of  that  number.  For 
example^  the  combining  numbers  of  the  following  compounds  are 
thus  obtained  :— 

(i  Eq.O  =8  +  1  Eq.H  =  i)  HO  =  9 
(i  Eq.O  =8  +  1  Eq.C  =  6)  CO  =  14 
(lEq.O  =8  +  1  Eq.Na=23)  NaO=  31 
(a  Eq.O  =16-1-1  Eq.C  =  6)  CO,  =  22 
HyposulphurousAcid  (2  Eq.O  =16  +  2  Eq.S  =  32)  8202=  48* 

The  law  of  equivalents  holds  good  not  only  between  the  com- 
pounds formed  by  the  union  of  simple  substances  with  each  other^ 
but  also  between  the  bodies  formed  by  the  combination  of  com- 
pound substances  with  other  compoimds.  Indeed^  the  reactions 
between  compounds  often  exhibit  very  striking  exemplifications 
both  of  the  generality  of  this  law  and  of  the  manner  in  which  it 
may  be  turned  to  useful  account.  The  following  example  of  the 
reaction  between  sulphate  of  potash  and  nitrate  of  baryta  will 
afford  an  illustration  of  this  kind. 

The  alkali  potash  is  a  substance  consisting  of  39  parts  of 
potassium  united  with  8  of  oxygen ;  its  combining  number  is 
therefore  47.  Now  this  body  unites  with  sulphuric  acid  to  pro- 
duce sulphate  of  potash^  and  forms  a  salt  which  is  perfectly  neu- 
tral in  its  reaction  to  test  papers.  As  the  sum  of  the  chemical 
equivalents  of  the  elements  which  are  united  to  form  sulphuric 
acid  is  40^  we  should  expect  that  sulphate  of  potash  would  be 
composed  of  47  of  potash  and  40  of  sulphuric  acid^  and  would 
have  a  combining  number  of  87.  Analysis  justifies  the  correct- 
ness of  this  anticipation. 

In  like  manner  baryta  is  the  oxide  of  the  metal  barium^  and 

represent  the  emallest  proportion  in  which  each  of  the  elementary  bodies  juat 
enumerated  combines  with  8  parts  of  oxygen : — 


Aluminum 

Ziroonium 

Silicon 

Tantalum 

Phofiphorus 

Antimony 

Arsenicum 

Bismuth 

Boron 

H  =  i 

=  (1  Al) 
=  (»  Zr) 
=  (i  Si) 
=  (i  Ta) 

=  (iP) 

=  (i  8b) 

=  (4  As) 
=  (i  Bi) 
=  (iBo) 

913 
22-39 

7-0 
34*4 

10-3 
40-0 

350 
70-0 

3-6 

The  subject  of  eauivalents  will  be  referred  to  again  when  considering  the 
different  varieties  or  salts. 

*  Contrary  to  what  might  have  been  expected,  the  combinhig  number  of 
hyposnlphurous  acid  is  not  (0  =  8+  S=i6)  =  24,  but  double  that  number,  for 
it  requires  48  parts  of  this  acid  to  saturate  31  parts,  or  one  atom  of  soda* 
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omitting  fractions^  it  consists  of  69  parts  of  barium  and  8  of 
oxygen.  Baryta  therefore  has  a  combining  number  of  77.  Baryta, 
like  potash^  may  be  made  to  combine  with  various  acids.  Its 
compound  with  aquafortis  or  nitric  acid^  for  example^  consists  of 
77  parts  of  baryta  united  with  54  of  nitric  acid ;  the  combining 
number  of  the  nitrate  of  baryta  is  therefore  131.  Nitrate  of 
baryta  is  also  a  perfectly  neutral  salt. 

If  now  we  mix  together  a  solution  of  87  paiN»  of  sulphate  of 
potash  with  131  of  nitrate  of  baryta^  a  very  instructive  change 
occurs; — the  sulphuric  and  nitric  acids  change  places:  the  sul- 
phuric acid  unites  with  the  baryta,  to  produce  sulphate  of  baryta, 
and  the  nitric  acid  unites  with  the  potash,  to  produce  nitrate  of 
potash ;  the  sulphate  of  baryta  being  insoluble^  is  precipitated  as  a 
white  powder ;  but  the  remarkable  point  is,  that  there  is  neither 
more  nor  less  sulphuric  acid  than  is  needed  for  the  baryta ;  nei- 
ther more  nor  less  nitric  acid  than  is  required  for  exact  union  with 
the  potash  :  40  of  sulphuric  acid  are  therefore  truly  equivalent  to 
54  of  nitric  acid^  or  may  be  substituted  for  the  latter  in  compo- 
sition ;  and  47  of  potash  are  as  truly  equivalent  to  77  of  baryta. 

This  interchange,  or  double  decomposition,  as  it  is  usually 
termed,  is  illustrated  in  the  diagram  that  follows : — 

Before  decomposition.  After  deoomposition. 

131  Nitrate 


Nitrate     ^54  Nitric  AcidN.  CSulphate  of 

of  Barjrta  (7  7     Baryta         ^"s" ^7^      ^  (^Baryta 


87  Sulphate   Qo     Sulphuric  Acid^^^^v  CNitrate      of 

of  Potash  (47     Potash ^^^  101  (^Potash 

218  218 

The  solutions  after  mixture  are  still  without  action  eithei^  upon 
litmus  or  turmeric  paper. 

If  instead  of  using  exactly  the  equivalent  quantities  of  the 
two  salts,  an  excess  of  either  had  been  employed, — suppose  that 
100  instead  of  87  parts  of  sulphate  of  potash  had  been  used, — 
this  excess  of  13  parts  would  not  have  influenced  the  result,  but 
would  have  remained  unchanged  in  the  solution.  One  great  ad- 
vantage, therefore,  that  is  derived  from  the  employment  of  a  scale 
of  equivalents,  is  economy  in  the  use  of  the  materials  employed  in 
the  formation  of  compounds^  since  by  its  means  it  is  possible  to 
calculate  the  exact  proportions  of  the  chemical  agents  which  would 
be  required  in  order  to  obtain  the  full  effect  of  their  mutual  reaction. 

The  law  of  equivalent  proportions  also  forms  the  basis  upon 
which  most  of  the  calculations  in  chemical  analysis  are  founded* 
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Suppose  it  were  desired  to  ascertain  the  proportion  of  baryta  pre- 
sent in  the  solution  of  nitrate  of  baryta.  By  collecting  on  a  filter 
the  precipitate  produced  by  adding  sulphate  of  potash  in  excess  to 
a  given  bulk  of  the  liquid^  then  drying  and  weighing  the  powder 
with  suitable  precautions^  the  quantity  of  baryta  could  at  once  be 
calculated ;  for  it  is  a  necessary  eoDsequence  of  the  law  of  equi- 
valent combination  that  every  117  grains  of  sulphate  of  baryta 
contain  77  of  baryta.  From  this  result  the  proportion  of  nitrate 
of  baafyta  in  solution  could  also  easily  be  deduced^  inasmuch  as  77 
grains  of  baryta,  for  conversion  into  the  nitrate^  would  require  54 
grains  of  nitric  acid^  and  would  therefore  represent  131  grains  of 
nitrate  of  baryta;  or  117  grains  of  sulphate  of  baryta  would  m- 
dicate  131  of  nitrate  of  baryta  in  the  liquid  under  exatnination. 

The  doctrine  of  chemical  equivalents  receives  an  easy  expla- 
nation upon  Dalton's  atomic  theory^  for  in  his  view  these  equiva- 
lent numbers  express  simply  the  relative  weight  of  the  ultimate 
particles  or  atoms  of  each  element.  Hence  these  numbers  are  often 
spoken  of  under  the  term  of  the  aiomic  weights  of  those  bodies. 

One  or  two  additional  illustrations  of  these  principles  will 
serve  further  to  elucidate  them.  If  the  weight  of  the  atom  or 
smallest  particle  of  hydrogen  be  taken  as  unity  or  i,  the  weight 
of  the  ultimate  particle  of  oxygen  would  be  8,  tfhat  of  zinc  and  of 
copper  (omitting  fractions)  32,  of  lead  104^  and  of  silver  108. 
When  lead  displaces  copper  from  its  solution  in  nitric  acid,  an 
atom  of  lead  takes  the  place  of  an  atom  of  copper,  and  104  parts 
by  weight  of  lead  necessarily  displace  32  of  copper.  So,  again, 
when  an  atom  of  zinc  displaces  one  of  lead^  32  parts  of  zinc  are 
diBsoIVed^  and  104  of  lead  are  deposited.  When  one  atom  of 
oxygen  unites  with  one  atom  of  hydrogen,  the  combination  neces- 
sarily occurs  in  the  proportion  of  8  parts  by  weight  of  oxygen 
with  I  part  of  hydrogen.  When  one  atom  of  oxygen  unites  with 
one  atom  of  lead  to  form  oxide  of  lead,  these  elements  necessarilv 
combine  by  weight  in  the  proportion  of  8  parts  of  oxygen  to  104 
6f  lead^  and  so  on.  A  similar  process  occurs  in  the  combination 
of  compounds  with  other  compounds.  So  that  the  combining 
proportion  of  each  of  the  oxides  just  mentioned,  since  it  must 
contain  an  atom  of  each  of  its  constituents,  could  not  be  less  than 
the  sum  of  their  united  weights :  9  in  the  case  of  water^  and  112 
in  that  of  oxide  of  lead. 

(14)  Law  of  Volumes. — ^When  bodies  are  capable  of  assuming 
the  form  of  gas  of  Vapour,  a  very  simple  relation  has  been  observed 
between  the  volumes  or  bulks  of  any  two  gases  which  combine 
together.     It  has  been  founds  for  example^  that  the  gases  unite 
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together  either  in  the  proportion  of  equal  bulks^  or  else  that  two 
measures^  or  volumes  of  the  gas  which  may  be  distinguished  as  A^ 
combine  with  one  measure  of  a  second  gas,  which  may  be  called 
B,  or  that  three  measures  of  A  unite  with  one  measure  of  B,  or 
sometimes  that  three  measures  of  A  unite  with  two  of  B.  Some 
simple  proportion  of  this  kind  is  always  observed  between  the 
volumes  of  two  gases  which  enter  into  combination.  The  cause 
of  this  uniformity  depends  upon  the  circumstance  that  the  che- 
mical equivalent  of  each  elementary  substance  forms  a  volume  of 
gas  or  vapour^  which,  under  similar  conditions  of  temperature  and 
pressure^  occupies  either  the  same  bulk,  or  else  double  the  bulk  of 
that  of  some  element  taken  as  the  standard  of  comparison. 

For  example,  taking  a  number  of  grains  of  each  element  which 
corresponds  with  its  equivalent  number  : — 

Cable  Inches. 
8  grains  of  oxygen,  at  60*^  P.  and  30  inches  Bar.  =  23*33 

I  grain  of  hydrogen  . =  46*66 

35*5  grains  of  chlorine  .•••.••••  =  46*66 

14  grains  of  nitrogen  . •  =  46*66 

and  so  on. 

An  equivalent  of  hydrogen,  of  chlorine,  or  of  nitrogen^  there- 
fore, occupies  double  the  volume  of  an  equivalent  of  oxygen. 
Oxygen  is,  consequently,  16  times  as  heavy  as  hydrogen.  The 
combining  volume  of  any  gas  or  vapour  is  the  relative  bulk  which 
it  occupies  when  compared  with  the  bulk  of  an  equivalent  quan- 
tity of  oxygen  under  similar  circumstances  of  temperature  and 
pressure:  thus  —  the  combining  volume  of  oxygen  being  i,  or 
unity,  that  of  hydrogen,  of  chlorine,  or  of  nitrogen  will  be  2. 

Combination  by  volume,  therefore,  is  to  be  carefully  distin- 
guished from  combination  by  weight.  In  each  case  the  propor- 
tions are,  however,  equally  definite. 

After  the  union  of  the  gases  with  each  other,  the  bulk  of  the 
compound,  though  it  is  often  less  than  the  joint  bulk  of  the  two 
separate  gases,  yet  bears  a  simple  relation  to  it.  It  may  happen 
that  the  two  gases  combine  without  imdergoing  any  change  of 
volume ;  or  three  measures  of  the  gases  may  become  condensed 
into  the  space  of  two ;  or  three  measures  may  occupy  the  bulk  of 
one  measure ;  or,  again,  two  volumes  may  be  condensed  into  the 
space  of  one  volume. 

The  mode  of  combination  of  hydrogen  with  oxygen  may  be 
taken  as  an  illustration  of  some  of  these  points.  Hydrogen  gas 
unites  with  oxygen  gas  in  the  formation  of  water^  in  the  propor* 
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tion  of  two  volumes  of  hydrogen  to  one  volume  of  oxygen. 
This,  therefore,  corresponds  by  weight  to  one  part  of  hydrogen  and 
eight  parts  of  oxygen.  The  steam  produced  by  their  union, 
however,  instead  of  occupying  the  space  of  three  volumes,  is  con- 
densed into  that  of  two ;  but  the  weight  of  the  steam  formed  is 
equal  to  that  of  the  united  weights  of  the  oxygen  and  of  the  hy- 
drogen which  have  entered  into  its  composition. 

Compound  gases  and  vapours,  in  combining,  follow  the  same 
regularity  and  simplicity  in  the  proportions  by  volume  in  which 
they  unite,  as  is  observed  to  prevail  among  elementary  bodies ;  and 
the  compounds  resulting  from  such  union,  when  gaseous,  or  con- 
vertible into  vapour,  exhibit  the  same  equally  simple  ratio  in  bulk 
to  that  of  their  components. 

(15)  Symbolic  Notation. — Before  proceeding  further,  it  will  be 
advantageous  to  describe  the  principles  of  notation,  as  applied  in 
the  construction  of  chemical  formulse.  This  notation  constitutes  a 
kind  of  short-hand,  which  materially  facilitates  the  representation 
of  chemical  changes,  since  it  greatly  abridges  the  labour  of  de- 
scription,  and  with  a  little  practice,  enables  the  student  to  trace  at 
a  glance  reactions  even  of  a  complicated  character.  Its  employ- 
ment has,  in  fact,  become  indispensable  both  to  the  teacher  and  to 
the  pupil. 

Every  elementary  substance  is  represented  by  a  symbol,  consist- 
ing of  the  first  letter  of  its  Latin  name ;  in  cases  where  more  than 
one  element  has  the  same  initial,  a  second  distinguishing  letter  is 
added.  These  symbols,  when  used  singly,  always  represent  one 
atom  of  the  body  which  they  indicate.  The  symbol  O,  therefore, 
stands  for  one  atom  of  oxygen ;  H,  for  one  atom  of  hydrogen ;  C, 
for  one  atom  of  carbon,  and  so  on. 

A  compound  body,  composed  of  single  atoms  of  its  constituents, 
is  represented  by  writing  the  two  symbols  side  by  side ;  thus  HO 
indicates  one  atom  of  water. 

If  it  be  necessary  to  express  more  than  one  atom  of  a  body, 
the  object  may  be  attained  either  by  prefixing  the  requisite  number 
to  the  symbol,  bs  %  H,  two  atoms  of  hydrogen ;  or,  as  is  more 
usual,  by  writing  a  small  figure  to  the  right  of  the  letter  below  the 
line,  aa  H, ;  HO^,  would  indicate  binoxide  of  hydrogen,  composed 
of  I  atom  of  hydrogen  and  2  atoms  of  oxygen ;  COj,  carbonic  acid, 
composed  of  i  atom  of  carbon  and  2  atoms  of  oxygen. 

Secondary  compounds,  such  as  salts,  are  expressed  in  an  analo- 
gous way,  the  base  being  always  placed  first,  CaO  +  CO^  represent- 
ing one  equivalent  of  carbonate  of  lime.  Frequently  a  comma  is 
|liU»d  between  the  two  compounds  instead  of  the  algebraic  sign  +. 
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Carbonate  of  lime  may  be  written  CaO,  CO,.  This  mode  is  usually 
adopted  to  express  a  more  intimate  union  than  when  the  sign  +  is 
used.  Sometimes  a  period  is  used  to  indicate  a  mode  of  union 
less  intimate  than  that  represented  by  a  comma^  but  more  so  than 
that  implied  by  the  sign  + .  Thus^  in  the  formula  for  crystallized 
alum^  KO,  SO3  .  Al203>  3  SO3  +  24  HO,  the  compound  AljO^, 
3  SO3  is  supposed  to  be  more  intimately  united  with  KO,  9O3  than 
the  24  HO,  which  may  be  readily  expelled  by  heat.  Where  it  is 
necessary  to  indicate  more  than  one  equivalent  of  a  compound,  the 
whole  formula  of  that  compound  is  included  in  a  bracket,  and  pre- 
ceded by  the  indicating  number.  Thus  three  equivalents  of  car- 
bonate of  lime  would  be  written  3  (CaO,  CO^).  The  figure  prefixed 
multiplies  nothing  beyond  the  symbols  included  within  the  bracket. 
Frequently  the  employment  of  brackets  is  neglected,  and  then  the 
figures  multiply  all  the  symbols  included  between  them  and  the 
next  comma,  or  sign  of  addition. 

A  very  little  practice  will  make  these  various  modifications 
familiar  to  the  mind.  To  expedite  the  acquisition  of  this  know- 
ledge, the  student  will  find  it  advantageous  to  exercise  himself  in 
the  expresfflon  of  chemical  changes  by  symbols,  whenever  the 
6pportunity  occurs,  until  he  is  thoroughly  acquainted  with  their 
signification  and  use.  The  reaction  between  nitrate  of  baryta  and 
sulphate  of  potash  (13),  might  be  expressed  by  symbols  in  a  single 
Kne,  which,  if  the  combining  ntimbers  of  the  elements  concerned 
Irere  fixed  in  the  memory,  would  convey  all  the  infi)rmation  of  a 
minute  description,  thus — 
Sulphate  of  potash.   Nitrate  of  baryta.  Sulphate  of  bary  ta»  Nitrate  of  potash. 

ko,  SO3       +       BaO,  NOfi  yield  BaO,  SO,     +      KoTnO* 


CHAPTER  IT. 

WEIGHTS  AND   MEASURES — SPECIFIC   GRAVITT. 

(16)  Weights  and  Measures.-^The  foundation  of  all  accuracy  in 
experimental  science  consists  in  the  possibility  of  determining  with 
exactness  the  quantity  and  the  bulk  of  those  substances  which  are 
submitted  to  examination.  In  the  force  of  gravity  we  possesa  an 
unvarying  standard  of  comparison.  A  pound  weight,  for  example^ 
at  the  same  spot  of  the  earth's  snrfiftce,  is  invariably  attracted 
towards  the  earth  with  the  same  foree,  so  that  its  weight  is  uni- 
formly the  same  at  that  spot. 

The  force  of  gravity  diminishes  slowly  firom  the  pole  to  thc^ 
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eqnator.  A  mass  of  matter  which  would  compress  a  spring  with 
a  force  equal  to  that  of  194  lb.  at  the  equator^  would  act  upon  it 
with  a  force  of  195  lb.  at  the  ^les.  This  diflFerence  would  not,  of 
course,  be  perceived  in  the  ordinary  mode  of  weighing  by  the 
balance,  as  both  the  weights  and  the  body  weighed  would  be  simi- 
larly and  equally  affected. 

The  common  process  of  weighing  consists  in  estimating  the 
force  with  which  any  given  mass  is  attracted  towards  the  earth,  by 
comparison  with  other  known  quantities  of  matter,  arbitrarily 
selected  for  the  purpose ;  consequently,  the  weight  of  a  body  is  the 
expression  in  terms  of  the  standard  so  selected,  of  the  exact  amount 
6f  force  which  is  required  to  prevent  the  body  under  examination 
from  ftilling'  to  the  ground. 

The  standard  of  weight  used  in  this  country  is  the  avoirdupois 
pound,  which  is  subdivided  into  7000  grains. 

The  system  of  weights  is  connected  with  the  measures  of  capa- 
city in  use  in  this  country,  through  the  medium  of  the  Imperial 
gallon;  which  is  defined  by  an  Act  of  Parliament  of  the  year  1824 
to  be  a  measure  containing  10  lb.  avoirdupois  of  distilled  water, 
weighed  in  air  at  a  temperature  of  62  F.,  the  barometer  standing 
at  30  inches.  The  gallon  of  distilled  water,  therefore,  contains 
76,600  grafns. 

These  measmres  of  capacity  are  related  to  those  of  length  by 
the  determination  thAt  a  gallon  contains  277'276  cubic  inches. 
A  cubic  inch  of  distilled  water  weighs,  in  air  at  62**,  i^ith  the  baro- 
meter at  30  inches,  252*456  grains ;  In  iiacvjo  (23)  it  weighs  252722 
graitis.  The  standard  of  length  is  the  yard  measure,  and  is  sub- 
divided info  36  inches.* 

(17)  French  System  of  Weights  and  Measures. — The  French 
systeiHi  of  weights  and  measures  is  connected  together  in  a  manner 
hi  more  philosophical  than  the  foregoitig;  and,  as  it  is  the  one 
generally  adopted  by  scientific  men  abroad,  and  is  gradually  being 
introduced  into  the  writings  of  men  of  science  in  this  country,  it 
is  eiisential  that  the  principles  upon  which  it  is  based  should  be 
understood. 

The  standard  of  reference  is  a  measurement  of  One  of  the  great 
circles  encoibpassing  the  earth  itself.  The  ten-millionth  part  of  a 
quadrant  6f  the  meridian  constitutes  the  \mit  of  the  system.    This 


*  In  order  farther  to  connect  the  measares  of  lenf^th  with  those  of  weight, 
Captain  Slater  determined  the  length  of  a  seconds  peDdulam,  the  osciUations 
of  whieh  are  inrodueed  by  the  action  of  the  force  or  gravity.  The  length  of  a 
pendidum,  wnioh  beats  seconds  at  the  level  of  the  sea  in  vaeito,  and  in  the 
Utitiide  of  Qr^enmch,  he  found  to  be  39^13939  inches. 
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,,,.-s  AiJivi   1450  yards  English 
■LUiii  t«rt  of  this,  the  metre, 
iica^,  nearly  3i  inches  more 
^cu  ^'t  an   inch  longer  than  the 
s^  >ubdivided  into  tenths,  called 
^  ij^trts  ;  and  thousandths,  or  milli' 
.5,   en'  nearly  to  -aVth  of  an  English 
_,v  *ihs  of  an  inch.     A  kilometre,  or 
_n  Ml  English  mile,  is  employed  in 
^K  ,»alinary  road  measure.    Fig.  3  reprc- 
;^tJL  ;uto  centimetres,  one  of  which  is  sub- 
AHupai'cd   with   English   inches.     The 
^  ,v4Uiected  with  those  of  length  by  making 
sfL  capacity  in  this  scries  a  cube  of  a  deci- 
ji'  3'937  English  inches   in   the   side;  this 
»  termed  a  litre,  is  equal  to  1765  Imperial 
^  <.vr  rather  more  than  i|  English  pints.     The 
,-,c  t3  again  subdivided  into  tenths,  or  decilitres,  and 
v..iiJwdth8,  or  centilitres  ;  and  finally,  the  system  of 
.^4;<^ht8   is   connected  with   both  the  preceding,  by 
lidking  as  its  unit  the  weight  of  a  cubic  centimetre 
ox'  distilled  water,  at  the  temperature  of  39°* 2  F.;  it 
weighs  13*432  English  grains.     The  gramme,  as  this 
quantity  is  called,  is  further  subdivided  into  tenths, 
or  decigrammes;  hundredths,  or  centigrammes ;  and 
thousandths,  or  milligrammes;  and  its  higher  multiple, 
1000  grammes,   forms  the   kilogramme.     The  kilo- 
gramme is  the  commercial  unit  of  weight,  and  is 
something  less  than  2^  lb.  avoirdupois,  being  15432*3 
English  grains.    The  litre,  as  it  consists  of  1000  cubic 
centimetres  of  water,   at  39^*2,  contains  exactly  a 
kilogramme  of  water,  and  is  equivalent^  at  39^*2,  to 
61*024  cubic  inches  English. 

(18)  The  Balance. — The  familiar  operation  of 
weighing,  is  for  most  part  effected  by  means  of  tlie 
balance. 

This   instrument    consists  essentially  of  an  in- 
flexible bar,  delicately  suspended  at  a  point  exactly 
midway  between  its  extremities,  from  which  depend 
the  scale-pans ;  in  one  of  these  the  weights,  in  the 
other  the  objects  to  be  weighed,  are  placed.    When  the  balance  is 
in  equilibrio,  the  arms  of  the  beam  assume   a  direction  perfectly 
horizontal.    The  main  points  requiring  attention  are — ist^  Equality 
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in  the  lengths  of  the  arms  of  the  beam ;  2nd^  suspension  of  the 
lever  just  above  its  centre  of  gravity ;  and  3rd,  care  that  the  fric- 
tion at  the  points  of  suspension  both  of  the  beam  and  of  the  scale* 
pans  be  reduced  to  a  minimum.  The  points  of  support  in  delicate 
balances  are  usually  made  of  fine  edges  of  hardened  steel,  which 
bear  against  flat  polished  plates  of  agate.  Provided  that  the  sus- 
pensions be  suflSciently  delicate,  it  is  easy,  by  the  process  of 
double  weighing,  to  obtain  exact  weighings  by  means  of  a  balance 
the  arms  of  which  are  not  equal.  For  this  purpose,  the  material 
to  be  weighed  is  accurately  balanced  with  shot,  sand,  or  any  other 
convenient  substance ;  it  is  then  removed  from  the  pan,  and  weights 
substituted,  until  the  sand  or  shot  remaining  in  the  other  pan  is 
again  accurately  counterpoised:  the  number  of  weights  needed 
will  show  the  weight  of  the  substance  under  experiment.  In  all 
delicate  experiments  the  balance  must  be  screened  from  currents 
of  air,  and  the  bodies  weighed  must  have  sensibly  the  same  tem- 
perature as  that  of  the  surrounding  atmosphere,  otherwise  currents 
of  air,  ascending  or  descending  within  the  case,  will  be  produced^ 
and  they  vrill  impair  the  accuracy  of  the  observation.  A  good 
balance  will  indicate  a  diflFerence  of  weight  equal  to  about  iinrlinnr 
of  what  it  will  carry  in  each  pan. 

Specific  Gravity, 

(19)  If  equal  bulks  of  matter  of  diflFerent  kinds  be  compared 
together,  they  will  be  found  to  differ  very  greatly  in  weight. 

9^.  Grains. 

100  cubic  inches  of  hydrogen  will  weigh  a' 14 

„  „  of  air  „  31-00 

„  „  of  water  „  3*604  25246*00 

„  „  of  iron  „  28*1 10 

„  „  of  platinum  „  75'68o 

Platinum,  the  heaviest  body  with  which  we  are  acquainted,  is 
upwards  of  2CX5,ooo  times  as  heavy,  bulk  for  bulk,  as  hydrogen, 
which  is  the  lightest  material  known. 

The  comparison  of  the  weights  of  equal  bulks  of  different  bodies, 
when  referred  to  a  uniform  standard,  constitutes  their  specific 
gravity y  or  relative  weight,  i.e.,  the  weight  which  is  specific  or 
peculiar  to  each  kind  of  matter.  The  specific  gravity  of  a  body 
forms  one  of  its  most  important  and  distinguishing  physical  cha-r 
racters.  The  mineral  iron  pyrites,  for  instance,  is  in  colour  almost 
exactly  like  gold ;  but  it  is  at  once  distinguished  from  the  precious 
metal  by  the  difference  in  specific  gravity,  an  equal  bulk  of  gold 
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being  nearly  four  times  as  heavy.  The  numbers  used  to  represent 
.the  specific  gravity  of  solids  or  liquids  are  obtained  by  comparing  a 
known  weight  of  the  body  under  experiment^  with  the  weight  of  an 
equal  bulk  of  distilled  water^  which  has  been  selected  as  the  standard 
of  reference.  In  this  country  the  experiment  is  made  at  a  tem-^ 
perature  of  60^  F.  For  gases  aipid  vapours^  atmospheric  air  at  60% 
while  the  barometer  stands  at  30  inches^  is  employed  as  the 
standarcl'*  For  the  purpose  of  calculating  the  specific  gravity  of 
any  substance^  solid  or  liquid^  it  is  therefore  simply  necessary  to 
ascertain^  firsts  the  weight  of  the  body  in  question^  then  that  of  an 
equal  bulk  of  water.  When  this  is  done^  we  obtain  by  simple 
proportion  the  specific  gravity  of  the  body  under  examination^ 
that  of  water  being  assumed  as  i.  If^  as  is  the  case  with  a  large 
nui^ber  of  solids^  they  are  heavier  than  water^  the  specific  gravity 
merely  tells  how  many  times  heavi^  they  are  than  their  own  bulk 
of  that  liquid : — 

Weight  of  \      /  Specific  gravity  \        ,  Weight  of -v      /      Specific 

equal  bulk  >  :  <        of  water.       \  • '  \    ^^7  ^    c  '  i      gravity 

of  water   i      (  i"000  *        (       air.       )      I    requir^. 

(20)  The  determination  of  the  weights  of  equal  bulks  of  liquids 
and  of  water  is  easily  made  in  the  following  manner : — Take  a 
light  bottle  furnished  with  a  stopper^  and  weigh  it  when  empty ; 
fill  it  with  water^  and  weigh  it  again ;  the  difference^  of  course,  will 
be  the  weight  of  the  water  which  it  contains.  Empty  the  bottle, 
rinse  it  out  with  a  little  of  the  liquid  for  trials  then  fill  it  with  the 
liquid^  and  weigh.  On  deducting  the  weight  of  the  bottle^  we 
obtain  the  weight  of  a  bulk  of  liquid  exactly  equal  to  that  of  the 
water.  In  practice  it  is  usual  to  employ  a  bottle  that  holds  exactly 
1000  grains  of  distilled  water  at  60^^  as  when  the  bottle  is  filled 
with  the  liquid  under  trials  the  weight  in  grains  of  the  liquid  re- 
presents the  specific  gravity  at  once^  without  calculation.  For 
convenience,  a  coimterpoise  of  brass  is  adjusted  to  the  weight  of 
the  empty  bottle.  Suppose  the  counterpoised  bottle^  which  when 
filled  with  water  weighs  1000  grains  in  addition  to  the  counter- 


*  UnfortuDately  the  standard  temperature  and  pressure  adopted  b^  France 
differs  from  that  employed  in  England.  In  France,  ^2°  F.  is  the  tempe- 
rature ;  and  760  millimetres,  or  29*922  inches  is  the  height  of  the  harometer 
which  is  assumed  as  the  standard.  The  unit  of  density,  however,  is  the  volume 
of  an  equal  bulk  of  water,  not  at  32°,  but  at  39^*2,  the  point  of  maximum 
density  of  this  liquid .    (137.) 

These  relations  are  much  more  complex  than  those  adopted  in  England ; 
though  in  the  case  of  liquids  and  gases  there  is  an  advantage  in  the  facility 
of  securing  a  uniform  temperature  of  32^  at  all  times,  by  the  use  of  melting 
ioe. 
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poise,  to  be  filled  vUh  pure  aloelholj  it  will  notr  Vei^  oaly  792 
gnuns,  aod  the  specific  gntvity  (^  the  slooh(4  will  be  0792 ;  for 
1000 :  x'Qoo  V  719*  :  079a.  The  wne  bottle  filjeji  with  oil 
of  ntnci  would  weigh  1845  gnio^i  Its  ^>ecific  gravity  would 
therefoce  be  Kfiieaented  bib  1-845. 

For  «ocunte  pnrpoaes,  a  flask  <j£  the  auoesed 
iorai  (fig.  4)  is  preferable  to  &U  others ;  a  mark  at 
a,  in  the  coatrocted  portion  of  the  oeek,  indicates 
the  level  occupied  by  1000  grains  of  water  at  60°. 
The  flask  filled  with  the  liquid  under  trial,  a  little 
above  this  mark,  is  then  placed  for  an  hour  in  water, 
which  must  be  maintaioed  at  60°.  At  the  end  of 
that  time  the  superfluous  liquid  in  the  flask  is  drawn 
off  by  means  of  a  pipette  till  it  stands  exactly  at  1 
the  level  of  the  mark ;  the  i^opper  is  inserted,  Stud 
the  weight,  after  careful  drying  of  the  outside,  is 
taken.  Bottles  which  contain  only  100  or  300  grains 
np  to  the  f;raduatio)i  on  the  uei^  njay  c^fben  he  esiployed  with 
advantage  instead  of  the  larger  aae. 

Tbe  determination  of  the  specific  gravity  of  gases  is  the  same 
in  principle ;  <i  flask  or  gkibe  is  wei^>ed  when  eapty,  again  when 
filled  vJth  air,  And  a  third  time,  whtm  the  gas  under  trial  has 
been  substituted  for  atmospheric  air.  Gases,  however,  are  liable 
to  considerable  tdiBi^es  (^  bulk  from  aligbt  vaijatjons  of  external 
drcumrtanoes ;  hence,  in  taking  itheir  ^teoific  gravity,  certun  pre- 
cautions ue  peoessiVy,  which  wUl  be  fully  deacaribed  further  on 
(140). 


(21)  With  solids,  a  dif- 
ferent, but  not  less  simple 
method  is  adopted,  though 
resting  on  a  principle  by  no 
means  so  obvioos.  This 
principle  was  one  of  the 
great  discoveries  of  Archi- 
medes; it  may  be  thus  ex- 
pUined  ; — When  a  ho^  ia 
plunged  beneath  tiie  suiiace 
of  a  liquid  it  obviously  dis- 
places «  bulk  of  Buoh  liquid 
equal  to  itself,  and  conse- 
quently it  is  pressed  upon  or 
supported  iu  the  liquid,  with 
a  force  exactly  equal  to  that 
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%ith  which  the  particles  of  the  liquid  were  supported,  when  they 
previously  occupied  its  place  j  the  solid  will  therefore  appear  to  have 
lost  weight  exactly  equivalent  to  that  of  the  bulk  of  liquid  which  it 
occupies.  The  operation  required  for  ascertaining  the  specific 
gravity  consists,  therefore,  in  weighing  the  solid  in  air,  then  having, 
as  in  fig.  5,  suspended  it  by  a  horsehair  from  the  scale-pan,  placing 
it  in  distilled  water  at  60^,  and  again  weighing ;  the  difference  of 
the  two  weights  will  be  that  of  its  own  bulk  of  water. 

A  piece  of  lead  for  instance,  weighs  in  air     ,     .     820  grains. 

„  in  water .     •     749  grains. 


if  ff 


Loss :  being  the  weight  of  an  equal  bulk  of  water.    71  grains. 

The  specific  gravity  of  the  lead  is  obtained  from  these  data  by 
the  application  of  proportion,  in  the  following  manner : — 

71  :  rooo  ::  Sao  :  x  {=   ii'54  sp.  gr.  of  lead.) 

The  rule  for  obtaining  the  specific  gravity  of  a  solid  may 
therefore  be  expressed  in  the  following  terms  :  divide  the  weight  of 
the  body  in  air  by  the  loss  which  it  experiences  when  weighed  in 
water ;  the  quotient  is  the  required  specific  gravity.  The  experi- 
mental proof  of  the  correctness  of  the  principle,  viz.,  that  the 
solid  loses  weight  equal  to  that  of  the  water  which  it  displaces,  is 
easily  given.  Take  a  solid  metallic  cylinder  which  accurately  fits, 
and  completely  fills,  the  cavity  of  a  cylindrical  cup;  counterpoise  the 
two  when  suspended  in  air  from  one  extremity  of  the  balance 
beam.  Then  withdraw  the  metallic  ping,  and  suspend  it  by  a  hair 
to  a  hook  at  the  bottom  of  the  cup,  which  must  still  remain 
attached  to  the  balance,  and  place  the  plug  so  suspended  in  dis- 
tilled water;  the  counterpoise  will  now  be  much  too  heavy;  fill 
the  cylindrical  cup  with  water — (add,  that  is,  the  weight  of  a  bulk 
of  water  equal  to  the  bulk  of  the  plug,)  and  the  equipoise  will  be 
restored. 

Occasionally  it  happens  that  a  knowledge  of  the  specific  gravity 
of  a  body  in  the  form  of  a  powder  is  required ;  in  such  a  case 
the  method  of  taking  the  specific  gravity  requires  to  be  slightly 
modified.  Suppose  it  be  desired  to  find  the  specific  gravity  of  a 
species  of  sand,  we  may  proceed  as  follows : — take  a  bottle  which 
contains,  when  full,  a  known  weight  of  distilled  water,  1000  grains, 
for  example ;  weigh  into  it,  when  empty,  a  quantity,  e.  g,,  150 
grains,  of  sand.  Supposing  that  the  sand  had  not  displaced  any 
water,  the  bottle  when  filled  up  with  that  liquid,  would  now 
weigh  1 150  grains ;  but  on  actually  weighing  the  bottle  after  it 
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hfia  been  filled  up^  it  is  found  that  the  water  and  sand  together 
weigh  only  1096  grains ;  the  sand  therefore  has  displaced  54  grains 
of  water.  We  have  thus  the  data  for  calculating  the  specific 
grayity  of  the  sand^  viz. 

54  :  I'ooo  ::   150  :  x  (=1:^764),  the  specific  gravity  of  the  sand. 

If  the  substance  be  soluble  in  water^  it  must  be  weighed  in  air  as 
usual ;  then  in  spirit  of  wine^  in  oil  of  turpentine^  or  in  some  liquid 
which  does  not  dissolve  it^  and  the  specific  gravity  of  which  is  known. 
If  the  body  be  so  light  as  to  float  in  water,  it  must  be  first 
weighed  in  air,  and  then  attached  to  a  solid,  the  weight  of  which 
in  water  has  been  ascertained,  and  which  is  sufficiently  heavy  to 
keep  the  lighter  body,  when  fastened  to  it,  beneath  the  surface ; 
the  weight  in  water  of  the  two  united  bodies  is  then  determined, 
and  the  result  thus  obtained  is  deducted  from  the  weight  of  the 
heavier  solid  in  water :  if  to  this  remainder  the  weight  of  the  light 
body  in  air  be  added,  we  are  furnished  with  the  weight  of  a  bulk 
of  water  equal  to  that  of  the  lighter  solid,  and  have  the  data  for 
calculating  the  specific  gravity  by  proportion,  in  the  usual  manner. 

(2:^)  The    Hydrometer. — ^Another    method    of 
taking   the   specific  gravity    of    liquids,   consists         ^^  ^ 
in  the  use  of  the  instrument   called  the  hydrO" 
meter   or   areometer,*     The  hydrometer    (fig.    6) 
consists  of  a  graduated  scale,  which  is  made  to 
float   vertically   in   the   liquid,    by    means    of   a 
hollow  ball  of  glass  or  brass  counterpoised    by 
a   duly    adjusted   weight   attached  to   the  lower 
end  of  the  instrument.     A  portion  of  the  stem 
of  the  instrument  must  always  float  above    the 
surface    of   the    liquid   the    specific    gravity    of 
which  is  to  be  determined.     It  is  obvious,  that 
when  placed  in  any  liquid  contained  in  a  vessel 
of  sufficient    depth,    it    will    sink    until    it   has 
displaced  a  bulk  of  liquid  equal  to  its  own  weight ;  in  a  dense 
liquid  it  will  sink  to  a  smaller  depth,  in  a  lighter  liquid  it  will 
sink  to  a  greater  extent ;  an  additional  portion  of  the  stem  being 
in  the  latter  case  immersed,  until  it  has   displaced   a  sufficient 
additional  quantity  of  the  liquid  to  compensate  for  the  diminished 


*  The  term  hydrometer  means  water  or  liqaid  measorery  from  vdwp,  water, 
tnd  inirpwt  a  measure ;  areometer  is  derived  from  ap(u6s,  rare,  and  lUrpov, 
1U>]ei  M  Baum^*s  aud  Twaddell's  hydrometers  will  be  found  in  the  Appendix, 
VoLiiL 
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density  of  the  liquid  under  trial.  The  instrument  may  either  be 
supplied  with  a  scale  graduated  upon  the  stem  by  trial  in  liquids 
of  known  specific  gravity,  so  as  to  give  the  result  by  mere  inspec- 
tion, or  an  arbitrary  scale  of  equal  parts  may  be  used,  and  the 
values  indicated  may  be  ascertained  by  reference  to  tables  con- 
structed for  the  purpose.  In  practice,  it  is  found  convenient  to 
employ  two  instruments,  one  graduated  for  liquids  lighter  than 
water,  another  for  those  which  are  heavier ;  the  need  of  an  incon- 
venient length  of  stem  is  thus  obviated. 

The  hydrometer  is,  with  suitable  precautions,  capable  of 
affording  very  accurate  results.  A  particular  form  of  the  instru- 
ment, known  as  Sike^s  hydrometer,  is  employed  by  the  Excise  for 
determining  the  strength  of  spirituous  liquors.  The  ordinary  glass 
instruments,  however,  only  fiurnish  approximations  to  the  truth, 
which  are  quickly  obtained,  and  for  the  common  purposes  of  the 
arts  are  sufficiently  exact. 

(23)  Correction  of  Weights  taken  in  Air. — The  apparent  weight 
of  every  substance  in  the  atmosphere  (that  is,  the  force  with  which 
it  appears  to  be  drawn  to  the  earth),  is  always  a  little  less  than  its 
actual  weight,  because  the  air  presses  upon  and  supports  the  body 
with  the  same  force  with  which  it  would  support  a  portion  of  air 
of  the  same  bulk  as  the  body  itself.  The  weight  of  this  displaced 
portion  of  air  may  easily  be  ascertained,  if  the  specific  gravity  of 
the  body  be  known ;  for  from  the  observed  weight  of  the  body,  we 
can  calculate  directly  the  weight  of  an  equal  bulk  of  water,  and 
^TT-th  of  this  weight  will  give  the  weight  of  a  corresponding  bulk 
of  air  at  mean  temperature  and  pressure.  This  weight  must  be 
added  to  that  actually  foimd ;  at  the  same  time  a  similar  and 
opposite  correction  will  be  required  for  the  metallic  weights  used 
in  the  experiment,  because  they  will  also  appear  to  be  lighter  than 
they  really  are  ;  and  an  amount  of  weight  greater  than  the  true  one 
will  be  required  to  effect  the  counterpoise.  If,  therefore,  the 
weights  have  the  same  specific  gravity  as  the  body  counterpoised, 
the  two  corrections  will  neutralize  each  other ;  but  if,  as  in  weigh- 
ing gases,  there  is  a  great  difference  between  them,  the  correction 
will  be  one  of  importance.  The  true  weight  sought  will  be  thus 
obtained : — Add  to  the  weight  of  the  body  in  air  the  weight  of  the 
bulk  of  air  which  it  has  displaced,  and  deduct  from  this  the  weight 
of  the  bulk  of  air  displaced  by  the  weights  employed. 

The  correctness  of  the  foregoing  observations  admits  of  an  easy 
experimental  illustration.  If  a  light  body,  such  as  a  piece  of  cork, 
be  suspended  in  air  from  one  end  of  a  scale  beam^  and  be  counter- 
poised at  the  other  by  a  metallic  weighty  then  on  placing  the  appa- 
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ratus  tinder  the  receiver  of  the  air-pump^  and  exhausting  the  air, 
the  cork  will  gradually  acquire  the  preponderance ;  but  on  again 
admitting  the  air^  the  equilibrium  will  be  restored. 


CHAPTER  III. 

ON   SOME   YABIETIES  OF   MOLECULAR    FORCE. 

I.  Elasticity. — II.  Cohesion. — III.  Adhesion, — IV.  Crystallization. 

{24)  Besides  the  attractive  power  of  gravity^  which  operates 
through  distances  so  vast  that  the  mind  is  lost  in  the  attempt  to 
estimate  and  explore  them,  other  forms  of  attraction  exist;  but 
they  are  exerted  only  through  distances  so  minute,  as  to  be  in- 
appreciable to  our  unaided  senses :  and  yet,  upon  the  exertion  of 
these  forces,  the  form,  and  even  the  chemical  properties  of  bodies 
depend. 

The  first  of  these  forces  is  known  as  cohesion,  and  it  acts 
between  the  particles  of  matter  which  are  similar  in  kind.  The 
intensity  of  this  force  determines  whether  the  body  be  solid,  liquid, 
or  gaseous. 

The  second  of  these  forces  is  that  of  adhesion,  and  it  is  exerted 
between  dissimilar  kinds  of  matter,  and  unites  them,  as  in  the  case 
of  the  intervention  of  cements,  into  one  consistent  whole. 

The  third,  and  to  the  chemist  the  most  important  of  these 
forces,  is  that  known  as  chemical  affinity,  which  causes  the  union 
of  dissimilar  particles  of  matter  of  invisible  minuteness,  re-arranges 
these  particles  in  new  forms,  and  produces  a  compound  body 
endowed  with  new  properties. 

Reacting  against  all  these  molecular  attractions,  is  the  repulsive 
power  of  heat,  which  may  be  raised  high  enough  to  overcome 
them  all,  and  which  in  a  modified  form,  when  balanced  against  these 
attractive  forces,  produces  that  equipoise  in  distance  between  the 
constituent  particles  of  material  objects  in  general,  which  is  desig- 
nated as  elasticity. 

Forces  which  thus  act  at  these  minute  distances  only,  are 
termed  molecular  forces,  in  contradistinction  to  those  which  like 
gravity,  act  upon  the  mass,  and  operate  through  great  distances. 

§  I.  Elasticity — mechanical  properties  of  gases. 

(25)  By  elasticity  we  understand  the  resistance  that  a  body  ofTcrs 
to  compression  or  to  extension,  and  the  power  which  it  possesses 
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of  regaining  its  form  or  bulk  when  the  pressure  or  tension  is 
withdrawn. 

The  law  which  regulates  elasticity^  in  perfectly  elastic  bodies, 
may  be  expressed  by  the  statement  that  the  resistance  is  directly 
proportioned  to  the  compressing  force.  Thus  a  bow,  or  a  spring 
bent  to  a  certain  extent  with  a  force  of  lo  Ib.^  will  be  bent  to 
double  that  extent  with  a  force  of  20  lb. 

All  solids  have  limits  to  their  elasticity,  and  there  are  very 
few  which  are  perfectly  elastic,  even  within  those  limits ;  that  is 
to  say,  there  are  few  solids  which  perfectly  recover  their  form 
after  having  been  stretched  or  compressed ;  if  compressed  beyond  a 
certain  point,  they  either  '  set/  and  alter  their  shape,  as  is  the  case 
with  lead ;  or  they  break,  as  is  the  case  with  glass.  The  elasticity 
of  glass  and  steel  is,  within  the  bounds  of  their  cohesion,  almost 
perfect :  that  of  caoutchouc,  on  the  contrary,  is  imperfect ;  for,  by 
frequent  stretching,  it  becomes  permanently  elongated. 

Liquids  possess  a  small,  but  very  perfect  elasticity,  which 
varies  in  amount  in  different  liquids ;  the  densest  liquids,  in  general, 
being  those  which  least  admit  of  compression.  The  following 
table  exhibits  some  experimental  results  obtained  on  this  subject 
by  CoUadon  and  Sturm,  {Ann,  de  Chimie,  II.  xxxvi.,  113,  ^^25.) 


Co\ 

mpressib 

ility  of  Liquids. 

Liquid  used. 

T«mp.  •  F. 

McMt  oonprM- 
sion  in  miluonths 
for  each  additional 

Bangaof  pvea- 

■orein 
atmospheres. 

Variations  in 

oompree- 

sibilitj. 

Mercury  .... 
Sulphuric  Acid  .    . 

Water 

Acetic  Ether     .    . 
Oil  of  Turpentine  . 
Hydrochloric  Ether 
Alcohol     .... 
Ether 

33° 

tt 
if 
tt 
tt 

&»" 

tt 
tt 

503 
330 

513 

760 

730 
840 

935 
1450 

I  to  30 

I   „   16 

I    tt  34 
I   „   16 

I   tt  26 
I   tt   13 
I   tt  34 
I   tt  34 

regular 
tt 

79  to  71 

regular 

859  to  82-2 

96' 2  to  89 

igo  to  141 

One  million  parts  of  mercury,  for  example,  were  found  by  each 
additional  pressure  of  15  pounds  upon  the  square  inch,  to  diminish 
in  bulk  5*03  parts.  One  million  parts  of  water  suffered  a  com- 
pression ten  times  as  great,  being  reduced  more  than  51  parts; 
the  pressure  of  the  atmosphere  being  estimated  on  an  average  at 
15  pounds  upon  every  square  inch  of  the  earth's  surface. 

Begnault  has  more  recently  determined  the  compressibility 
both  of  water  and  of  mercury  with  very  great  care.  He  considers 
the  results  of  Colladon  and  Sturm  to  be  a  little  too  high ;  and 
estimates  the  diminution  in  the  volume  of  mercury  for  each  atmo- 
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cpbere  »t  3*5  nuUioBths  of  its  bulk ;  whilst  he  found  that  of  water 
to  be  eqnal  to  47  millioDths  of  its  balk. 

The  compreaaibiKty  of  liquida  ia  greater  at  low  thui  at  bigh 
temperatures.    It  decreases  as  the  compreBsing  force  is  increased. 

(16}  Boifle?a  or  Marriotte'a  Law  of  Ebutidty  w 
Oatea. — It  is,  bowerer,  in  gases  that  the  most  esten- 
siye  and  perfect  display  of  elaaticitf  is  to  be  seen ;  it 
constitutes  indeed  tbedr  most  important  physical 
pecoliarity.  It  may  be  stated  without  sensible  error, 
that  within  the  limita  of  ordinary  experiment,  '  the 
Tolnme  of  an  aeriform  body  is  inversely  as  the  pres- 
sure to  whi(di  it  is  exposed  :*  consequently  by  doubling 
Hie  pressure  we  halve  the  volume,  by  trebling  it  we 
reduce  it  to  one  third ;  '  bat  the  elasticity  is  increased 
direcUy  as  the  pressure  f  by  doubling  the  preasnre 
we  double  the  elasticity.  These  facts  are  strikingly 
exhibited  in  the  following  experiment  devised  by 
BoylSj  and  mora  aecarately  performed  by  Marriotte ; 
and  the  law  has  hence  been  termed  Boyle's  or  Mar> 
riotte's  lav  :^ 

Take  a  bent  tube  (fig.  7)  of  uniform  bore,  one 
limb  of  which  is  about  12  inches  long,  and  furnished 
with  a  stop-eock ;  the  other  limb  being  6  feet  in 
length  and  open  at  the  top.  Pour  a  little  mercury 
into  the  bend  of  the  tube,  and  close  the  stop-cock. 
The  air  in  the  short  limb  is  now  of  the  same  elasti- 
ci^  as  that  of  the  atmosphere  at  the  spot ;  and  the 
air  at  the  sarbco  of  the  earth,  as  will  presently  be 
more  folly  explained,  is  under  the  pressure  due  to  the 
weight  of  its  own  superincumbent  mass ;  the  amount 
of  this  pressure  ia  ascertained  by  observing  the  height 
of  the  mercurial  column  in  the  barometer  at  the  time. 
Next  poor  mercury  into  the  open  limb  of  the  bent 
tabe ;  the  air  in  the  shorter  limb  will  slowly  diminish 
in  bolk :  when  the  mercury  in  the  longer  limb  stands 
at  a  height  above  the  level  of  that  in  the  shorter, 
exactly  equal  to  the  height  of  the  barometer  at  the 
time,  the  compressed  air  will  occupy  a  length  of  the 
shorter  tube,  exactly  equal  to  one  half  of  that  which 
it  did  at  the  bt^^ning  of  the  experiment ;  the  air  ia 
■algect  to  a  pressure  exactly  double.  On  adding 
more  mercury,  till  the  column  is  twice  the  height  of 
the  berom^ric  oolumnj  the  pressure  will  be  increased 
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threefold^  and  the  air  will  iiow  occupy  only  one  third  of  its 
original  bulk.* 

(27)  Gases  and  vapours^  or  elastic  fluids^  as  they  are  frequently 
termed,  differ  from  liquids  in  the  entire  absence  of  cohesion  among 
their  particles.  A  vessel  may  be  filled  either  partially  or  com- 
pletely with  a  liquid,  and  this  liquid  will  have  a  definite  level 
surface  or  limit.  With  gases  it  is  otherwise;,  they  always  per- 
fectly fill  the  vessel  that  contains  them,  however  irregular  its 
form.  Instead  of  cohesion  there  is  a  mutual  repulsion  among 
their  particles.  These  particles  have  a  continual  tendency  to  re- 
cede further  from  each  other,  and  they  therefore  exert  a  pressure 
in  an  outward  direction  upon  the  sides  of  the  vessel  which  con- 
tains them.  This  outward  pressure  is  greater  or  less  according  as 
the  elasticity  of  the  gas  is  increased  or  diminished.  Indeed,  the 
bulk  of  a  gas  depends  entirely  upon  the  pressure  which  is  exerted 
upon  it.  These  facts  admit  of  experimental  proof  in  the  following 
way :— • 

Procure  a  stout  cylindrical  glass  tube  open  at  one  extremity, 
and  capable  of  being  closed  at  the  other  by  a  stop-cock ;  fit  it 
with  a  solid  plunger  that  slides  air-tight  up  and  down  within  it : 
open  the  stop-cock,  place  the  plunger  half  way  down,  and  fill  the 
vessel  with  some  coloured  gas,  such  as  chlorine,  for  example, 
as   shown   in  fig.   8 :    now  close  the   stop-cock    and    draw  the 


*  The  researches  of  Despretz,  and  the  more  recent  and  elaborate  experi- 
ments of  Bef^nault  have,  however,  shown  that  this  law  is  not  ri^dly  accu- 
rate. For  atmospheric  air,  for  hydrogen,  oxygen,  and  nitrogen,  and  generally 
for  gases  which  nave  either  nerer  been  liquefied,  or  only  liquefied  under 
enormous  pressures,  the  law  is  very  nearly  correct,  even  under  a  pressure  of 
several  atmospheres ;  but  for  gases  which  Uquefy  more  readily  it  is  not  so,  the 
nearer  they  are  made  to  approach  to  the  point  of  liauefaction  the  greater  is 
the  difference  between  the  volume  actually  observea,  and  the  result  calcu- 
lated. The  contraction  is  always  found  to  be  more  considerable,  by  experi- 
ment, than  it  should  be  by  the  law  usually  assumed. 

Some  of  the  results  obtained  by  Begnault  are  embodied  in  the  following 
table ;  they  show  considerable  deviations  from  the  law  in  four  important 
gases  under  high  pressures. 

Elcutieity  qf  Oases  at  High  Pressures. 


Preflsorein 
Atmoapheret. 

Air. 

Nitrogen* 

Curbonio  Aoid. 

Hjdjpogen. 

I 
10 
20 

1*000*000 

9*916-220 

19*7 19-880 

I'OOO'OOO 

9*SH3-590 
i9'788'58o 

1*000*000 

9*226*200 

16-705*400 

I*000'000 

ioo§6o7o 
20*208*270 

The  elasticity  of  hvdrogen  therefore  increases  even  more  rapidly  than  the 

fressure ;  with  the  otner  gases  the  elasticity  does  not  quite  keep  pace  with  it. 
t  would  seem  from  these  experiments  as  if  there  were  more  probability  of 
liquefying  oxygen  than  nitrogen,  and  both  tiiese  than  hydrogen. 
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piston  upwards,  the  gas  will  be  seen  to  dilate,  and  the  green  vapour 
will  still  entirely  fill  the  tabe ;  but  a  considerable  resistance  to  the 
upward  motion  of  the  piston  is  experienced,  the  dilated  gas  has  its 
elasticity  reduced  below  that  of  the  external  air,  and  on  releasing 
the  piston  it  is  forced  back  to  the  middle  of  the  tube ;  the  elas- 
ticity of  the  gas  within,  and  that  of  the  air  without,  are 
now  equal.  Now  attempt  to  thrust  the  piston  to  the  ^i^-  8- 
bottom  of  the  tube ;  great  resistance  will  be  experienced, 
but  the  gas  will  yield  to  the  pressure  and  will  be  condensed 
into  a  smaller  space,  while  its  elasticity  will  be  propor- 
tionately increased ;  but  the  instant  the  pressure  is  discon- 
tinued, the  piston  will  rise  up  again,  and  occupy  its  first 
position  midway  between  the  two  ends  of  the  cylinder. 

{zS)  Air  Pump. — Advantage  is  taken  of  this  elasticity 
and  expansibility  of  gases  in  the  construction  of  the  air- 
pump,  an  instrument  designed  for  the  removal  of  air 
from  closed  vessels.  The  principle  of  its  construction  may 
be  explained  in  the  following  manner : — 

Suppose  that  a  metallic  cylinder,  accurately  bored,  be 
fitted  with  a  piston  similar  to  that  shown  in  fig.  8,  but 
provided  in  addition  with  a  small  opening,  covered  by  a 
flap  or  valve  of  oiled  silk,  which  opens  upwards  or  out- 
wards ;  on  forcing  the  piston  downwards  the  compressed 
air  will  escape  through  the  valve,  but  on  attempting  to  -pia,  g 
withdraw  the  piston  no  air  will  be  able  to  re-enter  the 
cylinder,  and  a  resistance  will  be  experienced,  owing  to 
the  pressure  on  the  upper  surface  of  the  piston  occasioned 
by  the  elasticity  of  the  external  air.  If  the  cylinder  be 
provided  with  a  second  valve  at  the  bottom,  opening  in 
the  same  direction  as  that  in  the  piston,  this  valve  will, 
on  thrusting  down  the  piston,  be  closed  by  the  elasticity 
of  the  included  air,  while  the  upper  valve  will  be  opened ; 
on  withdrawing  the  piston  the  efiect  is  reversed,  and  the 
lower  valve  rises,  the  air  enters,  while  the  valve  in  the 
piston  is  firmly  closed.  Such  an  arrangement  constitutes 
the  exhausting  syringe  or  air-pump  in  its  simplest  form, 
(fig.  9.)  In  the  usual  and  more  convenient  form  of  the 
air-pump  (fig.  10),  a  brass  tube  passes  from  the  bottom  of 
the  syringe  and  terminates  in  the  centre  of  a  disk  of  brass 
or  of  glass,  ground  accurately  flat :  the  vessel  from  which 
the  air  is  to  be  exhausted  also  has  its  edge  ground  truly,  and  it 
is  inverted  upon  the  plate.  On  working  the  syringe,  the  elasticity 
of  the  air  within  the  vessel  or  receiver  raises  the  lower  valve,  and 
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the  dilated  bit  enters  the 
vacuum  produced  in  the 
lower  part  of  the  cylinder  by 
withdrawing  the  piston ;  the 
'  thus  admitted  again 
raises  the  valve  of  the  pis- 
ton, when  the  latter  is  so  far 
depressed  aa  to  render  the 
elasticity  of  the  air  beneath 
it  superior  to  that  of  the 
atmosphere:  the  same  action 
goes  on  with  every  succes- 
sive motion  of  the  piston, 
until  the  elasticity  of  the  air 
within  becomes  so  much  di- 
minished as  to  be  insufficient  to  nuse  the  lower  valve.  For  con- 
venience, two  of  these  exhausting  syringes  are  oiten  combined  in 
the  air-pump,  and  are  made  to  work  alternately  by  a  rack  and 
{union, 

(29)  Pump  wilh  Smgle  Barrel. — A  more  complete 
vacnnm  may  be  obtained  vith  a  pump  of  simpler  con> 
struction,  but  the  laboar  of  using  it  is  considerably 
greater.  The  difierenee  between  this  form  of  the  in- 
fttminent  and  the  one  just  described  will  be  readily 
Understood  with  the  assistance  of  figure  11.  This 
pump  consists  of  a  single  barrel,  within  which  a  solid 
plunger  a,  moves  air-tight.  The  plunger  is  con- 
nected with  a  smooth  solid  rod  a,  which  also  works 
air-tight  through  a  stuffing  box  s,  at  the  top  of  the 
barrel.  In  this  stufBng-box  is  a  conical  metallic  plug, 
I  or  valve  V,  which  opens  upwards,  and  which  projects 
a  little  way  below  the  under  surface  of  the  stuffing- 
box,  which  is  ground  flat.  The  communication  p, 
between  the  plate  of  the  pump  and  the  barrel,  is  made  at  a 
Buffident  distance  from  the  bottom  to  allow  the  plunger  to 
pass  completely  beyond  it  In  order  to  use  the  instrument 
the  plunger  is  carried  down  to  the  bottom  of  the  barrel,  the 
receiver  is  then  attached  to  the  plate,  and  the  piston  nused.  In 
rising,  the  air  contained  in  the  barrel  is  expelled  throagh  the 
valve  in  the  stufBng-box,  and  bubbles  up  through  the  oil  placed 
there  to  keep  the  joints  air-tight.  When  the  piston  now  de- 
scends, a  complete  vacuum  is  formed  above  it,  until  it  passes  below 
the  aperture  which  leads  to  the  receiver ;  the  air  then  rushes  in 


BLASTICirr  OF  THE   AIH CONDENSING   STRINOK.  41 

above  the  piston ;  this  portion  is  in  turn  expelled  by  raising  the 
piston  again ;  and  the  exhaustion  may  in  this  way  be  carried  on 
till  it  becomes  almost  complete,  because  the  valve  is  now  raised 
not  simply  by  the  elasticity  of  the  air  confined  below  the  piston, 
but  it  is  pushed  up  by  the  upper  surface  of  the  piston  itself,  and 
the  last  bubble  of  air  is  displaced  by  a  drop  of  oil  which  flows 
past  the  valve  and  thus  effects  its  expulsion. 

(30)  The  increase  in  bulk  of  the  enclosed  air,  and  consequent 
decrease  in  its  elasticity,  may  be  illustrated  by  placing  a  tube, 
blown  into  a  bulb  at  one  end,  full  of  air,  and  with  its  open  mouth 
downwards,  inserted  in  a  vessel  containing  water,  under  the  receiver 
of  the  pump.  With  each  movement  of  the  piston,  the  air  in  the 
bulb  expands,  a  portion  of  it  in  the  act  of  expanding  escapes,  and 
bubbles  up  through  the  water.  An  amusing  variation  of  this 
experiment  may  be  made  by  placing  a  number  of  shrivelled  apples 
in  the  receiver,  and  then  working  the  pump.  The  apples  contain 
air  in  their  pores,  which  is  prevented  from  escaping  by  the  rind  ; 
on  working  the  pump  the  diminished  pressure  causes  this  impri- 
soned air  to  expand ;  in  consequence,  the  apples  swell  up,  and 
r^ain  their  fresh  and  plump  appearance.  The  illusion  vanishes  the 
moment  the  atmospheric  air  is  readmitted,  because  the  pressure 
of  the  external  air  reduces  that  in  the  apples  to  its  former 
bulk.  The  elastic  force  thus  exhibited  is  very  considerable,  as 
may  be  shown  by  the  following  experiment.  Take  a  thin  vessel, 
such  as  a  light  flask,  and  seal  it  up  full  of  air;  now  if  the 
air  be  exhausted  from  a  receiver  placed  over  it,  the  flask  will 
be  burst  into  fragments.  The  powerful  pressure  which  air  exerts 
against  the  internal  surface  of  the  vessels  in  which  it  is  con- 
tained, may  also  be  exhibited  by  allowing  a  weight  of  several 
pounds  to -rest  ^pon  a  bladder  placed  under  the  receiver  of  the 
air-pump :-  on  exhausting  the  air  from  the  receiver,  the  air  in  the 
bladder  expands,-  and  lifts  the  weight. 

(31)  Condensbig  Syringe. — If  the  valves  in  the  syringe  be  made 
to  open  in  the  opposite  direction  to  those  of  the  air-pump,  the 
instrument  constitutes  the  condensing  syringe.  By  attaching  it  to 
a  reservoir  capable  of  resisting  the  pressure,  as  shown  in  fig.  12, 
air  may  be  compressed  without  difficulty,  and  stored  up  as  a 
mechanical  power ;  the  elasticity  of  air  so  compressed  is  capable  of 
being  brought  suddenly  into  exercise,  and  thus  a  force  of  great 
intensity  may  be  applied.  Instances  of  this  kind  are  furnished  in 
the  compressed  air-fountain,  and  in  the  common  forcing  pump,  one 
variety  of  which  constitutes  that  invaluable  machine,  the  fire- 
engine.     A  still  more  striking  illustration  is  seen  in  the  air-gun. 
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Fio.  13. 


Fio.  la.  where  the  power  of  compressed  ur  is  matte  to 

execute  the  ofQce  of  ordinary  gunpowder,  a 
substance  which  may  be  regarded  aa  a  maga< 
zine  of  condensed  air  which  can  be  brought 
into  action  at  will. 

(32)  Weight  <tf  the  Air. — Bymeanaofthe 
air-pump  it  is  easy  to  show  by  direct  experi- 
ment, that  «r,  in  common  with  every  form  of 
matter,  has  weight,  and  even  to  measure  its 
weight.  For  this  purpose  a  well  shaped  globular 
flask,  p,  fig.  13,  furnished  with  a  small  stop- 
cock, is  screwed  to  the  plate  of  the  pump,  and 
the  air  is  exhausted.  In  this  state  it  is  trsus- 
ferred  to  a  good  balance 
and  accurately  counter- 
poised ;  it  is  then  at- 
tached to  a  graduated 
jar,  a,  filled  with  air, 
also  provided  with  a 
stop-cock,  and  standing 
over  water ;  the  moment 
that,  by  taming  the 
stop-cocks,  a  communi- 
cation  is  made  between 
the  jar  and  the  flask,  the 
air  rushes  into  the  exhausted  vessel.  The 
amount  that  thus  enters  is  read  off  by 
noticing  the  level  of  the  water  before  the 
stop-cocks  are  opened,  and  then  estimating 
its  rise  afterwards  by  the  marks  on  the 
side  of  the  jar.  On  transferring  the  flask  ^. 
hack  to  the  balance,  it  will  be  found  to  have  ^ 
increased  in  weight  several  grains. 

Minute  attention  to  a  variety  of  tnr- 
cumstances  is  required  to  ensure  a  correct 

result  in  this  experiment.  It  is  by  experiments  conducted  on  this 
principle  that  the  average  weight  of  the  air  has  been  well  ascer- 
tained.    (140.) 

According  to  Front,  100  cubic  inches  of  tur  at  a  temperature 
of  60°  F.,  when  the  column  of  mercury  in  the  barometer  stands  at 
30  inches,  weigh  31-0117  grains.  Renault  found  that  i  litre  of 
air  at  32°  F.,  weighed  (barometer  29*922  inches]  1*293187  grammes. 
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This^  if  reduced  to  the  English  standards^  would  make  the  weight 
of  loo  cubic  inches  of  air  amount  to  30*954  grains.^i^ 

We  may  form  some  notion  of  the  actual  weight  of  the  air,  by 
calculating  the  quantity  contained  in  a  given  space.  Take  for  ex- 
ample, a  room  30  feet  long,  28  feet  wide,  and  19  feet  high,  offering 
a  cubic  content  of  15960  cubic  feet ;  since  100  cubic  inches  of  air 
weigh  31  grains,  13  cubic  feet  of  air  weigh  nearly  1  lb.  The  total 
weight  of  air  in  such   a  room  is,   therefore,  -pio  i^ 

about  i22olb.,or  a  little  more  than  half  a  ton. 

It  is  obyious  that  if,  in  the  experiment 
with  the  flask,  just  described,  the  graduated 
jar  had  contained  any  other  gas  instead  of  at- 
mospheric air,  it  would  be  possible  to  ascertain 
the  weight  of  a  given  quantity  of  such  gas ; 
and  by  comparing  this  weight  with  that  of  an 
equal  bulk  of  air,  to  ascertain  its  density  ap- 
proximatively. 

(33)  Household  Pump. — The  pressure  of  the 
air  is  the  power  which  raises  water  in  the  bore 
of  an  ordinary  pump.  The  construction  of 
this  very  useful  machine  will  be  at  once  imder- 
stood  from  the  description  of  the  air-pump 
which  has  been  already  given ;  the  arrangement 
of  the  valves  being  similar.  On  depressing 
the  piston-rod  (fig.  14),  air  escapes  through  the 
upper  valve  a,  and  on  raising  it  again,  a  fresh 
portion  enters  from  the  pipe  ^attached  below 
the  second  valve  b.  The  weight  of  the  at- 
mosphere upon  the  surface  of  the  water  in  the 
well  forces  up  a  portion  of  this  liquid,  the 
weight  of  which  compensates  for  the  dimi- 
nished elasticity  of  the  air  in  the  barrel,  till 
on   again    depressing    and  raising  the  piston 

*  According  to  Begnault,  the  specific  gravity  of  mercury,  at  32^  is 
I3'596,  water  at  J9'3°  being  taken  as  i ;  consequently  the  relative  weights  of 
eqiud  measures  of  air,  water,  and  mercury  will  he — 

Air  at  32°  F.        Water  at  39°  F.        Mercury  at  32°  F. 

I  '  773*3  \      ^       10513-5 

under  a  barometric  pressure  of  29*923  English  inches  at  92°.    Calculating 

these  values  all  at  the  English  standard  temperature  of  60    F.,  and  at  the 

barometric  pressure  of  30  mches,  and  allowing  for  the  relative  expansion  of 

water  and  mercury  by  heat,  the  proportions  will  be  the  following — 

Air  Water.  Mercury. 

I  :  8168  :  '    1 1058. 
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several  times  successively^  the  whole  of  the  air  has  its  place  supplied 
by  the  water  which  is  thus  raised  from  the  well  below,  the  pres- 
sure of  the  atmosphere  being  removed  from  the  surface  of  that 
part  of  the  water  contained  in  the  pipe  beneath  the  valves.  It  is 
manifest,  however,  that  there  must  be  a  limit  in  the  height  to  which 
water  can  be  raised  in  this  way.  As  soon  as  the  column  of  water 
in  the  pump  above  the  level  of  that  in  the  well  is  long  enough  to 
balance  the  weight  of  a  similar  column  of  air  extending  to  the  upper 
limits  of  the  atmosphere,  the  water  will  rise  no  higher.  Such  a 
column  of  water  is  about  ^^  feet  in  height.  If  a  tube  40  feet 
long  be  closed  at  its  upper  end,  filled  with  water,  and  then  placed 
mouth  downwards  in  a  vessel  of  water,  the  water  in  the  tube  will 
fall  till  it  stands  about  ^^  feet  above  the  level  of  that  in  the 
cistern.  Such  a  tube,  forming,  in  fact,  a  water  barometer^  was 
placed  by  the  late  Professor  Dauiell  in  the  hall  of  the  Royal  Society. 
(34)  The  Barometer. — If  the  tube  were -filled  with  a  heavier 
liquid  than  water,  a  proportionately  shorter  column  of  it  would  be 
sustained  by  the  pressure  of  the  air,  the  length  of  the  column  being 
inversely  proportioned  to  the  specific  gravity  of  the  two  liquids. 
Now  as  mercury  is  rather  more  than  13  times  as  heavy  as  water, 
this  fluid  metal  will  rise  to  a  height  only  about  iV  as  great  as 
that  of  water,  or  to  a  height  of  about  30  inches  instead  of  ^^  feet. 
This  result  is  easily  verified;  for  if  a  glass  tube  about  three 
feet  long,  and  closed  at  one  extremity,  be  completely  filled  with 
mercury,  the  aperture  closed  with  the  finger,  and  it  be  placed 
mouth  downwards  in  a  basin  of  mercury,  on  removing  the  finger, 
the  column  of  fluid  metal  will  partially  descend,  and  leave  a  void 
space  of  5  or  6  inches  in  length  in  the  upper  part  of  the  tube. 
But  the  most  complete  demonstration  that  the  mercury  is  sus- 
tained solely  by  the  pressure  of  the  air  upon  that  in  the  basin,  is 
furnished  by  placing  the  whole  apparatus  under  the  receiver  con- 
nected with  the  air-pump ;  as  the  air  is  exhausted,  and  consequently 
the  pressure  is  diminished,  the  column  sinks ;  but  it  recovers  its 
former  level  on  re-admitting  the  air  from  without.  A  tube,  or 
air-gauge^  acting  on  this  principle,  is  usually  attached  to  every 
air-pump,  as  a  convenient  means  of  judging  of  the  perfection  of 
the  vacuum.  If  it  were  possible  wholly  to  exhaust  the  air  from 
the  receiver,  the  mercury  would  rise  in  such  a  gauge  (which  is 
simply  a  tube  open  at  top  into  the  receiver,  and  dipping  below 
into  a  basin  of  mercury)  until  it  stood  at  the  same  level  as  in  the 
barometer  at  the  time  of  the  experiment :  but  this  result  is  never 
attained  in  practice ;  the  elasticity  of  the  portion  of  air  remaining 
in  the  receiver  always  depresses  the  metal  a  few  hundredths  of  an 
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Begnaok  txoflojt  a  gauge,  at  the  aide  of 
which  ut  4»dinaiy  mocnrial  barometo'  plunging 
into  the  aame  oatem  is  placed  {fig.  15I,  so 
that  the  diflercitoe  in  h^ht  betveen  the  two 
eolninna  of  mercory  maj  be  read  off  with  great 
aocoracj  by  meana  of  a  graduated  wale  and 
jenum  r,  v. 

A  aimple  presBore  gange  or  wutmomteter  (from 
fMwoc,  rare)  fiv  estimating  the  rarity  or  con- 
densation c^  air  in  a  confined  ^wce,  is  made 
by  bending  a  tobe  into  the  form  shown  in  %, 
16,  and  ponring  water  into  the  bend ;  the  ap- 
paratns  is  attached  at  a  to  the  air  vessel,  the 
other  limb,  b,  being  open  to  the  atmosphere ; 
by  the  di^rence  of  level,  the  elasticity  of  the 
gas  nnder  experiment  can  be  accurately  esti- 
mated by  a  scale  placed  between  the  tubes, 
Where  the  pressiures  are  considerable,  mcraury 
is  used  instead  of  water.  A  pressure  gauge  of 
this  simple  deacnption  is  in  constaut  requisi- 
tion in  ooal  gas  works  for  eetimatiug  the  pres- 
sore  in  the  gasometer,  in  the  street  mains,  or 
at  any  part  of  the  services. 

A  simple  inverted  tube  when  filled  with 
mercury,  with  due  precautions  to  exclude  every 
particle  of  air,  and  furnished  with  accurate 
meana  of  measuring  the  height  of  the  column 
above  the  level  of  the  mercury  in  the  cistern, 
constitutes  one  of  the  moat  indispensable  phi- 
losophical instruments — the  barometer  (from 
^p<K,  a  weight,  and  ftirpoy,  a  measure). 
The  diameter  of  the  tube  is  of  little  conse- 
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quence ;  but  ft  tabe,  ^  or  ^  an  inch  wide,  or 
wider,  is  preferable  to  one  of  smaller  bore.    A 
slight  fised  correction  for  capillarity,   rarying 
with  the  diameter  of  the  tabe,  is  required  for 
each  inatniment.     In  the  best  iustrnmeuts  of 
this  description  the  whole  scale  is  moveable  by 
a  rack  and  pinion,^  (Rg.  17),  and  can  be  ad- 
justed so  that   its  lower  extremity,  which  for 
convenience  of  observation  is  made  to  terminate 
in  a  fine  steel  point,  e,  can  be  brought  exactly 
to  coincide  with  the  surface  of  the  mercaiy  in 
the  cistern :  unless  this  contrivance  were  adopted 
it  would  not  be  possible  accurately  to  measure 
the  height  of  the  column  of  metal,  because  the 
level  of  the  mercury  in  the  cistern  is  continu- 
ally undergoing  slight  variations ;  as  the  metal 
rises  in  the  tube  it  falls  in  the  cistern,  and  vice 
vertd :    part  of  the  cistern   is  constructed  of 
glass,   to  allow  the  point  of  the  scale  to  be 
seen.     The  height  of  the   mercurial    column 
above  the  level  of  the  mercury  in  the  cistern 
when  the  inBtrument  has  been   placed    in    a 
truly  vertical  position,  is  read  off  at  the  top  by  a 
vernier,  v,  which  estimates  differences  of  vhi  of 
an  inch.     The  barometer  has  been  constructed 
in  a  great  variety  of  forms,  but  the  simple  in- 
verted tube  is  the  best  for  ordinary  purposes. 
(33)   7^  Syphon,  which  is  another  instrument  in  frequent  use 
in  the  Uboratory,  depends  for  its  operation  partly  upon  the  prin* 
ciple  of  atmospheric  piessure.    The 
syphon   is  a  bent  tube,  by  means 
of  which  liquids  may  be  lifted  above 
the  level  at  which  they  stand,  pro- 
vided that  they  are  ultimately  trans- 
ferred  to   a  lower  level.     Suppose 
it  be  desired  to  draw  off  a  liquid 
without  disturbing  a  powder  which 
has  settled  down  to  the  bottom  of 
a  vessel ;  a  bent  tube  or  syphon 
(s  fig.  18)  one  limb  of  which  is 
I  lougeT  than  the  other,  is  filled  with 
water,  and  closed  by  placing  the 
finger  at  the  end   of  the   longer 
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limb ;  the  instrument  is  then  inverted,  and  the  short  limb 
18  rapidly  plunged  into  the  liquid  to  be  decanted.  On  re- 
moving the  finger  from  the  longer  limb,  the  liquid  flows,  and 
will  continue  to  do  so  as  long  as  the  shorter  limb  remains 
below  the  surface  of  the  liquid  in  the  vessel.  If  the  vessel 
y,  however,  be  raised  until  the  longer  limb  of  the  syphon  is 
immersed  in  the  liquid  that  has  run  over,  and  the  liquid  stands 
at  the  same  level  in  both  vessels,  no  further  flow  will  take  place ; 
if  y  be  again  depressed,  the  flow  through  the  syphon  will  again 
be  renewed.  When,  as  was  effected  by  the  expedient  of  raising 
the  lower  vessel  till  the  liquid  stood  at  the  same  level  in  both,  the 
acting  limbs  of  the  syphon  are  of  equal  length,  the  column  of 
liquid  in  each  has  the  same  perpendicular  height,  and  the  down- 
ward pressure  of  each  column  will  be  the  same  :  neither  column 
will  preponderate  over  the  other :  but  if  the  vertical  column  of 
liquid  be  longer  on  one  side  than  on  the  other,  this  longer  column 
will  necessarily  press  downwards  with  more  force  on  that  side  than 
the  column  in  the  shorter  limb  presses  in  the  opposite  direction ; 
the  atmospheric  pressure,  however,  is  equal  on  both  sides ;  the 
heavier  column  therefore  runs  out  of  the  tube,  drawing  with  it 
the  liquid  in  the  shorter  limb,  and  the  place  of  this  liquid  is 
supplied  by  a  fresh  portion  from  the  vessel,  owing  to  the  pressure 
of  the  atmosphere  which  drives  it  up  into  the  space  that  would 
otherwise  become  empty. 

(36)  Downward  pressure  of  the  Atmosphere. — ^From  what  has 
been  already  stated,  it  must  be  obvious  that  we  are  living  at  the 
bottom  of  a  vast  aerial  ocean,  and  subject  to  the  pressure  of  the 
superincumbent  mass, — a  pressure  which  amounts  to  about  15 
pounds  upon  every  square  inch  of  surface,  and  as  has  been  estimated, 
to  about  14  or  15  tons  upon  the  surface  of  the  body  of  a  man  of 
average  stature. 

The  existence  of  this  downward  pressure  of  the  air  is  a  matter 
of  the  highest  importance  to  us  in  the  economy  of  nature  and  of 
art.  It  admits  of  proof  by  experiment  in  a  variety  of  ways. 
The  receiver  of  the  air-pump  may  at  first  be  lifted  from  the  brass 
plate  without  difficulty,  but  after  a  few  strokes  of  the  pump 
in  the  ordinary  process  of  exhausting,  it  becomes  fixed  by 
the  pressure  of  the  superincumbent  air,  uncompensated  by  that 
within  the  vessel.  It  is  for  this  reason  that  an  arched  form  is 
given  to  the  external  surface  of  vessels  designed  to  bear  ex- 
haustion. If  the  hand  be  placed  over  the  mouth  of  a  receiver 
having  at  the  top  an  opening,  of  2  or  3  inches  in  diameter,  a 
very  partial  removal  of  the  air  will  make  this  pressure  painfully 
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sensible ;  and  if  a  piece  of  bladder  be  moistened  and  securely  tied 
over  the  opening  and  then  left  to  dry^  its  surface  will^  when  a  por- 
tion of  the  enclosed  air  is  removed^  become  very  tense  and  concave^ 
and  if  the  exhaustion  be  carried  far  enough^  it  will  suddenly  burst 
with  a  loud  report. 

But  the  question  will  naturally  arise,  how  is  it,  that  if  our 
bodies  are  subjected  to  the  enormous  pressure  above  indicated,  we 
are  not  only  able  to  support  it  without  being  crushed  or  rooted  to 
the  earth,  but  are  even  insensible  of  its  existence.  The  reason  is, 
that  the  pressure,  is  equal  in  all  directions.  The  air  upon  the 
earth's  surface  being  compressed  by  that  above  it,  acquires  an 
elasticity  sufficient  exactly  to  counterpoise  that  pressure^  and  it 
presses  laterally  and  upwards,  with  a  force  exactly  equal  to  that 
with  which  it  is  compressed.  A  very  simple  experiment  will  suffice 
to  demonstrate  the  upward  pressure.  Take  a  glass  jar  with  a 
smooth  edge  (a  common  wine-glass  will  do),  fill  it  with  water,  close 
the  mouth  with  a  card  or  with  a  bit  of  paper,  retain  the  paper  in 
its  place  with  the  hand,  and  turn  the  jar  mouth  downwyds ;  the 
hand  may  be  removed,  the  card  will  remain  supported,  and  the 
water  will  not  escape.  Indeed,  we  might  thus  support  a  column 
of  water  33  feet  long  (but  not  longer),  as  that  would  just  balance 
the  pressure  of  a  column  of  air  of  equal  diameter.  It  is  this 
upward  pressure,  exerted  by  the  portion  of  the  air  that  is  dissolved 
in  our  blood,  and  that  pervades  every  tissue  of  our  frame,  which 
renders  us  unconscious  of  the  atmospheric  pressure.  If  the  pres- 
sure upon  the  surface  of  the  body  be  decreased,  as  by  ascending 
a  lofty  mountain,  great  inconvenience  is  often  experienced ;  bleed- 
ing at  the  nose,  and  other  unpleasant  symptoms  sometimes  arising, 
from  the  expan3ion  of  the  air  within  the  body  when  the  external 
pressure  is  removed.  Blood  flows  in  the  operation  of  cupping, 
because  the  atmospheric  pressure  is  partially  removed  over  the 
wounds  inflicted  by  the  lancets. 

(37)  Pneumatic  Trough. — ^Among  the  many  useful  applications 
depending  on  the  pressure  of  the  air,  is  a  simple  but  invaluable 
contrivance  of  Priestley's,  called  the  pneumatic  trough,  which 
enables  us  to  confine  air  and  gases  in  vessels,  and  to  decant  them 
from  one  to  another  with  as  much  ease  as  liq^ids  may  be  managed 
and  poured.  The  pneumatic  trough  consists  merely  of  a  vessel 
containing  water,  fig.  1 9,  across  which,  at  the  depth  of  2  or  3  inches 
from  the  top,  a  ledge  or  shelf  is  placed ;  the  jars  destined  to 
receive  the  gas  are  filled  with  water,  and  placed  with  their  mouths 
downwards  upon  the  shelf,  which  is  kept  about  an  inch  under 
water :  into  these  jars  the  gas  is  allowed  to  bubble  up,  and  it  may 
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be  transferred  from  Fis.  19. 

one  to  another  by  an 
inverted  pouring. 
When  ajar  haa  been 
filled,  or  partially 
filled  with  gas,  it 
may  be  readily  re- 
moved &om  place 
to  place  by  sliding 
onder  its  open 
mouth,  while  atill 
immersed  in  water, 
a  plate  or  shallow 
tray,  containing 
water,  on  which  it 
may  be  lifted  out 
of  the  pneumatic 
trough  as  at  a. 

(38)  When  lai^e  quantities  of  gas  are  to  be  stored  up,  a 
different  apparatus,  the  gaa  holder,  is  employed,  and  in  this  instru- 
ment also,  advantage  is  taken  of  the  downward  pressure  of  the  at- 
mosphere.    The  gas  holder 

is  represented  in  fig.  20.     It  Fio.  lo. 

consists  of  a  cylinder  b, 
surmounted  by  a  tray  a,  for 
holding  water;  thistraycom- 
mnnicates  with  the  cylinder 
by  means  of  two  pipes  pro- 
vided with  stop-cocks ;  one 
of  these  pipes,  /,  proceeds 
nearly  to  the  bottom  of  the 
cvlinder  b,  and  is  open  at 
hotb  extremities ;  the  other 
pipe,  e,  only  jnst  enters  the 
top  of  the  lower  cavity :  at 
the  lower  part  of  the  cylin< 
der  is  a  short,  vride  pipe,  c, 
passing  obliquely  upwards, 
and  furnished  with  a  plug, 
by  which  it  can  be  closed  at  pleasure.  A  third  stop-cock  is  intro- 
duced at  the  upper  part  of  the  cylinder  at  g,  to  which  a  flexible  tube 
may  be  attacbed  for  the  convenience  of  transferring  the  gas.  Now 
suppose  the  gas  holder  to  be  fall   of  atmospheric  air  and  to  be 
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wanted  for  use ;  the  pipe  c  at  the  bottom  is  closed,  water  is  poared' 
into  the  tray,  and  both  stop-cocks  iu  the  vertical  pipes  are  opened  : 
the  water  descends  throi^h  the  longer  pipe/,  whilst  the  air  escapes 
in  bubbles  through  the  shorter  one  e ;  when  b  is  completely  full, 
the  stop-cocks  are  closed,  and  the  plug  at  the  bottom  removed ;  no 
water  escapes,  owing  to  the  pressure  of  the  atmosphere  upon  tfae 
surface  of  the  liquid  in  the  wide  tube  c,  the  water  being  retained 
just  as  iu  the  ordinary  bird  fountain.  The  neck  of  the  retort  h, 
or  other  vessel  for  producing  the  gas,  is  introduced  completely 
within  the  cylinder,  and  the  water  is  displaced  by  the  gas  which 
rises  and  accumulates  in  the  upper  part,  whilst  the  water  runs  off 
into  a  vessel  placed  below.  The  progress  of  the  experiment  may 
be  watched  by  means  of  the  glass  tube  d,  which  is  open  both  at 
top  and  bottom  into  the  cylinder  b  ;  the  level  of  the  water  within 
the  instrument  is  thus  always  exhibited.  In  order  to  use  the  gas 
stored  up,  the  plug  ia  replaced  at  c,  and  the  stop-cock  in  the  long  pipe 
opened  to  allow  the  column  of  water  to  exert  its  pressure  on  the 
gas,  which  escapes  on  cautiously  turning  the  stop-cock  e,  and  may 
either  be  received  in  a  jar  placed  in  the  tray  over  the  short  tube  e, 
or  it  may  be  conveyed  away  through  a  flexible  tube  attached  to 
the  stop-cock  ff. 

(39)  Water  dissolves  all  gases ; 
some  in  small  quantities,  and 
others  with  very  great  avidity ; 
the  latter  of  course  cannot  be  col- 
lected over  water.  Indeed,  in 
r  all  cases  where  great  accuracy  is 
requisite,  some  other  liquid  must 
be  substituted  in  the  trough  and 
I  jars  for  water.  Mercury  is  the 
fluid  which  offers  fewest  inconve- 
niences,  and  it  is  usually  employed 
for  this  purpose  in  a  trough,  the  form  of  which  is  seen  in  fig.  31. 
{40)  Correction  of  Gates  for  Pressure. — The  foregoing  mode  of 
collecting  gases  over  mercury  leads  us  to  consider  a  correction  of 
great  importance  in  cases  where  an  accurate  measurement  of  the 
bulk  of  a  gas  is  requisite.  In  all  cases  a  portion  of  air  or  gas 
which  communicates  with  the  atmosphere  either  through  the  walls 
of  a  flexible  bag  or  bladder,  or  that  is  confined  over  water  or 
mercury,  is  subject  to  the  pressure  of  the  atmosphere,  transmitted 
to  it  either  through  the  flexible  material,  or  through  the  interposed 
portion  of  liquid.  If,  in  the  pneumatic  trough,  the  liquid  within 
and  without  the  jar  stand  at  the  same  level,  the  pressure  upon  the 
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included  air  will  be  exactly  that  due  to  the  atmosphere  at  the 
time ;  if,  however,  the  liquid  within  stand  higher  than  that  in  the 
bath^  the  air  will  be  subjected  to  a  pressure  less  than  that  of  the 
atmosphere  at  the  time,  by  the  amount  necessary  to  support  the 
column  of  liquid  above  the  outer  level  of  that  in  the  bath. 

Observation  has  shown  that  the  pressure  of  the  atmosphere  at 
the  same  spot  is  liable,  from  different  causes,  to  continual  variation. 
The  average  pressure  at  the  sea  level  is  equivalent  to  that  of  a 
column  of  mercury  30  inches  in  height ;  but  in  this  climate  it 
is  sometimes  so  much  diminished  as  to  support  a  column  of  only 
about  28  inches ;  at  other  times  the  pressure  will  be  equivalent  to 
31  inches  of  mercury.  Now  the  same  quantity  of  gas  will,  under 
these  different  circumstances,  sometimes  occupy  a  bulk  consider- 
ably greater,  at  others  considerably  less  than  the  average. 

It  is  necessary,  therefore,  in  all  experiments  upon  the  weight  or 
bulk  of  gases,  to  observe  the  height  of  the  barometric  column,  as  this 
gives  the  pressure  to  which  the  gas  is  at  the  same  time  subjected. 
This,  however,  is  true  only  when  the  liquid  in  the  bath,  and  that  in 
the  jar,  are  on  the  same  level.  In  practice  it  is  rarely  possible  to 
make  them  rigidly  so.  The  liquid  generally  stands  highest  in  the 
jar.  Supposing  the  gas  to  have  been  collected  over  mercury,  in 
order  to  aUow  for  the  dilatation  occasioned  by  this  inequality  of 
level,  the  difference  of  the  two  levels  must  be  accurately  measured, 
and  the  measurement,  so  obtained,  must  be  subtracted  from  the 
height  of  the  mercurial  column  in  the  barometer  at  the  time.  A 
similar  correction  is  required  if  the  gas  be  standing  over  water, 
but  it  is  smaller  in  amount,  a  column  of  water  of  13*6  inches  in 
height  being  equivalent  to  i  inch  of  mercury.  When  the 
necessary  measurements  have  been  made,  a  simple  calculation 
shows  the  bulk  that  any  gas  would  have  occupied,  supposing  it  to 
have  been  measured  under  the  pressure  of  30  inches  of  the  baro- 
meter, which  in  this  country  is  taken  as  the  standard.* 

Suppose  that   having  measured   10   cubic   inches   of  oxygen 


*  In  other  countries  the  standard  pressure  to  which  gases  are  corrected  is 
l^enerally  that  which  has  been  proposed  by  the  French ;  viz,  that  of  a  column 
of  mercurjT  760  millimetres  (or  29*922  English  inches)  in  height :  conseq^uently 
100  cubic  inches,  measured  under  the  English  standard  pressure  of  30  mches, 
would,  under  the  French  standard,  fill  a  space  of  100*201  cubic  inches. 

Strictly  speaking,  however,  the  observations  should  be  reduced  to  the 
pressure  of  a  column  of  mercury  29*922  inches  in  height  at  32°  F.  Such  a 
column,  owing  to  the  expansion  of  mercury  by  heat,  would  be  increased  y^ 
of  its  length,  at  the  mean  temperature  of  60°  F.,  and  conse^quently  would 
then  measure  30*00^  inches :  and  under  this  pressure  100  cubic  inches,  mea- 
sured at  a  barometric  pressure  of  ^o  inches,  would  be  reduced  to  99*08  cubio 
inches,  a  difference  so  trifling,  that  it  may  almost  always  be  neglected. 

1^2 
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standing  over  mercury,  the  level  of  the  metal  in  the  jar  being 
1*5  inches  higher  than  that  in  the  bath,  the  barometer  at  the  time 
standing  at  2975,  it  is  desired  to  ascertain  what  bulk  the  gas  would 
occupy  under  a  pressure  of  30  inches.  By  Marriotte's  law  (26) 
the  bulk  of  a  gas  is  inversely  as  the  pressure  to  which  it  is  sub- 
jected. Therefore — 
Standard  pressure.  Observed  pressure.    Observed  voL     True  vol. 

I  ^975-1*5  )      '  '     l^^'  i^O 

In  estimating  the  weight  &om  the  bulk  of  a  gas,  it  is  necessary 

to  make  a  further  correction  for  the  temperature  (138),  as  well 

as  for  the  state  of  moisture  or  dryness  which  it  may  possess  at  the 

time. 

(41)  Density  of  the  Atmosphere  at  Different  Heights. — A 
remarkable  consequence  of  the  law  of  elasticity  in  gases  is  exhi- 
bited in  the  increasing  rarefaction  of  the  atmosphere  in  ascending 
from  the  surface  of  the  earth.  The  air  is  subject  to  a  pressure 
which  gradually  decreases  with  the  progressive  elevation 
above  the  sea  level.  This  will  be  evident  if  we  consider  the 
atmosphere  to  be  composed  of  a  series  of  layers  or  strata: 
the  lowest  layer  supports  the  pressure  of  the  entire  super-incum- 
bent mass ;  the  one  next  above  this  supports  the  pressure  of  all 
but  the  lowest ;  the  third  that  of  all  but  the  two  lower  ones,  and 
so  in  succession.  In  consequence  of  Marriotte's  law — ^viz.,  that 
the  bulk  of  elastic  fluids  is  inversely  as  the  pressure,  it  is  found 
that  if  the  air  be  examined  at  a  series  of  heights,  increasing 
according  to  the  terms  of  an  arithmetical  progression,  the  density 
of  the  air  decreases  according  to  the  terms  of  a  geometrical  pro- 
gression. In  the  following  table  the  heights  above  the  surface 
are  taken  in  arithmetical  progression,  increasing  regularly  by  dis- 
tances of  3'4  miles ;  the  bulk  of  equal  weights  of  air  at  these  suc- 
cessive heights  increases  in  geometrical  progression,  the  volume 
being  doubled  for  each  step  in  the  ascent ;  while  the  (tensity,  and 
the  corresponding  height  of  the  barometer,  decrease  in  the  same 
geometric  ratio,  being  at  each  successive  elevation  exactly  half 
what  they  were  at  the  preceding  one  : — 

Density  of  the  Air  at  increasing  altitudes. 
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The  ODaexed  diagraiD,  (fi^.  22) 
alightlf  altered  from  ooe  in  Tom- 
linBon's  Treatise  on  Pueamatics,  is 
snpposed  to  represent  a  vertical  sec- 
tioo  of  the  atmosphere ;  the  left  « 
hand  column  shows  the  height  in 
miles  above  or  below  the  sea  level ; 
the  right-hand  column  the  corre- 
sponding heights  of  the  barometer 
in  inches ;  a  indicates  the  altitude 
of  the  highest  peaksof  the  Himalaya; 
B  the  altitude  of  33,018  feet,  the 
greatest  height  attained  b;  a  balloon 
(Gay  Lussac,  17  Sept.,  1804);  c 
Dalkeith  mine, Cornwall,  1440 feet; 
D  the  deepest  sea  sounding  yet  ob- 
tained, 7706  fathoms,  or  H\  miles, 
(Capt.  Denham]  H.  M.  Ship  Herald, 
Oct  30,  i8j3,  lat.  36°  49'  S.,  Ion. 
37°  6- W. 

It  is  obvious  that  a  knowledge 
of  the  law  of  the  decrease  of  den- 
sity in  the  atmosphiere  iumishea  the 
means  of  aacertaining  the  height  of 
mountains  by  the  employment  of  the 
barometer. 

Young  bas  calculated  that  if  the 
ur   continued  to    diminish   indefi-    , 
nitely  in  density,  according  to  Mar- 
riotte's  law,  i  cubic  inch  of  air  of 
the  mean   density    of  that   at    the 
earth's  surface  would,  at  a  distance 
of  4000  miles  from  the  earth's  sur- 
&ce  (or  at  a  distance  equal  to  the 
earth's  radius),  fill  a  sphere  the  dia- 
meter of  which  is  equal  to  that  of  the  orbit  of  Saturn ;  and,  on 
the  other  hand,  if  a  mine  could  be  dug  46  rnUes  deep  into  the 
earth,  the  air  at  the  bottom  would  be  as  dense  as  quicksilver. 

The  observations  of  astronomers  upon  the  amount  of  refraction 
(aperienced  by  the  Ugbt  of  the  heavenly  bodies  in  traversing  the 
atmosphere,  however,  have  rendered  it  probable  that  there  is  a 
limit  to  the  upper  surface  of  our  atmosphere,  as  definite  as  that 
of  the  waten  of  the  ocean,  the  repulsive  force  of  the  particles 
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being  at  length  exactly  balanced  by  their  gravitation  towards  the 
earth. 

§  II.  Cohesion. 

(42)  In  the  case  of  gases  the  predominance  of  elasticity  is  the 
leading  characteristic ;  in  the  case  of  solids  the  opposite  power  of 
cohesion  is  that  which  first  demands  attention.  Cohesion  is  the 
force  which  binds  together  the  same  kind  of  particles  into  one  mass. 
It  is  this  force  which  retains  a  bar  of  iron^  a  block  of  wood,  or  a 
lump  of  ice  in  a  single  piece. 

It  is  obvious  that  the  cohesion  of  difiTerent  bodies  varies  greatly. 
Cohesion,  however,  appears  to  be  uniform  between  particles  of  the 
same  kind  placed  under  circumstances  similar  as  to  temperature 
and  structure.  Owing  to  the  difficulty  of  securing  uniformity  in 
texture  and  freedom  from  flaws,  even  in  the  most  compact  sub- 
stances, such  as  the  metals,  it  is  difficult  to  estimate  the  coefficient 
of  cohesion  in  any  material  with  precision ;  although  the  general 
fact  that  iron  is  much  tougher  than  copper,  and  copper  than  lead, 
is  at  once  recognised.  Two  methods  have  been  generally  used  to 
determine  the  cohesive  power  of  solids ;  the  first  consists  in  esti- 
mating the  weight  required  to  stretch  rods  of  a  given  diameter,  of 
the  substance  under  examination,  until  they  give  way ;  the  second, 
in  finding  the  amount  of  force  required  to  crush  a  cube  of  the  sub- 
stance of  given  dimensions. 

The  strength  of  materials,  all-important  as  it  is  to  the  engineer 
and  to  the  architect,  has  little  to  do  with  chemistry,  although  varia- 
tions in  cohesion  and  aggregation  of  the  same  substance  exercise 
a  marked  influence  on  the  rapidity  of  many  chemical  actions. 
Gunpowder,  for  example,  is  reduced  to  grains  in  order  that  each 
portion  may  quickly  ignite,  and  contribute  its  expansive  force  to 
act  upon  the  bullet ;  but  the  very  same  material,  before  it  has  been 
granulated  and  whilst  in  the  form  of  hard  compact  masses,  as  it 
comes  from  the  press,  bums  comparatively  slowly,  like  a  fiisee  or 
a  portfire. 

(43)  Particles  of  a  similar  nature  will,  under  the  influence  of 
cohesion,  reunite,  after  complete  separation,  if  brought  sufficiently 
near  to  each  other.  This  is  shown  on  pressing  together  two  clean, 
smooth,  and  fi^shly-cut  surfaces  of  lead ;  they  will  cohere,  and  a 
force  of  some  pounds  will  be  required  to  separate  them.  In  the 
same  way,  too,  perfectly  polished  plates  of  glass  cohere,  sometimes 
so  completely  that  they  may  be  cut  and  worked  as  a  single  piece. 
This  has  not  unfrequently  happened  in  plate-glass  manufactories. 

According  to  the  proportion  that  cohesion  bears  to  other  forces 
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wUchy  like  heat  and  elasticity,  tend  to  separate  the  particles  of 
matter  from  each  other,  the  body  assumes  the  solid,  the  liquid,  or 
the  aeriform  state.  Considerable  differences  in  physical  properties 
are  produced  both  in  solids  and  in  liquids,  by  variations  in  the 
tl^ree  of  cohesioa  existing  among  their  particles. 

(44)  Cohesion  of  Solids. — In  solids,  these  variations  give  rise  to 
differences  in  hardness^  elasticity,  brittleuess,  malleability,  and 
ductility. 

The  hardness  of  a  body  is  measured  by  its  power  of  scratching 
other  substances,  and  it  consists  in  the  degree  of  resistance  which 
the  particles  offer  to  the  slightest  change  of  relative  position.  To 
the  mineralogist,  the  variations  in  the  degree  of  hardness  pre- 
sented by  different  crystallized  bodies,  often  furnish  a  valuable 
physical  sign  by  which  one  mineral  may  be  discriminated  from 
others  which  resemble  it.  For  the  purpose  of  facilitating  such 
comparisons,  Mohs  selected  ten  well-known  minerals,  which  are 
enumerated  in  the  following  table,  each  succeeding  one  being 
harder  than  the  one  which  precedes  it ;  thus  arranged,  they  consti- 
tute what  he  terms  a  Scale  of  hardness,  which  has  been  generally 
adopted.  In  the  examples  selected,  each  mineral  is  scratched  by 
the  one  that  follows  it,  and  the  hardness  of  any  mineral  may  be 
determined  by  reference  to  the  types  thus  selected.  Thus,  suppose 
a  body  neither  to  scratch,  nor  to  be  scratched  by  fluor  spar,  its 
hardness  is  said  to  be  4 :  if  it  should  scratch  fluor  spar  but  not 
apatite,  its  hardness  is  between  4  and  5 ;  the  degrees  of  hardness 
being  numbered  from  i  to  10.  The  figures  on  the  right  indicate 
the  number  of  minerals  known  of  the  same,  or  approximatively 
the  same  degree  of  hardness,  as  the  substance  opposite  to  which 
they  stand: — 

Scale  of  Hardness  of  Minerals, 


I  Talc 23 

3  Compact  gypBunifOT  rook  salt      90 

3  Calcspar, (any cleavable variety)   71 

4  Flaorspar 53 

5  Apatite  (crystallized)     ...    43 


6  Felspar  (any  cleavable  variety)  26 

7  Limpid  quartz 26 

8  Topaz 5 

9  Sapphire,  or  corundiun    .     .  i 
10  Diamond i 


The  cause  of  the  varieties  of  hardness  observed  in  different 
bodies  is  not  well  understood.  Even  in  the  same  snbstance, 
trifling  variations  in  the  external  circumstances  to  which  the  body 
18  subjected  often  produce  extraordinary  differences  in  the  degree 
of  hardness  which  it  exhibits.  A  piece  of  steel  cooled  slowly  from 
a  red  heat  is  soft ;  it  may  be  cut  with  a  file ;  and  under  strong 
pressurCj  it  will  even  take  impressions  from  a  die ;  whilst  the  samo 
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piece  of  steely  if  heated  to  redness^  and  suddenly  cooled^  becomes 
as  brittle  as  glass^  and  nearly  as  hard  as  the  diamond. 

Brittleness  is  exhibited  by  bodies  the  particles  of  which  resist 
displacement  with  regard  to  each  other^  except  within  extremely 
narrow  limits.  It  is  generally  observed  in  hard  and  elastic  sub* 
stances. 

Malleability  and  ductility,  or  the  property  of  extending  under 
the  hammer,  and  of  fitness  for  drawing  into  wire,  are  the  very 
opposite  of  brittleness,  the  molecules  of  the  solid  admitting  of  very 
considerable  relative  displacement  without  losing  their  cohesion. 
These  modifications  of  cohesion  are  exhibited  only  by  the  metals^ 
and  by  a  few  only  of  them. 

(45)  Cohesion  of  Liquids. — In  liquids,  notwithstanding  the 
facility  with  which  their  particles  slide  one  over  the  other,  and  the 
unlimited  freedom  of  motion  of  each  molecule  within  the  mass  of 
liquid,  a  very  appreciable  amount  of  cohesion  still  exists,  and  is 
displayed  in  the  rounded  form  assumed  by  every  detached  drop. 
This  same  form  of  cohesion  is  also  beautifully  shown  in  the  case  of 
two  liquids  which  do  not  dissolve  each  other, but  which  have  precisely 
the  same  specific  gravity,  as  is  the  case  with  oil,  and  spirit  of  wine 
of  a  certain  degree  of  dilution :  if  a  little  oil  be  poured  into  such 
a  liquid,  it  remains  suspended  within  it  in  the  form  of  a  perfectly 
spherical  mass.  In  the  drops  of  dew  which  fringe  every  leaf  in  a 
fine  summer  morning,  we  have  an  admirable  natural  illustration  of 
this  fact.  A  striking  exemplification  of  cohesion  in  the  particles  of 
liquids  is  also  afibrded  by  blowing  a  large  soap-bubble  upon  the 
end  of  a  glass  tube :  upon  presenting  the  open  eud  of  the  tube  to 
a  lighted  taper,  whilst  the  bubble  is  still  attached  at  the  other  end, 
the  contraction  of  the  film  expels  the  air  with  sufficient  force  to 
extinguish  the  taper. 

The  researches  of  Donny  {Ann,  de  Chim.,  III.  xvi.  167)  have 
added  many  curious  facts  to  our  knowledge  of  the  cohesion  of 
liquids.     The  following  form  of  one  of  his  experiments  may  be 

cited  as  an  illustra- 
'   ^'_  tion: — ^A  tube,    a, 

fig.  23,  about  36 
inches  long  and  i 
inch  in  diameter,  is 
bent  at  its  middle 
to  an  angle  of  about 
60^ ;  it  is  sealed  at 
one  end,  and  filled 
with  distilled  watei;, 
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whicb^  when  the  tube  is  closed^  is  to  occupy  about  two-thirds  of  its 
capacity ;  the  water  is  thoroughly  boiled  for  an  hour^  and  the  tube 
is  then  hermetically  closed  whilst  boiling.  In  this  condition  the 
tube  contains  only  water  and  the  vapour  of  water.  After  it  has 
been  carefully  reversed,  as  at  a^  it  may  be  brought  into  the  posi- 
tion represented  at  b,  and  the  water  will  nevertheless  be  supported 
above  the  level  of  the  liquid  in  the  other  limb  by  adhesion  to  the 
surface  of  the  glass^  and  by  the  cohesion  among  its  own  particles. 
If  now  the  tube  be  inclined  in  such  a  manner  that  a  minute 
bubble  of  aqueous  vapour  is  made  to  pass  up  into  the  lull  limb, 
the  column  of  water^  having  its  continuity  broken  at  one  point, 
immediately  falls,  and  the  level  of  the  liquid  in  both  limbs  becomes 
the  same. 

Even  amongst  liquids,  considerable -differences  are  observed  in 
the  degree  in  which  the  cohesive  force  is  exhibited.  Limpid 
liquids  are  those  which,  like  ether  or  spirit  of  wine,  display  great 
mobility  of  their  particles :  bubbles  produced  in  such  liquids  by 
agitation,  quickly  rise  to  the  surface,  break  and  disappear.  In 
oil,  syrup,  and  gum-water,  the  particles  move  sluggishly ;  such 
liquids  are  termed  viscous.  The  viscosity  of  liquids  presents  a 
certain  analogy  with  the  malleability  of  solids.  In  a  few  in- 
stances, whilst  the  solid  is  melting  under  the  influence  of  heat, 
a  viscous  state  is  observed  intermediate  between  the  hardness  of 
solids  and  the  perfect  mobility  of  liquids.  Melted  sugar,  or 
barley-sugar,  is  a  case  in  point.  The  occurrence  of  viscosity,  as 
an  intermediate  state,  is  rare,  except  in  the  case  of  a  mixture  of 
two  substances,  one  of  which  melts  at  a  temperature  a  little 
higher  than  the  other.  Glass,  which  is  a  mixture  of  several 
silicates  of  different  degrees  of  fusibility,  offers  a  striking  example 
of  this  kind;  indeed  to  this  condition  it  owes  the  plastic  properties 
by  which  it  is  rendered  capable  of  adaptation  to  the  multifarious 
purposes  to  which  it  is  now  applied.  A  true  chemical  compound 
passes  at  once  from  the  solid  to  the  liquid  form,  as  when  ice,  for 
example,  by  fusion,  becomes  water.  A  few  of  the  simple  bodies, 
however,  present  some  remarkable  cases  of  the  occurrence  of 
▼iBCOsity  preceding  fusion ;  such,  for  instance,  as  phosphorus,  and 
those  metals  which,  like  iron  and  potassium,  admit  of  being 
'  welded,'  a  process  in  which  two  pieces  of  the  metal  are  united 
into  one  mass  by  hammering  or  pressing  them  together  whilst  they 
are  in  the  soft  condition  which  is  observed  before  fusion. 

(46)  All  analogy  leads  to  the  conclusion  that  cohesion  would 
be  entirely  destroyed  in  every  elementary  body  by  a  sufficient 
elevation  of  its  temperature ;  though  there  are  some  bodies  which 
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have  not  as  yet  been  liquefied,  and  many  which  have  not  been  con- 
verted into  vapour.  The  three  conditions  in  which  the  same 
chemical  compound  may  exist,  exemplified  by  ice,  water,  and 
steam,  according  to  the  degree  of  heat  to  which  it  is  exposed,  are 
shown  by  a  vast  number  of  other  bodies.  Gold  itself  has  been 
first  melted  and  then  volatilise  by  the  intense  heat  of  the  sun's 
rays  concentrated  by  a  burning  lens.  On  the  other  hand,  by  a  suf- 
ficient reduction  of  temperature,  united  with  a  certain  d^ree  of 
pressure,  a  number  of  gases  have  been  reduced,  first  to  a  liquid, 
and  several  even  to  the  solid  condition.  The  force  of  cohesion, 
like  that  of  heat,  is  therefore  universal.  If  the  repulsion  exerted 
by  heat  could  be  carried  sufficiently  far,  there  is  reason  to  believe, 
that  every  known  substance,  not  actually  decomposable  by  heat, 
might  appear  as  a  gas ;  and,  by  a  reduction  of  temperature  suf- 
ficient to  allow  cohesion  to  exert  its  sway,  every  known  gaseous 
substance  would  probably  exist  in  the  solid  state. 

In  gases,  cohesion  appears  to  be  entirely  overcome,  and  it  does 
not  exert  itself  sensibly,  except  in  cases  where  the  gas  is  approach- 
ing the  point  at  which,  by  pressure,  or  cold,  it  assumes  the  liquid, 
form  [Note,  §  26,  i8a). 

§  III.  Adhesion — diffusion  of  liquids  and  gases. 

(47)  Adhesion. — Analogous  to  cohesion,  or  the  power  which 
holds  similar  particles  together,  is  that  of  adhesion,  which  is  exerted 
between  the  particles  of  dissimilar  kinds  of  matter.  It  not  un- 
frequently  rises  high  enough  to  destroy  cohesion,  as  when  sugar  or 
salt  becomes  dissolved  in  water.  A  rod  of  glass  or  of  wood  dipped 
into  water  or  oil  comes  out  wetted  under  the  influence  of  this  force. 
It  is  exerted  between  different  bodies  with  very  different  degrees  of 
intensity,  as  may  be  illustrated  by  the  following  experiment : — 
take  two  glass  dishes,  sift  over  the  bottom  of  one,  a  layer  of  lyco- 
podium  or  of  finely  powdered  resin,  and  over  the  other  a  layer  of 
powdered  glass :  if  a  little  water  be  sprinkled  upon  each,  the  drops 
of  water  in  the  dish  of  resin  will  be  covered  by  a  thin  film  of  the 
powder,  and  when  the  dish  is  inclined  will  roll  about  like  shot,  the 
cohesion  of  the  particles  of  the  liquid  predominating  over  their 
adhesion  to  those  of  the  solid  :  whilst  on  the  powdered  glass,  from 
the  superior  adhesion  of  glass  to  water,  the  drops  sink  in  and  are 
absorbed. 

If  the  solid  is  wetted,  a  certain  preponderance  of  the  force  of 
adhesion  over  the  cohesion  of  the  particles  is  obviously  necessary ; 
for  if  the  cohesive  exceeds  the  adhesive  power^  as  when  glass  or 
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iron  is  plunged  into  mercury^  the  solid  is  not  wetted.  Extraneous 
circumstances^  however,  greatly  modify  the  exertion  of  this  force. 
If  a  film  of  air,  of  oil,  or  of  any  foreign  matter  be  difiiised  over 
the  surface  of  the  solid,  it  is  no  longer  the  surface  of  the  solid 
and  the  liquid  which  are  concerned,  but  the  liquid  and  the  surface 
of  air  or  of  oil  with  which  the  solid  is  covered.  A  clean  glass  is 
immediately  wetted  with  water,  but  if  the  slightest  film  of  grease 
exist  upon  its  surface,  the  water  runs  ofi^  almost  entirely. 

Adhesion  gives  rise  to  a  variety  of  important  phenomena ;  it 
is  mainly  concerned  in  the  production  of  capillary  action,  of 
solution,  and  of  the  diffusion  of  liquids ;  it  is  also  exerted  in 
osmosis,  and  less  directly  in  the  process  of  the  intermixture  and 
diffusion  of  gases.  In  this  chapter  some  remarks  will  therefore 
be  made  upon  each  of  these  subjects  in  succession.  Adhesion  is 
the  more  especially  worthy  of  attentive  study  by  the  chemist, 
because  in  its  manifestations  it  is  more  nearly  allied  than  any 
other  force  to  chemical  affinity. 

Adhesion  is  exerted  between  bodies  of  all  kinds,  and  when 
it  occurs  between  solids,  it  is  the  principal  cause  of  that  resistauce 
to  motion  which  is  termed  friction.  As  a  general  rule,  friction 
is  greater  between  similar  kinds  of  matter,  less  between  those  which 
differ  in  nature.  An  iron  axle  moving  in  an  iron  socket  expe- 
riences  under  similar  circumstances  a  greater  amount  of  friction 
than  if  revolving  in  a  brass  socket ;  and  the  interposition  of  a  sub- 
stance like  plumbago  or  grease,  the  particles  of  which  have  but 
very  little  cohesion,  is  a  familiar  mode  of  reducing  the  amount  of 
friction  in  machinery. 

Few  substances  admit  of  a  greater  variety  of  useful  applications 
firom  their  faculty  of  adhesion  tham  caoutchouc;  its  perfect 
adhesion  to  glass  adapts  it  admirably  for  stoppers,  and  enables  the 
chemist  to  employ  it  for  air-tight  and  flexible  joints.  This  pro- 
perty of  adhesion  to  the  bodies  which  it  touches,  further  fits  it  for 
bands  for  driving  machinery,  and  for  numberless  other  purposes. 
One  of  its  most  ingenious  applications  is  to  the  manufacture  of 
the  cards  employed  in  the  carding  of  cotton,  preparatory  to  spin- 
ning it  into  thread  :  these  cards  consist  essentially  of  a  wire  brush 
with  a  flexible  back ;  they  were  formerly  made  of  a  strip  of  leather, 
through  which  the  wire  teeth  were  passed  3  the  holes,  however, 
which  allowed  the  passage  of  the  wire,  speedily  became  enlarged 
and  conical,  from  the  strain  on  the  bristles  or  wires  during  use, 
and  the  card  ere  long  was  unfit  for  its  office.  By  making  the 
flexible  back  of  two  pieces  of  woven  fabric  with  a  layer  of  caout- 
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chouc  between  them,  however,  this  difficulty  is  now  entirely 
obviated ;  the  caoutchouc  adheres  to  the  wire  and  follows  it  when 
deflected,  whilst  by  its  elasticity,  it,  as  soon  as  the  drag  upon  the 
wire  ceases,  restores  each  wire  to  its  right  position. 

(48)  Cements. — The  entire  value  of  cements  depends  upon  the 
operation  of  the  force  of  adhesion  ;  and  in  the  variety  of  cements 
rendered  necessary  by  the  variety  of  materials  to  be  united,  we 
have  additional  proof  that  adhesion  is  exerted  between  different 
kinds  of  matter  with  very  varying  degrees  of  force.  Glue  or  gum 
may  be  used  for  joining  pieces  of  pasteboard  or  wood,  while  it 
totally  fails  as  a  cement  for  glass  or  china,  either  of  which  needs 
some  resinous  material  to  unite  its  fragments ;  whilst  for  the  union 
of  marble,  stone,  or  brickwork  with  each  other,  the  use  of  mortar 
or  some  calcareous  cement  is  required.  The  thinner  the  layer  of 
cement,  the  more  perfectly  does  it  perform  its  task,  as  it  more 
rapidly  and  completely  adapts  itself  to  changes  of  temperature, 
which,  by  causing  it  to  expand  unequally,  would,  if  a  thick  mass 
were  used,  destroy  the  cohesion  of  its  own  particles. 

Cements  of  various  kinds  are  in  continual  requisition  in  the 
laboratory.  Well  boiled  paste  applied  on  thin  paper  forms  an 
excellent  covering  for  corks  and  other  joints  which  are  liable  to 
be  porous ;  it  must  be  allowed  to  become  nearly  dry  before  it  is 
used.  Plaster  of  Paris  made  into  a  paste,  not  too  stiff,  may  often  be 
used ;  when  dry  it  may  be  washed  over  with  oil  to  make  it  air- 
tight. Strips  of  well  soaked  bladder  may  sometimes  be  employed 
advantageously ;  they  form  a  firm  joint  when  dry :  but  for  most 
purposes  where  a  temporary  joint  only  is  required,  nothing  is  so 
convenient  as  a  strip  of  sheet  caoutchouc  softened  at  the  fire,  and 
bound  round  the  parts  to  be  connected ;  when  softened  thus,  it 
usually  adheres  perfectly  without  even  requiring  to  be  tied. 
When  the  joint  is  intended  to  be  permanent,  as,  for  example,  when 
a  brass  cap  is  to  be  attached  to  the  neck  of  an  air-jar,  a  resinous 
cement  consisting  of  5  parts  of  resin,  i  of  yellow  wax,  and  i  of 
finely  powdered  Venetian  red,  forms  a  convenient  mixture  :  the 
resin  and  wax  are  melted  together  and  incorporated  with  the 
Venetian  red  by  stirring.  Before  applying  it,  both  the  glass  and 
the  metallic  cap  which  are  to  be  connected  together  must  be  warmed 
just  sufficiently  to  melt  the  cement.  When  the  joints  are  required 
to  resist  a  considerable  pressure  without  leaking,  a  mixture  of 
equal  parts  of  red  and  white  lead  ground  into  a  paste  with  linseed 
oil,  worked  up  with  fibres  of  tow,  and  packed  tightly  into  the 
joiut,  sets  firmly,  and  is  not. liable  to  crack. 
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It  not  nnfreqiietitly  happens  that  the  force  of  adhesion  between 
a  oemeot  and  the  bodies  which  it  unites,  surpasses  the  cohesion  of 
the  particles  which  compose  the  bodies  themselves:  from  this 
cause  we  often  see  a  film  of  wood  split  off,  adhering  to  the  surface 
of  the  gloe,  when  a  fracture  occurs  near  cue  of  these  joinings. 
The  feat  of  splitting  a  bank  note  into  tno  laminse,  which  excited 
so  mnch  astonishment,  was  accomplished  by  cementing  it  firmly 
between  two  flat  sur&ces,  and  afWwards  separating  them ;  the 
cohesion  of  the  paper  being  feebler  than  the  adhesion  to  the 
cement,  the  paper  was  split  through  the  middle.  This  method  of 
splitting  paper  had,  however,  been  long  known  to  the  buhl  cutter 
and  in^y[^. 

(49)  Capillary  Action. — ^The  existence  of  adhesion  between 
Bolida  and  liquids  is  so  well  known  as  to  need  no  further  illustra- 
tion ;  but  it  produces  many  very  important  results,  some  of  which 
most  be  noticed. 

It  is  to  the  adjustment  of  the  forces  of  adhesion  and  cohesion 
between  solids  and  hqnide  under  the  simultaneous  influence  of 
gravity,  that  the  important  phenomenon  called  capillary  attraction 
is  due.  If  a  perfectly  clean  glass  tube,  with  a  fine  bore,  and  open 
at  both  ends,  be  plunged  into  water,  or  into  any  liquid  capable  of 
wetting  it,  the  liquid  will  be  found  to  rise  in  the  tube  considerably 
above  the  level  of  its  surface  in  the  vessel;  and  the  finer  the  tube 
the  higher  does  the  liquid  rise.  The  surface  of  the  liquid  will 
also  be  seen  where  it  approaches  the  outside  of  the  tube,  or  the  side 
of  the  vessel  con- 
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taining  it,  to  stand 
above  the  general 
leveL  (fig.  24  A.) 
The  phcDomeuon 
may  also  be  exa- 
mined by  placing 
vertically  in  a  shal- 
low vessel  contain- 
ing a  little  coloured 
liquid, '  two  plates 
of  glass  with  parallel  faces,  which  are  in  contact  by  two  of 
their  vertical  edges,  and  slightly  separated  at  the  opposite  eilges. 
The  liquid  will  rise  between  the  glass  plates,  the  height  of  the 
ctdomn  being  inversely  as  its  distance  from  the  angle  of  contact 
between  the  plates.  The  upper  boundary  of  the  liquid  will  con- 
leqoeatljr  deacribe  a  hyperbolic  curve  {&g.  24  a).     The  cause  of 
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Fig,  25.  glass    the    determination    should 

always  be  made  from  the  bottom 
of  the  curve.  The  lines  a  a,  b  b, 
fig.  25,  indicate  the  points  in  the 
two  cases. 

(52)  Capillary  action  plays  an 
important  part  in  the  operations 
of  nature,  and  in  a  variety  of 
ways  has  been  rendered  subservient 
to  the  wants  of  man.  A  familiar  illustration  of  its  employment  is 
seen  in  the  wicks  of  lamps  and  candles,  which  being  composed  of  a 
bundle  of  fibrous  materials,  furnish  hair-like  channels  by  which  the 
oil  or  melted  combustible  is  elevated  to  the  flame,  and  supplied  as 
fast  as  it  is  consumed.  CapUlary  action  influences  the  circulation 
of  the  liquids  in  the  porous  tissues  of  organized  beings,  and  it  is 
the  principal  mode  in  which  water,  with  the  various  substances 
which  it  holds  in  solution,  is  supplied  to  the  roots  of  growing 
plants.  By  its  means,  during  the  droughts  of  summer,  firesh  sup- 
plies of  moisture  are  raised  towards  the  surface,  for  the  mainte« 
nance  of  vegetable  life ;  and  in  the  same  way,  when  during  winter 
the  surface  is  hard  bound  by  a  long  dry  frost,  water  is  constantly 
finding  its  way  firom  beneath,  is  solidified  upon  the  surface,  and  re- 
mains stored  up  until  a  thaw  ensues ;  when  this  occurs,  the  accu- 
mulated moisture  mellows  the  soil  and  produces  the  well-known 
sof):  and  plashy  state  of  the  ground  which  follows  long-continued 
frosts,  and  which  extends  deeper,  the  longer  the  duration  of  the 
freezing  temperature,  although  neither  snow  nor  rain  may  have 
fallen. 

A  curious  illustration  of  the  action  of  the  combined  forces  of 
cohesion  and  adhesion,  in  overcoming  the  force  of  gravity,  is 
afibrded  by  the  following  experiment : — Procure  a  small  cylinder 
of  fine  copper  wire-gauze,  about  3  inches  high  and  2  inches  wide, 
closed  also  above  and  below  with  the  same  material,  and  furnished 
with  a  stout  wire  to  serve  as  a  handle :  plunge  it  nnder  water ; 
considerable  difGlculty  will  be  experienced  in  expelling  the  air,  owing 
to  the  formation  of  a  film  of  moisture  over  its  surface,  which  by 
the  cohesion  of  the  liquid  particles  composing  it  and  by  its  adhesion 
to  the  wire  gauze,  prevents  the  escape  of  the  air ;  when  about  half 
filled  with  water,  lift  the  cylinder  out  of  the  liquid,  the  liquid  will 
be  securely  retained :  water  may  even  be  allowed  to  fall  in  a  gentle 
stream  upon  the  top  of  the  gauze,  when  it  will  pass  through  and 
run  out  below,  without,  however,  afiecting  the  quantity  of  liquid, 
within ;  but  by  giving  the  handle  a  slight  jerk,  the  film  of  liquid 
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which  sc^ported  ^e  pressure  of  the  atmosphere  will  be  bvoken^ 
and  the  water  will  then  imniiediately  escape. 

(55)  If^btmee  of  Swrfaee  on  Adhesion^ — As  adbesm  takes 
place  solelj  between  the  sur£Eu;es  of  bodies,  it  is  evident  that  any 
cireurastsQce  wMck  incieasesr  the  extent  <A  that  surface  ttiust 
materiaUy  facilitate  the  exertion  of  this  force.  Minate  subdivision^ 
by  thus  tncveasing  the  eitent  of  surfaee,  greatly  exalts  the  effect 
of  adheaioQ : — Ibr  exantple,  a  cube  of  i  inch  in  the  side  exposes'  a 
sorhoe  of  6  sqtiare  indies^  ue.^  there  i»  a  square  inch  upon  each 
of  its  6  faces ;  if  this  ctibe  be  subdivided  into  a  number  of  smaller 
cubed,  each  of  which  is  only  -rh^  of  an  ineh  in  the  side,  it  would 
fumisb  i,0B0O,ooo/)oo  of  these  minute  cubesi  Now  as  each  little 
cube  haa  6  sides,  the  sar£su;e  which  it  will  expose  is  vj>^ygot,,o  of  a 
square  ioeh,  or  1,000,000  of  them  will  expose  6  square  inches; 
that  is,  aa  much  sur&ce  as  a  sdidl  cube  of  an  ineh  in  the  side : 
the  1,000,000,000  cubes  will  consequently  expose  1000  times  aa 
great  a  sur&c^  or  upwards  of  41*6  square  feet«  The  force  of 
adhesion,  therefore,  by  suck  a  subdivision,  should  be  increased 
soBiewturt  in  this  proportion.. 

The  influence  of  this  kind  of  sulxfivision  in  exalting  the  effect 
of  adheaioa  is  strikingly  exhibited  in  the  case  of  charcoal.  The 
structure  of  the  wood  from  which  the  cbarooat  is  procured  is  eel^ 
lular :  wiien  heated  in  vessels  from  which  air  is  exduded,  the  vola- 
tile cooatituenta  of  the  wood  are  expelled ;  and  the  charcoal,  which 
docs  not  fos^  remains  bdiind  in  a  very  porous  condition,  retaining 
the  form  of  the  wood  which  furnished  it.  Mitscherlidi  calculates 
that  a  cable  inch  of  box-wood  exposes  a  surface  of  not  less  than 
75  square  feet  on  the  erik  of  which  it  is  formed. 

Adhesion  occurs  between  charcoal  and  other  bodies,  with 
degrees  of  force  that  vary  very  much.  For  the  colouring  matters 
of  vegetable  and  animal  origin  this  adhesion  is  extremely  energetic; 
so  that  if  these  bodies  be  dissolved  in  any  liquid  asid  agitated)  with 
charcoal,  neariy  the  whole  of  the  colouring  matter  will  be  retained 
by  the  charcoal,  and  on  separating^  the  latter  by  filtration,  the 
Uquid  will  run  through  colouriessv  Ordinary  vinegar,  and  port- 
wine  may  thus  be  obtained  in  a  colourless  condition.  Advantage 
ia  taken:  of  fhia  &et  in  the  refining  of  sugar;  in  which  process  the 
symps  are  deprived  of  colour  by  fikratien  through  a  column  of 
cfiutfooat  12  or  15  feet  in  thickness.  The  speeies  of  charcoal 
iriiidi  ia  most  extensively  employed  for  this*  purpose  is^  Ibat 
obtained^  by  Immiagrbonea  is  dosed  veaads ;  and  it  ia  hence  termed 
iaae  hkmk,  or  twry  blacky  or  fireqnetttly  animal  eharcoal.  The 
ehaieoal  ia  in  thia  caae  in  a  state  of  extreme  subdiriaion ;  it  does 
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not  constitute  above  a  tenth  or  a  twelfth  of  the  weight  of  the  mass; 
the  remainder  consists  of  earthy  matters,  chiefly  phosphate  and 
carbonate  of  lime.  When  bone  black  has  been  used  for  filtering 
liquids^  and  has  ceased  to  take  up  any  more  colouring  matter,  it 
is  thrown  aside  and  allowed  to  ferment :  if  then  it  be  well  washed, 
and  re-burned,  it  may  be  used  again  with  nearly  equal  effect. 
Other  animal  matters,  especially  dried  blood,  furnish,  when  cal- 
cined and  well  washed,  a  charcoal  which  is  still  more  efficacious. 
The  addition  of  carbonate  of  potash  to  the  mass  before  calcination, 
still  further  increases  the  decolorizing  power. 

Many  other  matters  besides  those  possessed  of  colouring  pro- 
perties have  likewise  this  peculiarity  of  adhering  strongly  to  char- 
coal. Graham  has  shown  that  metallic  oxides  in  solution  in  potash 
or  ammonia,  arsenious  acid  in  water,  and  bodies  generally  of  feeble 
solubility,  possess  this  property ;  a  variety  of  vegetable  matters, 
and  especially  the  bitter  principles,  are  thus  affected.  If  porter 
be  agitated  with  charcoal  and  filtered,  it  will  not  only  be  deprived 
of  colour,  but  also  of  much  of  its  bitterness.  It  was  formerly  the 
practice,  ailber  the  active  principles  of  medicinal  plants  had  been 
separated  from  the  woody  fibre  and  most  of  the  extraneous  matters 
with  which  they  are  associated,  to  firee  them  from  the  colouring 
matters  with  which  they  were  contaminated,  by  digestion  with 
animal  charcoal;  so  large  a  proportion  of  the  active  principles 
themselves,  however,  was  found  to  be  retained  by  the  charcoal, 
that  the  plan  was  abandoned.  In  consequence  of  this  property, 
animal  charcoal  has  been  administered  with  good  effect  in  some 
instances  of  poisoning  with  vegetable  matters :  in  such  cases  it  can 
never  be  unsafe,  and  may  often  be  of  great  value.  I  have  found 
that  very  dilute  aqueous  solutions  of  salts  of  lead  are  decomposed 
by  filtration  through  a  column  of  animal  charcoal :  the  nitrate,  the 
acetate,  and  the  chloride  of  lead  part  with  their  metallic  base  which 
is  retained  by  the  charcoal,  probably  as  a  subsalt ;  whilst  &ee  nitric, 
acetic,  or  hydrochloric  acid  is  found  in  the  filtered  liquid. 

Many  finely  divided  substances  besides  charcoal,  such  as 
hydrated  oxide  of  iron  and  alumina,  hydrated  sulphide  of  antimony, 
hydrated  phosphate  of  lime,  as  well  as  iodide  and  sulphide  of  lead, 
when  freshly  precipitated,  also  exert  powerful  decolorizing  actions. 
The  decolorizing  power  varies  for  each  substance  with  the  nature 
of  the  colouring  principle:  thus  tincture  of  litmus  yields  its 
colouring  matter  more  readily  to  phosphate  of  lime,  and  to 
hydrated  oxide  of  iron,  than  it  does  to  animal  charcoal  freed  from 
phosphate  of  lime  by  the  action  of  acids.  On  the  other  hand,  the 
colouring  matter  of  red  wine  and  of  molasses  is  more  readily 
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absorbed  by  animal  charcoal  than  it  is  by  hydrated  phosphate  of 
lime,  or  oxide  of  iron  (Filhol,  Ann.  de  Chimie,  III.  xxxv.  ao8). 

(54)  Solution.  —  Adhesion  is  frequently  manifested  between 
solids  and  liquids  with  sufficient  force  to  overcome  the  power  of 
cohesion,  and  the  substance  is  then  said  to  become  dissolved,  or  to 
undergo  solution.  In  this  manner  sugar  or  salt  is  dissolved  by 
water,  camphor  or  rosin  by  spirit  of  wine,  lead  or  silver  by  mer- 
cury. Anything  that  weakens  the  force  of  cohesion  in  the  solid 
favours  solution.  Thus,  if  the  substance  be  powdered,  it  becomes 
dissolved  more  quickly,  both  from  the  larger  extent  of  surface 
which  it  exposes,  and  from  the  partial  destruction  of  cohesion.  In 
the  same  way,  heat,  by  increasing  the  distance  between  the  par« 
tides  of  the  solid,  lessens  its  cohesion,  and  probably  thus  contri- 
butes so  powerfully  to  assist  in  producing  solution.  If  a  solid 
body  be  introduced  in  successive  portions  into  a  quantity  of  a 
liquid  capable  of  dissolving  it,  the  first  portions  disappear  rapidly, 
and  as  each  succeeding  quantity  is  added,  it  is  dissolved  more 
slowly,  until  at  length  a  point  is  reached  at  which  it  is  no  longer 
dissolved.  When  this  occurs,  the  force  of  cohesion  balances  that 
of  adhesion,  and  the  liquid  is  said  to  be  saturated.  It  is  impor- 
tant to  remark,  that  in  cases  of  simple  solution,  the  properties  both 
of  the  solid  and  of  the  liquid  are  retained.  Syrup,  for  instance, 
retains  the  sweetness  of  the  sugar  and  the  liquid  form  of  water. 
So,  when  camphor  is  dissolved  in  spirit  of  wine,  the  resulting  tinc- 
ture partakes  of  the  properties  of  both,  having  the  smell  and  taste 
both  of  camphor  and  of  spirit.  Solution  is,  in  this  respect,  distin- 
guished broadly  from  those  cases  in  which  a  solid  disappears  under 
the  influence  of  a  liquid  owing  to  the  exertion  of  a  chemical  force 
between  the  particles  of  the  two  bodies ;  as  when  copper  is  dis- 
solved by  nitric  acid,  or  iron  by  sulphuric  acid.  Solution  usually 
occurs  more  readily  when  the  solvent  and  the  body  dissolved  pre- 
sent some  general  resemblance  in  properties :  thus,  mercury  dis- 
solves many  of  the  metals,  alcohol  dissolves  resins,  oils  dissolve 
fsttty  bodies  and  each  other.  In  cases  of  chemical  action,  on  the 
other  hand,  that  action  is  most  energetic  between  bodies  the  pro- 
perties of  which  are  most  widely  different ;  the  metals,  for  example, 
are  dissolved  by  acids,  oils  by  the  alkalies,  and  silica,  if  melted 
with  potash  or  soda,  becomes  soluble  in  water;  The  extent  to 
which  different  solids  are  dissolved  by  the  same  liquid  varies  almost 
indefinitely.  In  water  sulphate  of  baryta  is  almost  absolutely  in- 
86luble ;  sulphate  of  lime  or  gypsum  is  soluble  in  the  proportion 
of  about  I  part  in  700  of  water ;  sulphate  of  potash  in  about 
I  part  in  16 ;  while  sulphate  of  magnesia  may  be  dissolved  to  the 
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extent  of  %  parta  of  the  Grystals  in  3  of  water.  It  should  be  ob« 
served  that  wator,  after  it  has  been  saturated  with  one  salt^  wiB 
still  oontimie  fireelj*  to  dissolTe  otbera. 

Many  substances  in  which  the  cohesion  amongst  their  particles 
is  weak  are  extensiyely  soluble  in  water^  thofogh  they  have  bnt  little 
adhesion  to  it.  Soch  substances  will  often  be  displaced  hy  adding 
a  solution  of  another  body  which  adheres  siore  strongly  to  water. 
PnMsian  Uue,  for  example,  is  dissolved  by  distilled  water  which 
has  been  acidulated  with  oxalic  add ;  but  it  is  precipitated  by 
adding  a  solution  of  common  salt,  or  of  sulphate  of  soda;,  and 
leaves  a  dear  colourless  liquid  above  it  as  the  blue  compound  sulv 
sides  on  standing. 

Ahhoagh  in  the  msjority  of  instances  the  solubility  of  a  sub- 
stance is  incresjBcd  hj  heat,  it  ia  not  nniformly  so.  Lime  and 
several  of  its  salts  offer  remarkable  exceptions.  Water,  just  above 
the  freezing  point,  dissolves  nearly  twice  aa  much  lime  as  it  does 
when  boiling ;  so  that  if  water,  saturated  with  lime  in  the  cold,  be 
heated,  it  becomes  milky,  and  recovers  its  transparency  as  it  coob. 
Sulphate  of  lime  is  also  slightly  more  sohible  in  water  at  about 
100^  F.  than  it  is  in  boilii^  water.  A  compound  of  lime  and  watgHr, 
very  soluble  in  cold  water,  ia  sqmrated  from  the  solution  almost 
completdy,  if  heated  to  boiling.  But  the  most  remarkable  case 
of  the  kind  occurs  in  sulphate  of  soda :  this  salt  (the  Glsnber^  salt 
of  commerce)  when,  crystallized  requires  about  ro  times  its  weight 
of  ice-cold  water  for  solution,  and  its  solubility  increases  rapidly 
as  the  temperature  rises,  until  it  reaches  91^  F.:  from  this  point 
until  the  solution  boils,  the  solubility  decreases ;  so  that,  when  a 
portion  of  the  liquid  saturated  at  91^,  is  heated  more  strongly 
without  allowing  the  water  to  evaporate,  hard  gritty  crystals  are 
deposited,  and  the  liquid  when  it  boils  retains  only  about  *  of  the 
quantity  which  was  dissolved  at  91^.  Seleniate  of  soda  eihibita  the 
same  peculiarity ;  so  also  does  sulphate  of  iron,  although  in  a  less 
degree.  These  anomaloua  results  may  be  partly  explained  by  the 
eonsideratian,  that  heat  diminishes  the  force  of  adhesion  as  weU 
as  that  of  cohesion :  generally  speaking,  cohesion  is  the  more  ra» 
pidly  diminished  of  the  two,  although  not  miiformly  so ;  and  in 
the  ctties  of  which  we  are  now  speaking,  it  would  appear  that  the 
adhesive  force  decreases  in  a.  greater  ratio  than  the  cohesion  of  the 
saline  particles.  An  important  observation  in  relation  to  tlna  subject 
has  been,  made  upon  the  composition  of  the  salts  just  mentioned, 
which  have  been  found  to  undergo  a  change  at  a  temperatove 
bdoiw  that  of  bdlung  water:  at  the  teB^>evature  of  the  air,  these 
salts  contain  a  certain  quantity  of  watev^  kaown  as  toaier  cyf  oyt- 
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ialHzaiion :  but  this  WBter  is  eitker  irhoily  or  partially  expeUed 
from  tbe  crystals  at  a  lioiHiig  best.  Hie  hard  crystds  of  sulphate 
of  soda  which  are  deposited  during  the  heating  of  the  aii;urated 
ecdution  contain  no  water.  The  supersaturatioii  of  saline  solutians 
has  been  made  the  subject  of  an  elaborate  series  of  lescardies  bjr 
Lowel.  In  the  course  of  these  inquiries^  it  appeared  that  in  manj 
instances  a  salt  which  ordinarily  eryst^ixes  wifli  a  iaige  piopor* 
tion  of  water  may  be  obtained  in  two  or  more  difBereut  crystalline 
fomts^  in  each  of  which  it  is  generally  united  with  a  different 
quantity  of  water  of  crystallisation.  Sulphate  of  soda,  for  example, 
may  be  obtained  in  three  different  forms — vis.,  the  anhydrous  salt, 
(NaO,  SO,),  a  hydrate  with  7  HO,  and  a  hydrate  with  10  HO. 
Each  of  these  Tarieties  has  its  specific  solubility^  which  differs  from 
the  solubility  of  the  other  rarieties  of  the  same  salt  (488).  It  is, 
therefore,  possible  to  have  two  or  more  solutions  of  the  same  salt 
at  the  same  temperature,  each  of  which  shall  be  saturated,  aud  yet 
each  ai  whidi  shall  contain,  in  equal  weights,  different  quantities 
of  the  salt,  when  reduced  to  its  anhydrous  eondition — theiteriation 
depending  upon  diffiBrenoes  in  the  moleeular  constitotimi  of  the 
salt.  Carbonate  of  soda,  again,  crystallizes  in  two  diiRsniait  forms, 
each  of  which,  singular  to  say,  contains  7  HO ;  but  Hie  solubility 
of  these  two  varieties  is  diffisrent  (491) ;  and  a  similar  obaerva* 
tioa  has  been  made  in  the  case  of  sulphate  of  magnesia. 

J)\ffuium  of  Liquids. 

(55)  Adhesion  bdwten  Liquids. — In  the  majority  of  instances 
adhesion  between  dissimilar  liquids  is  very  perfect ;  and,  firom  the 
compfete  mobility  of  the  partides,  Ihe  two  liquids  become  perfectly 
incorporated.  A  drop  of  alcohol  or  of  oil  of  vitriol  may  be  perfectly 
mixed  with  a  quart  or  any  other  quantity  of  water ;  or  a  drop  of 
wate^  with  a  quart  of  a^hol  or  of  oil  of  vitriol.  There  are  in- 
atanoes,  however;  in  which  this  perfect  solution  does  not  take 
place :  the  cdiesion  of  the  particles  of  the  two  liquids  may,  at  a 
certain  p<»nt,  balance  their  adhesion  for  each  other,  and  fliej  will 
beoonie  mutually  saturated.  For  this  reason  when  ether  is  iidxed 
with  water  by  agitation,  the  greater  part  will  separate  on  allowing 
the  mixture  to  repose :  the  ether  will  have  dissolved  -|-  or  -|i^  of  its 
bulk  of  water,  and  tbe  water  will  have  taken  up  about  an  equal 
pn^MXtion  of  ether.  In  a  similar  way  the  essential  oils  are  soluble 
only  to  a  very  small  extent  in  water ;  oil  of  peppermint,  for  in- 
atance^  if  agitated  with  water,  and  then  left  to  rest,  will,  fior  the 
UMMt  party  separate,  althoagh  a  sufficient  quantity  will  have  been 
dusolvnd  to  ooinmunioate  the  flavour  and  odour  of  the  essence  to 


70 


DirruetoM  or  iiquids. 


[O.  16. 


the  water.     In  other  inatances,  the  separation  of  the  two  liquidi, 
as  when  oil  and  water  are  mingled,  appears  to  be  complete. 

When  chloroform  is  dropped  into  distilled  water  it  graduallj 
sinks,  and  the  drops  preserve  their  rounded  outline  :  but  if  a  drop 
or  two  of  an  alkaline  solution  be  added,  the  surface  of  the  chloro- 
form becomes  flattened ;  and  it  resumes  its  rounded  character  on 
again  adding  a  few  drops  of  an  acid.  This  experiment  shows 
what  slight  circumstances  may  modify  the  cohesive  powers  of  a 
liquid,  and  its  degree  of  adhesion  to  others ;  the  adhesion  of  water 
to  chloroform  beiag  increased  by  the  addition  of  an  alkali,  and 
being  again  diminished  by  neutralizing  the  alkali. 

(56}  Diffution  oflAguids. — If  two  liquids  sus- 
ceptible of  permanent  admixture  with  each  other, 
but  of  difierent  densities,  be  placed  in  the  same 
vessel,  they  will  gradually  become  intermixed : — 
thus,  if  a  tall  jar  he  filled  for  about  two-thirds  of 
its  capacity,  with  the  blue  infusion  of  litmus,  and, 
by  means  of  a  long  funnel,  as  shown  in  fig.  26,  a 
quantity  of  oil  of  vitriol  be  cautiously  poured  in, 
BO  as  to  occupy  the  lower  portion  of  the  jar,  it 
will  be  found,  after  the  lapse  of  two  or  three  days, 
that  the  acid  has  become   diSiised  through  the 
liquid,  which  will  consequently  have  assumed  a  ni 
f  colour  throughout.     If  watched  at  intervals,  the 
progress  of  the  mixture  may  be  traced  by   the 
gradual  change  of  colour  from  below  upwards. 
Graham  in  bis  researches  upon  this  subject  employed  a  reiy 
simple  apparatus  (fig.   37),  for  measuring  the 
rate  at  which  this  diffusion  takes  place.     His 
experiments  were  performed   principally  upon 
solutions  of  saline  bodies,  which  were  allowed 
to  diffuse  into  water.     A  nuAber  of  small  jars, 
of  equal  capacity  (about  4  02.  each),  were  pre- 
pared, with  the  necks  ground  to  an  uniform 
aperture  of  1-24  inches  in  diameter;  into  these 
jars  the  trial  solutions  were  poured,  to  within 
half  an  inch  of  the  top ;  the  jars  were  then 
filled  up  with  pure  water.     Thus  charged,  each 
jar  was  closed  by  a  glass  plate,  and   placed 
in  a  cylindrical  vessel  containing  about  20  os. 
of  distilled  water,  the  mouth  of  the   solution  jar  being  at  least 
one  inch  below  the  surface  of  the  water  in  the  exterior  vessel. 
The  glass  plate  was  then  cautioasly  removed.     The  apparatus  was 
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afterwards  set  aside  in  an  undisturbed  place,  and  maintained  at  a 
steady  temperature  for  several  days.  After  a  sufficient  lapse  of 
time,  tlie  mouth  of  the  solution  jar  was  again  closed  with  a  plate 
of  glass,  and  the  vessel  withdrawn  from  the  large  jar.  The  water 
in  the  outer  jar  was  evaporated,  and  the  salt  that  had  passed  into 
it  was  easily  determined  by  weight.     {Phil.  JVaiw.,  1850.) 

(57)  From  these  experiments  several  important  conclusions 
have  been  deduced : — 

1.  It  is  found  that  by  employing  solutions  of  the  same  sub* 
stance,  but  of  diflferent  degrees  of  strength,  the  quantities  of  the 
substance  diffused  in  equal  times  are,  C(eieris  paribus,  proportioned 
to  the  quantity  in  the  solution.  For  example,  four  different  solu- 
tions of  common  salt,  in  water,  were  prepared,  containing  respec- 
tively 1,  2,  3,  and  4  parts  of  salt  to  100  parts  of  water.  In  eight 
days'  time  the  quantities  diffused  were,  in  the  first  solution, 
2*78  grains ;  in  the  second,  5*^54  grains,  or  just  double  the  amount ; 
in  the  third,  8*37  grains,  or  three  times  the  quantity ;  and  in  the 
fourth,  I  I'll  grains,  or  almost  exactly  four  times  the  amount  dif- 
fused from  the  first  solution. 

2.  No  direct  relation  is  observable  between  the  specific  gravity 
of  a  solution  and  its  diffusibility,  but  the  quantities  of  the  sub- 
stance diffused  from  solutions  containing  equal  weights  of  different 
bodies  vary  with  the  nature  of  the  substance,  as  will  be  seen  by 
reference  to  the  following  table.  The  solutions  in  each  case  con- 
tained 20  parts  of  the  solid,  dissolved  in  100  parts  of  water,  and 
were  exposed  for  eight  days  at  a  temperature  of  60^'^. 

Diffusibility  of  Solids  in  Solution. 


Babfteoeet  lued. 


Chloride  of  Sodium  . 
Sulphate  of  Magnesia 
Nitrate  of  Soda  .  . 
Oa  of  Vitriol  .  .  . 
Sugar  Candy  .  .  . 
Barley  Sugar  .  .  . 
Starcsn  Sugar  .  .  . 
Treacle  (of  Cane  Sugar) 
Gum  Arabic  .  .  . 
Albumen     .... 


8p.gr.  of  aolntion 

Weiffht  in  snini 

1-1265 

5868 

1-185 

27*42 

1*130 

5i'5^ 

IIO8 

69*32 

1070 

2674 

I  •066 

26*21 

i'o6i 

2694 

1*069 

3355 

I '060 

13*34 

1053 

308 

The  extreme  slowness  with  which  albumen  becomes  diffused  is 
remarkable,  and  is  no  doubt  connected  with  its  functions  in  the 
animal  system,  where  it  is  present  so  abundantly  in  the  serum  of 
the  blood  and  in  other  important  liquids. 

On  comparing  together  the  times  in  which  different  substances 
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are  difiuaed  in  eqiml  quasitities^  9ome  rmmkaiAid  iMuneiical  lekk 
iioM  vere  obsonred,  ft»d  a  clote  panJlelism  was  obscsrved  to  hold 
beetweieu  tfce  ftbeoomfiiia  of  liquid  diffiMioa  and  those  whiob  Aceoai- 
IMU17  the  diflfiuioii  of  gases  (64). 

It  has  been  fbaod  that  edioe  subataiM^ea  xoajr  be  airaoged  in 
groups^  the  .members  of  each  group  being  equi*di£i«iv€^  aod  the 
rates  of  diffusion  in  each  group  being  connected  with  the  rate  of 
diffusion  of  the  other  groups  by  a  simple  numerical  -reiauon.  Iso^ 
jeaorphous  Mks,  that  xs^  aalts  which  cryBtallice  in  the  same  form 
and  irhidii  have  an  andk)gous  chemical  composition^  have  generally 
equal  i*ates  of  diffusion.  The  relations  of  the  most  important  of 
these  equi-difiuaive  groups  may  be  pcMnted  out,  as  fidlowa ; — 

The  first  group  contains  hydrochlorici  hydriodici  and  hydro- 
bromie  acids ;  perhaps  also  nitric  acid.  These  acids  are  the  nM)6t 
diffusible  aubstanees  Jcnown.  The  second  group  contains  hydrate 
of  potash,  and  probably  ammonia.  The  third  group,  nitrate  of 
potash,  nitrate  of  ammonia,  chloride,  bromide  and  iodide  of  potas- 
sium, muriate  of  ammonia,  and  chlorate  of  potash.  The  fourth, 
nitrate  of  soda,  and  chloride,  bromide  and  iodide  of  sodium.  The 
fiAh^  sulphate  of  potash,  carbonate  of  potash,  sulphate  of  ammonia, 
jBod  ferrocyanide  of  potassium ;  probably  also  chromate  and  biohpo* 
rnate^  bicarbonate  and  acetate  of  potash,  and  femdcyanide  of  potas- 
siium.  The  sixth  group  contains  sulphate,  and  carbonate  of  soda ; 
and  the  seventh,  sulphate  of  magnesia,  and  sulphate  of  sine 

On  comparing  together  the  $qmre$  of  the  tmet  in  which  equal 
quantities  of  these  different  salts  are  diffused,  these  numbers  exhihU 
a  very  interesting  proportion  to  each  other,  which  is  illustrated  by 
the  following  table.  la  the  first  column  of  figures  the  relative 
diffusibility  of  the  different  groups  is  given  as  compared  with  the 
hydrochloric  acid  group ;  the  second  shows  the  times  required  for 
the  diffusion  of  equal  weights  of  the  individuals  composing  each 
group ;  and  in  the  third  is  shown  the  ratio  of  the  squares  of  those 
times  of  equal  diffusion : — 
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Onupt. 

1.  Hydrochlorio  Acid    ... 

2.  Hydrate  of  PotssU    .    .   . 

3.  Nitrate  of  Potash  .... 

4.  iTitrate  of  Boda     .... 

5.MphateofPotsah   .    .    . 
0.  Sulphate  of  Soda  .... 
7.  Sulphate  of  Msgneaia    .    . 

Diffhuon. 

eqii.in^^'T'SSj^ 

1*000 
O'^OO        1 
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0*409 

0*200 

3*960 

4950        \ 
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8-573 

ia'j2j 
19S00 

2 

I 

9 
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Jji  has  beea  obaerved,  alsoj  tJiat  ia  the  case  of  gases  (64)^  the 
sqsanes  of  the  tiooes  laeqaired  for  the  difiFiision  of  equal  Toltunes 
are  to  one  another  in  the  in¥erse  iraido  of  their  densities.  And 
hence  it  has  been  inferred  hy  analogy  that  the  molecoles  of  these 
salts,  as  ibey  exist  in  soiution,  possess  densities  which  are  to  eadi 
other  as  the  squares  of  their  times  of  equal  diffusion :  for  example, 
the  solution  deasiiies  of  hydrochloric  acid,  hydrate  of  potash,  and 
nitrate  of  potash,  are  as  2  : 3  : 6. 

MX  experiments  on  the  diffusion  of  liquids  proceed  with  greater 
regularity  in  dilute  solutions :  as  the  liquid  approaches  the  point 
of  saturation  the  xmiforsrity  of  action  is  interfered  with,  by  the 
tendency  to  cohesion  of  the  particles  of  the  solid. 

3.  The  quantity  of  any  substance  diffused  from  a  solution  of 
uniform  strength  increases  as  the  temperature  rises ;  but  the  ratio 
of  diffjosion  between  different  bodies,  if  compared  at  the  same  tem- 
peratiune^  remains  constant,  whaterer  the  temperature  at  which  the 
comparison  is  made. 

4.  It  is  found  that  if  two  substances  which  do  not  combine 
chemically,  and  which  possess  different  degrees  of  diffusiveness,  be 
mixed  in  solution,  and  be  placed  in  a  diffusioa  cell,  they  may  be 
partially  separated  byr  Uie  process  of  dijB^ioo,  the  more  diffusible 
one  passing  out  the  more  rapidly ;  the  salt  which  is  least  soluble 
hanng,  bowerer,  its  diffuriveness  somewhat  reduced  in  proportion 
to  the  xither.  Upon  this  fact  Graham  obseryes,  '  the  mode  in 
which  the  soU  of  the  earth  is  moistened  by  rain  is  pecoUarly 
&vourahle  to  sepamtions  by  difiusion.  Hie  soluble  salts  of  the 
soil  may  be  supposed  to  be  carried  down  together,  to  a  certain 
depth,  by  the  first  portion  of  rain  which  falls,  while  they  after* 
wards  find  an  atmosphere  of  nearly  pure  water  in  the  moisture 
which  £EdLi  last,  and  occupies  the  surface  stratum  of  the  soil ;  dif- 
fusion of  the  salts  upwards,  with  its  seputttions  and  decompositicms, 
must  necessarily  ensue.  The  salts  of  potash  and  ammonia  which 
are  most  required  &t  vegetation,  possess  the  highest  diffusibility, 
and  will  rise  first.  The  pre-eminent  diffusibility  of  the  alkaline 
hydrates  may  also  be  called  into  action  in  the  soil  by  hydrate  of 
lim^  particularly  as  quicklime  is  applied  as  a  t(^-dressing  to  grass 

lands.' 

In  some  cases  even  chemical  decomposition  may  be  effected  by 
the  process  of  Uquid  diffusion.  Thus,  if  a  solution  of  ordinary 
slum  (which  is  a  compound  oi  sulphate  oi  potash  and  sulphate  of 
alumina  in  fixed  proportions)  be  placed  so  as  to  become  difivaed 
into  vater,  the  sulphate  of  potash  will  pass  out  more  rapidly  in 
proportion  to  the  quantity  prosent  than  the  sulphate  of  alumina. 
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5.  Provided  that  the  liquids  be  dilute^  it  appears  that  one  sub- 
stance will  become  diffiised  into  water  already  containing  another 
body  in  solution^  jast  as  into  pure  water. 

In  comparing  with  these  the  phenomena  of  gaseous  diffusion 
(64)^  it  will  be  seen  how  closely  all  these  points  coincide  in  the 
two  cases. 

(58)  Osmose. — Intimately  connected  with  the  process  of  liquid 
diffusion  are  the  changes  which  occur  when  the  two  liquids  are 
separated  by  the  intervention  of  a  porous  diaphragm.  The  pheno- 
mena here  are^  however^  more  complicated^  from  the  part  which  the 
adhesion  of  the  two  liquids  to  the  material  of  the  diaphragm  exercises 
upon  the  result.     The  process  of  mixture  will  go  on  in  this  case 

notwithstauding  the  direct  opposition  of  gravitation. 
Fig.  a8.  The  following  experiment  exhibits  this  &ct  in  a 
striking  manner : — ^Provide  a  funnel^  or  a  small  jar 
(fig.  28),  open  at  top  and  bottom^  and  furnished  with 
a  long,  narrow  stem ;  over  the  open  mouth  of  the 
jar  tie  a  piece  of  moistened  bladder ;  fill  the  jar  and 
a  portion  of  the  stem  with  spirit  of  wine  (or  with  a 
solution  of  sugar  in  water),  then  place  the  jar^  with 
its  broad  end  downwards,  in  a  shallow  vessel  con- 
taining water,  noting  the  height  at  which  the  spirit 
or  the  solution  stands  in  the  stem.  In  the  course 
of  a  few  hours  the  column  of  liquid  will  be  found 
to  have  increased  in  height,  and  if  sufficient  time  be 
allowed,  it  will  have  risen  to  the  top  of  the  tube, 
and  will  at  length  overflow.  This  phenomenon  has 
been  explained  in  the  following  manner : — 

Owing  to  its  greater  adhesion  to  water  than  to  spirit,  the 
bladder  is  easily  moistened  by  the  water  in  contact  with  its  lower 
siurface,  whilst  the  spirit  above  wets  the  bladder  with  difficulty ; 
the  water  rises  into  the  bladder  by  capillary  attraction,  and  fills 
its  pores ;  it  thus  reaches  the  upper  surface  where  it  comes  into 
contact  with  the  spirit ;  a  true  liquid  difiusion  of  the  water  through 
the  spirit  then  commences  (owing  to  the  adhesion  between  the 
two  liquids);  a  fresh  portion  of  water  rises  from  below  into  the 
pores  of  the  bladder  to  supply  the  place  of  that  which  has  been 
removed,  and  thus  the  liquid  within  the  funnel  is  constantly 
increasing  in  bulk,  until  at  length,  even  in  opposition  to  gravity^ 
the  liquid  overflows ;  this  flowing  in  of  the  liquid  was  termed  by 
Dutrochet,  who  first  particularly  observed  it,  endosmosis  (from 
ivSov  inwards,  and  clxr/uoc  impulse).  At  the  same  time  that  this 
action  proceeds  from  without  inwards^  a  very  small  quantity  of 
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spirit  is  pauing  out  by  a  similar  process  iato  the  water  below,  and 
this  flowing  out  of  the  vessel  is  designated  exoamotit.  Upon  this 
view  the  essential  conditions  to  the  phenomenon  are  the  more  com' 
plete  adhesion  of  the  bladder  to  one  liquid  than  to  the  other,  and 
the  existence  of  a  certun  degree  of  adhesion  between  the  two 
liquids.  Whenever  these  conditions  are  realised,  no  matter  what 
the  liquids  may  be,  the  liquid  which  most  freely  wets  the 
membrane  passes  out  more  rapidly  than  the  other  passes  in.  If 
a  fihn  of  collodion,  which  is  more  easily  wetted  by  alcohol  than 
by  water,  be  substituted  for  the  bladder  in  the  foregoing  experiment, 
the  direction  of  the  osmose  will  be  reversed,  and  the  alcohol  will 
pta>  into  the  water  more  rapidly  than  the  water  into  the  alcohol. 

The  foregoing  explanation,  although  it  is  probably  tme  for  the 
particolar  experiment  with  alcohol  and  water,  is  however  inade- 
quate to  explain  the  phenomenon  generally,  which  is  one  of  con- 
tinual occurrence,  and  is  of  importance,  especially  when  considered 
Id  its  physiological  bearings :  the  investigations  of  Oraham  (PA*/. 
Trmu.,  1854)  have  also  proved  it  to  possess  considerable  interest 
ia  s  purely  chemical  sense. 

{^1^  The  otmometer  used  in  these  experiments  ^^^-  *9- 
ia  represented  in  fig.  29.  It  consists  of  a  bell- 
jar,  A,  of  a  capacity  of  5  or  6  ounces,  over  the 
open  mooth  of  which  a  plate  of  perforated  zinc  is 
placed,  and  over  this  is  securely  tied  a  piece  of 
firesh  ox-bladder  with  the  muscular  coat  removed, 
or  else  an  artificial  membrane  formed  by  calico 
soaked  iu  white  of  egg  and  dipped  into  boiling 
water  to  coagolnte  it ;  to  the  upper  aperture  of  the 
bdlgar,  a  tube,  -^  of  the  diameter  of  the  lower  ^ 
opening  of  the  jar,  is  fitted.  This  tube  is  open 
at  both  ends,  and  is  graduated  into  millimetres, 
■0  that  each  degree  is  equal  to  about  ^\  of  an  inch.  A  rise  or 
fikll  of  liquid  in  the  narrow  tube  amounting  to  too  millimetres 
therefore  represents  the  entrance  or  removal  of  a  stratum  of  liquid 
of  I  millimetre  in  thickness  over  the  whole  sur&ce  of  the  mem- 
brane. In  using  the  instrument,  the  membrane  is  well  macerated 
in  pure  water,  and  the  saline  solution  introduced  into  the  jar  a 
antil  it  stands  at  a  fixed  mark  in  the  narrow  tube.  The  appa- 
ratus is  then  placed  on  a  tripod  stand  in  a  tall  cylindrical  jar  B, 
and  distilled  water  poured  in  until  it  stands  exactly  at  the  level 
of  the  liquid  in  the  tube.  During  the  whole  experiment  this  level 
is  oarefuUy  mainttuned,  by  the  addition  or  removal  of  water  in  the 
outer  jar,  as  circauiBtaaces  require. 
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The  principal  points  which  were  afcertadned  hj  esperimentB 
oondneted  in  this  way  were  the  foUowing : — 

1.  Neutral  organic  anbetanoes,  anch  as  urea^  gnm  arabic,  sugar 
of  xnilk^  gelatin,  and  salicin,  exercise  little  or  no  osmotic  action. 

2.  Strictlj  neutral  aalta,  auch  as  sulphate  of  magnesia,  chloride 
of  sodium,  and  chloride  of  barium,  exercise  no  peculiar  osmotic 
power,  but  appear  to  follow  nearly  the  same  rate  of  diffusion  as 
iliat  which  is  observed  when  no  porous  partition  is  used. 

3.  Alkaline  solutions,  and  especially  the  solutions  of  the  carbo- 
nates of  potash  and  soda,  on  the  contrary,  produce  endosmoais  to  a 
most  remarkable  extent.  This  eflfect  is  obsenred  even  in  solutions 
which  contain  not  more  than  i  part  of  Uie  salt  to  1000  of  water. 
Indeed,  it  was  found  generally  that  these  osmotic  j^^iomeua  were 
most  strongly  developed  in  dilute  solutions,  sudi,  for  instance,  as 
did  not  contain  more  than  a  per  cent,  of  the  salt.  In  these  expe- 
riments a  large  bulk  of  water  entered  the  osmometer,  whilst  only 
a  v^ry  small  portion  of  the  alkaline  salt  escaped  into  the  water 
of  the  outer  jar.  For  example,  in  5  hoara,  when  a  solution  of 
carbonate  of  potash  containing  i  part  of  the  salt  in  looo  of  water 
was  placed  in  the  osmometer,  the  liquid  in  the  stem  of  the  instru- 
ment rose  through  192  divisions;  and  for  each  grain  of  carbonate 
of  potash  that  became  diffiised  into  the  outer  cylinder,  upwards  of 
550  grains  of  water  entered  the  osmometer ;  but  when  a  solution 
which  contained  i  per  cent,  of  carbonate  of  potash  was  used,  not 
much  more  than  63  grains  of  water  entered  the  instrument  for 
each  grain  of  carbonate  that  became  diffused  into  the  outer  cylinder. 
When  the  liquid  rises  in  the  osmometer,  Graham  distinguishes 
it  as  pamiive  osmose. 

4.  On  the  other  band,  dilute  acids,  and  solutions  of  acid  salts 
generally,  produce  a  current  in  the  opposite  direction ;  consequently 
the  column  falls  in  the  stem  of  the  osmometer.  This  effect  is  dis- 
tinguished as  negative  osmose. 

Salts  which  admit  of  division  into  a  basic  salt  and  free  acid 
exhibit  osmotic  properties  in  a  high  degree.  1%is  is  well  seen  in 
the  case  of  acetate  oi  alumina,  nitrate  of  lead,  chloride  of  zinc,  and 
the  salts  of  tiie  sesquioxides  of  chromium  and  iron.  The  acid 
travels  outwards  by  diffusion,  and  the  inner  sur£Etf;e  of  the  mem- 
brane is  left  in  a  basic  condition,  whilst  the  outer  sur&ce  ia  ju»d, 
—conditions  h^hly  favourable  to  rapid  positive  osmose. 

5.  In  tyexj  instance  in  which  osmotic  action  is  observed  (ex- 
cept in  the  cases  of  alcohol  and  cane  sugar),  a  chemical  action  on 
the  materiid  of  the  septum,  whether  it  consists  of  bladder  or  of 
earthenware,  invariably  occurs;    and  it  is  remarkable,  that   if 
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poTOUB  matprialB,  not  susceptible  of  decomposition  by  the  liquids, 
be  nnde  nae  of  as  a  partition,  the  osmotic  fdienomena  become  in- 
significant : — ^thus  a  plug  of  gypsum^  of  washed  unbaked  clay,  of 
tanned  leather,  or  of  comprened  charcoal,  although  sufficiently 
porooB,  gives  rise  to  Kttle  or  no  osmotic  action.  To  induce  osmose 
voder  the  noost  fayoorable  circumstances,  the  chemical  action  on  the 
septom  must  be  difEerent  on  the  two  sides,  not  only  in  degree,  but 
also  in  kind ;  snch  as  is  produced  by  the  presence  of  acid  upon 
one  anr&ce;,  and  of  alkali  on  the  other.  These  circumstances  are 
especially  interesting  from  their  chemical  bearings,  as  is  also  the 
next  point,  which  is  pirobably  connected  with  them :  viz. — 

6.  Two  'Salts,  when  mixed,  often  have  an  osmotic  action  very 
different  from  that  which  they  exercise  separately.  For  example^ 
perSeeiiy  neutral  sulphate  of  potash  has  a  feeble  positive  osmose, 
repreaented  by  a  rise  of  20  millimetres  in  5  hours.  The  addition 
of  I  part  of  carbonate  of  potash  to  io,oco  df  the  scdution  raised  it 
to  nearly  100™™'  in  5  hours,  whilst  an  equally  minute  trace  of  hydro- 
chloric acid  stopped  the  osmose  almost  entirely.  Similar  results 
were  obtained  with  sulphate  of  soda.  Chloride  of  sodium,  on  the 
odier  hand,  exhibits  a  remarkable  power  of  reducing  osmotic  action 
in  other  salts*  The  osmose  of  a  solution  of  carbonate  of  soda, 
containing  ttW  ^^  ^^  carbonate,  was  reduced  from  179°^°^'  to 
32™°',  by  the  addition  of  i  per  cent,  of  chloride  of  sodium.  From 
othiar  experiments^  it  appears  farther,  that  two  different  saline  solu- 
tions^ one  placed  in  the  osmometer,  the  other  in  the  o«lcr  jar,  each 
solution  holding  equal  weights  of  the  different  salts  dissolved  in 
the  same  bulk  of  water,  may  also  give  rise  to  osmotie  action,  when 
sqwrated  by  a  suitable  porous  partition. 

Liebig  has  shown  that  the  mechanical  fiuroe  of  the  osmotic 
current  may  be  measured  by  the  following  simple  means:— Let  the 
open  extremity  of  the  shorter  limb  of  a  glass  tube  bent  into  tlie  form 
of  a  syphon  be  closed  by  a  piece  of  bladder,  pour  a  little  nacrciury 
into  the  bend  of  the  tube,  and  fill  the  shorter  limb  widi  the  saline 
]kpaiA  under  experiment ;  immerse  the  bend  of  the  tobe  mai  the 
membrane  in  water,  leaving  the  extremity  of  the  longer  limb  open ; 
ss  the  water  enters  the  tnbe,  the  mercury  will  be  raised  in  the  longer 
fimb^  and,  when  the  column  reaches  a  certain  hei^t,  the  two  liquids 
will  intermix  without  change  of  volume.  The  length  of  the  column 
wlmh  has  been  raised  above  the  level  of  the  surface  of  the  mer- 
mrf  hk  the  shorter  limb  must  be  measured,  and  when  compared 
with  the  length  of  the  column  obtained  with  other  liquids  under 
jMiflfir  cireumstances,  it  affords  a  comparative  measure  of  the 
osmotic  fimse  for  ead.    Osmotie  action  thus  offers  an  interesting 
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case  of  the  direct  conversion  of  chemical  affinity  (on  the  Beptum) 
into  motive  power,  the  extent  of  which  admits  of  ready  numericat 
expression. 

Osmotic  phenomena  are  constantly  going  on  both  in  plants 
and  in  animals ;  for  in  their  tissues,  hquids  of  very  different  natures, 
sometimes  acid,  still  more  often  alkaline,  are  circulating  through 
vessels  necessarily  constructed  of  flexible  and  porous  materials  ; 
and  in  the  economy  both  of  the  v^etable  and  of  the  animal  crea< 
tion  such  actions  are  of  the  highest  importance  to  the  due  perform- 
ance of  the  vital  functions.  In  fact,  we  as  yet  know  not  how  inti- 
mately the  entire  processes  of  absorption,  nutrition,  and  secretion, 
are  connected  with  the  operations  of  liquid  difiusion  and  of  endos- 
mosia. 

(60)  Flaw  of  Liquids  through  Capillary  T^bes. — An  interesting 
and  close  connexion  exists  between  the  subjects  which  have  just 
been  considered  and  the  flow  of  liquids  through  capillary  tubes. 
The  most  extensive  and  complete  set  of  experiments  hitherto  made 
upon  this  branch  of  research,  is  due  to  Poiseuille.  {Ann.  de  Chimie, 
III.  xxi.  76.) 

Fig.  30  will  explain  the  method  of  con- 
Fio.  30.  ducting  these  experiments :  a  is  a  hollow 

conical  metallic  vessel,  which  can  be  attached 
by  a  screw  joint  to  a  capacious  receiver  of 
condensed  air,  the  exact  pressure  of  which 
can  be  regulated  by  means  of  a  gauge  at- 
tached to  it,  B  is  a  glass  globe,  of  about  half 
a  cubic  inch  in  capacity,  which  contains  the 
liquid  under  experiment ;  it  is  connected 
I  with  the  metallic  vessel  a  by  a  glass  tube 
I  of  narrow  bore.  A  similar  tube  proceeds 
from  the  lower  part  of  the  globe,  and  to 
this  is  attached  the  capillary  tube  c,  the  dia- 
meter and  length  of  which  are  carefully  de- 
termined. The  object  of  the  little  bulb, 
d,  is  merely  to  enable  the  observer  accu- 
rately to  define  the  termination  of  the  capillary  tube,  o  is  a 
vessel  which  is  filled  with  water,  provided  with  an  accurate 
tbermometer,  for  regulating  and  observing  the  temperature. 
When  au  experiment  is  to  be  made,  the  end  of  the  capillaiy, 
c,  is  introduced  into  the  liquid,  and  the  globe,  b,  is  fllled  by  attach- 
ing it  to  an  exhausting  syringe.  When  the  liquid  has  risen  a  little 
above  the  line  «,  the  syringe  is  detached,  and  the  apparatus  con-, 
nected  with  the  vessel  of  condensed  air.     The  pressure  of  this 


FLOW  OF    LIQUIDS   THROUGH    CAPILLARY   TUBES.  79 

confined  air  continues  without  appreciable  change  during  the  expe- 
riment. By  opening  a  stop-cock^  the  condensed  air  exerts  its  force 
upon  the  liquid^  which  is  expelled  through  the  capillary  tube  c,  and 
the  column  descends  in  the  tube  e  /.  By  means  of  a  stop-watch, 
the  time  at  which  it  reaches  the  line  e  is  exactly  noted,  and  the 
time  is  again  observed  when  the  globe  has  become  emptied,  and 
the  liquid  has  reached  the  lower  line  /.  The  object  of  the  conical 
metallic  vessel,  a,  is  to  act  as  a  trap  or  lodging  place  for  any  par- 
ticles of  dust  that  might  be  suspended  in  the  compressed  air,  and 
which,  by  obstructing  the  capillary  tube,  would  mar  the  result. 

From  the  inquiries  of  Poiseuille,  it  appears  that  when  a  tube 
exceeds  a  certain  length  (which  is  greater  as  the  diameter  in- 
creases), the  following  laws  regulate  the  rate  of  efflux  of  the 
liquid : — i.  That  the  flow  increases  directly  as  the  pressure  ;  so 
that,  with  a  double  pressure,  double  the  amount  of  liquid  is  dis- 
cbai^ed  in  equal  times.  2.  That  with  tubes  of  equal  diameter, 
the  quantities  discharged  in  equal  times  are  inversely  as  the  length 
of  the  tube :  if  from  a  tube  2  inches  in  length,  100  grains 
escape  in  five  minutes,  from  a  similar  tube,  4  inches  long,  only  50 
grains  would  flow  out  in  the  same  time.  3.  That  in  tubes  of 
equal  lengths,  but  of  different  diameters,  the  flow  is  as  the  fourth 
powers  of  the  diameters ;  for  example,  if  two  tubes,  one  of  fV> 
another  of-j-W>  of  ^^  i^ch  in  diameter,  be  compared  together,  the 
efflux  firom  the  larger  tube  would  be  16  times  as  great  as  from  the 
smaller,  being  in  the  proportion  of  i^  :  2^  or  as  i  :  16,  although 
the  diameter  of  the  tube  is  only  twice  as  great. 

To  the  chemist,  however,  the  most  interesting  part  of  these 
experiments  is  that  which  displays  the  effect  produced  by  varying 
the  kind  of  body  which  is  allowed  to  flow  through  the  capillary 
tube.  The  material  of  which  the  tube  itself  is  made  does  not 
appear  to  influence  the  result ;  but  the  nature  of  the  solution 
employed  exercises  the  most  marked  effect.  The  liquids  used 
were,  in  most  cases,  solutions  in  water  of  various  bodies,  espe- 
cially of  salts.  In  the  majority  of  instances  the  flow  of  the  so- 
lution was  slower  than  that  of  distilled  water.  All  the  alkalies 
occasioned  this  retardation.  In  a  few  cases,  no  sensible  effect  was 
produced.  Thus,  neither  nitrate  of  silver,  corrosive  sublimate, 
iodide  of  sodium,  iodide  of  iron,  nitric,  hydriodic,  bromic,  nor 
hydrobromic  acid,  seemed  to  have  any  influence ;  whilst  the  hy- 
drosulphuric  and  hydrocyanic  acids,  and  a  few  of  the  salts  of 
potash  and  ammonia — viz.,  the  nitrates  of  potash  and  ammonia, 
chlorides  of  potassium  and  ammonium,  the  iodide,  bromide,  and 
cyanide  of  potassium  increased  the  rapidity  of  the  flow :  but  it  is 
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remarkable^  tbat  conccDirated  sdutions  of  iodide  of  potassium 
above  a  temperature  of  140^  F.,  and  of  uitiate  of  potash  above 
104^,  actually  flow  more  dowlj  than  distilled  water  does.  Strict 
attention  to  tbe  temperature  at  whidi  these  compariscnfl  are  made 
ia  absolutdy  necessary^  for  botb  with  water  aad  with  dilute  solu- 
tiona  generally,  a  slight  elevation  of  temperature  produces  a  great 
increase  in  tiK  rapidity  of  efiSux.  Water,  for  instance,  at  1x3^, 
escaped  through  the  same  tube  with  a  rapidity  2^  times  as  great 
as  it  did  at  41^ 

Hitherto  no  connexioB  has  been  traced  between  the  rate  of 
eiBux  of  the  liquid  and  its  density,  capQlerity,  ot  fluidity.  The 
e^>iUarity  of  alcohol,  as  well  as  its  density,  increases  in  proportion 
at  it  is  diluted  with  water,  while  it;&  fluidity  diminishes ;  but  ex* 
periment  has  proved  that  a  mixture  of  equal  parts  of  sphrit  of 
wine  and  water  flows  out  with  considerably  less  than  half  the 
rapidity  of  pure  alcohol,  and  with  less  than  one-third  of  that  of 
distilled  water.  The  dilution  of  alcohol,  therefore,  to  a  certain 
point,  retards  its  e£9iax,  and  beyond  that  point  increases-  it :  the 
minimum  rate  of  efflux  corresponds  with  that  particular  mixture 
of  alcohol  and  water,  which  is  attended  with  the  maximum  of 
contraction  after  admixture  of  the  two  liquids.  The  degree  of  solu- 
bility of  the  body  in  water  appears  to  exercise  but  a  secondary  influ* 
ence  on  the  phenomenon.  Poiseuille  shows  it  to  be  highly  pro- 
bable that  the  various  solutions,  when  introduced  into  the  blood 
of  a  living  animal,  provided  that  they  do  not  cause  the  serum  to 
coagulate,  produce  efiects  of  acceleration  or  retardation  on  the 
capillary  circulation,  corresponding  with  those  which  are  observed 
with  the  same  liquids  in  capillary  tubes  of  glass.  He  has  proved 
this  to  be  the  case  by  direct  experiment,  with  the  iodide  of  potas« 
sium  when  injected  into  the  veins  of  the  horse ;  and  has  shown 
that  when  vurioua  salts  are  mingled  with  serum,  and  the  liquids 
are  allowed  to  flow  out  through  small  tubes,  retardation  or  acoe* 
leration  occurs,  as  in  the  corresponding  cases  with  their  aqueous 
sdutions. 

The  following  table  contains  several  of  Poiseuille's  results, 
numerically  expressed.  The  solutions  employed  contained  i  per 
cent,  of  the  various  substances  mentioned,  except  in  the  caae  of 
the  last  four  liquidb*  Th^  were  exposed  to  a  pressmre  equal,  to 
that  of  a  coluom  of  water  i  metre  (39'57  inches)  ia  height,  at 
the  temperature  of  52''' 16,  uidess  otherwise  noted;  and  escaped 
through  a  tube  64  millimetres'  (a'Ji^  inches)  in  length,  and 
0^04^46^°^.  (0*0108  inch)  in  diameter.  The  numbers  in  the  table 
iadiMte  the  time  ooeupied  in  seconda,  for  the  eStax  of  equal  bulks 
of  the  liquids  used — ^viz.,  6'6  cubic  centimetres  (0*4  cubic  inch). 
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Efflux  of  Liquids  through  Fine  Tubes, 


Temperature  S2''*i6  F. 

S3°-4a 

Sf'H 

DistiUed  Water 

575"'8 

•  •  • 

•  •  • 

•     »     • 

•     •     • 

S65"o 

566"-2 

Nitrate. 

Sulphate. 

Phos. 
phate. 

Arseniate. 

Car- 
bonate. 

Chloride. 

Oxalate. 

Potash  . 
Ammonia  < 
Soda      .    . 
Lead     .    . 
Strontia 
Lime     .    . 
Magnesia  . 

5645 
5694 

575*9 

578-8 
581-2 
583*3 

578"-9 
582-0 

5903 
5905 

583"-4 

588-6 

583"-3 
5880 

588"-3 
5935 

5608 
5609 
569*4 

571*2 
574*9 

571*1 

574-2 

578*4 

Alum    •    . 

)    t 

5924 

Tartar  Emetic,  581 '3 

Distilled  Water     . 
ArseniooB  Acid .    . 
Phosphoric  Acid 
Oxalic  Acid  •    •    . 
Acetic  Acid  •    •    . 
Citric  Acid    .    .    . 
Arsenic  Acid      .     . 
Solpharic  Acid  .    . 

•    •    87S'^8 
.    5786 
.    .    s8a-8 

.    .    583-9 

■  :  ^l 

.       .       5863 
.       589*6 

Pure  Serum,  Ox  .     ,     io48"-5 

Madeira 1134*1 

Sparkling  Sillery .     .     1402*8 
Jamaica  Itum  .    .    ,    1831*9 

(61)  Adhesion  of  Gases  to  Liquids. — The  adhesion  of  gases  to 
liquids^  although  not  quite  so  evident  as  that  of  solids  to  liquids^ 
is  yet  attended  with  results  almost  equally  important.  It  is  ex* 
emplified  in  the  pouring  of  liquids  from  one  vessel  to  another^  by 
&e  bubbles  which  are  carried  down  with  the  descending  stream^ 
and  which  rise  and  break  upon  the  surface  of  the  liquid. 

Adhesion^  however,  produces  in  the  eflfects  of  solution  which 
attend  the  mutual  action  of  gases  and  liquids,  results  which  are 
&r  more  general  in  their  operation.  All  gaseous  bodies  are  in  a 
greater  or  less  degree  soluble  in  water :  some,  as  hydrochloric  acid 
and  ammonia,  being  absorbed  by  it  with  extreme  rapidity,  the 
liquid  taking  up  400  or  600  times  its  bulk  of  the  gas ;  in  other 
instances,  as  occurs  with  carbonic  acid,  water  takes  up  a  volume 
equal  to  its  own ;  whilst  in  the  case  of  nitrogen,  oxygen^  and  hy< 
drogen,  it  does  not  take  up  much  more  than  from  -^^  to  ^V  of  its 
bulk.  As  the  elasticity  of  the  gas  is  the  power  which  is  here 
opposed  to  adhesion,  and  which  at  length  limits  the  quantity  dis- 
solved, it  is  found  that  the  solubility  of  each  gas  is  greater,  the 
lower  the  temperature,  and  the  greater  the  pressure  exerted  upon 
the  surface  of  the  liquid.  Dr.  Henr^  found  that  at  any  given 
temperature,  the  volume  of  any  gaa  which  was  absorbed  was 
uniform,  whatever  might  be  the  pressure ;  consequently  that  the 
weight  of  any  given  gas  absorbed  by  a  given  vohnne  of  any  liquid 
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at  a  fixed  temperature  increased  directly  ^ith  the  pressure.  If 
the  pressure  be  uniform,  the  quantity  of  any  given  gas  absorbed 
by  a  given  liquid  is  also  uniform  for  each  temperature ;  and  the 
numerical  expression  of  the  solubility  of  each  gas  in  such  liquids 
is  termed  its  coefficient  of  absorption,  or  of  solubility,  at  the 
particular  temperature  and  pressure;  the  volume  of  the  gas  ab* 
sorbed  being  in  all  cases  calculated  for  32°  F.,  under  a  pressure  of 
29*92  inches  of  mercury.  Thus  i  volume  of  water  at  32°,  and 
under  a  pressure  of  29*92  inches  of  the  barometer^  dissolves 
0*04114  of  its  volume  of  oxygen;  and  this  fraction  represents  the 
coefficient  of  absorption  of  oxygen  at  that  temperature  and  pres- 
sure. In  consequence  of  this  solubility  of  the  air^  all  water  con- 
tains a  certain  small  proportion  of  it  in  solution ;  and  if  placed  in 
a  vessel  under  the  air-pump,  so  as  to  remove  the  atmospheric 
pressure  from  its  surface,  the  dissolved  gases  rise  in  minute  bub- 
bles. Small  as  is  the  quantity  of  oxygen  thus  taken  up  by  water 
from  the  atmosphere,  it  is  the  means  of  maintaining  the  life  of  all 
aquatic  plants  and  animals ;  if  the  air  be  expelled  from  water  by 
boiling,  and  it  be  covered  with  a  layer  of  oil  to  prevent  it  from  again 
absorbing  air,  fish  or  any  aquatic  animals  placed  in  such  water 
quickly  perish.  Even  the  life  of  the  superior  animals  is  dependent 
upon  the  solubility  of  oxygen  in  the  fluid  which  moistens  the  air- 
tubes  of  the  lungs,  in  consequence  of  which  this  gas  is  absorbed  into 
the  mass  of  the  blood  as  it  circulates  through  the  pulmonary  vessels. 
The  following  table  shows  the  solubility  of  some  of  the  prin- 
cipal gases,  both  in  water  and  in  alcohol  (Bunsen^  Liebig's  AnnaL, 
xciii.  I,  and  Carius,  lb,  xciv.  129). 

Solubility  of  Gases  in  Water  and  Alcohol. 


Volura< 

?s  of  each  Gas  dissolved  in  i 

Volume 

Gases. 

OfV 

At  32°  p. 

S^'ater. 

Of  Alcohol. 

At59«>P. 

At32*>P. 

AtS9«P. 

Ammonia  .    .    . 

104960 

727-2 
4580 

Hydrochloric  Acid 

5059 

Sulphurous  Acid 

68861 

43*564 

328*62 

144*56 

SulphurettedHy- ) 
dro^en   .     .     . ) 

43706 

32326 

17*891 

9*539 

Chlorme    .    .    . 

solid 

2368 

Carbonic  Acid  . 

17967 

I '0020 

4*3295 

3*1993 

Protox.  of  Nitrogen 

1*3052 

0*07780 

41780 

3*2678 

OlefiantOus  .    . 

0-3563 

OI6150 

3*5950 

2-8825 

Binox.  of  Nitrogen 

0*31606 

027478 

Marsh  Gas     .     . 

005449 

003909 

052259 

048280 

Carbonic  Oxide  . 

003287 

0*02432 

0*20443 

0*20443 

Oxygen     .    .     . 

0*04114 

0*02989 

028597 
012634 

0*28397 

Nitrogen  .    .    . 

002035 

0*01478 

0*12142 

Air 

0*02471 

0*01795 

Hydrogen      .    . 

001930 

0*01930 

0*06925 

0*06725 
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All  these  gases,  with  the  exception  of  hydrochloric  acid^  may  be 
expelled  from  the  water  by  long-continued  boiling. 

If  a  mixture  of  two  or  more  gases  be  placed  in  contact  with  a 
liquid,  a  portion  of  each  gas  will  be  dissolved,  and  the  amount  of 
each  so  dissolved  will  be  proportioned  to  the  relative  volume  of 
each  gas  multiplied  into  its  coefficient  of  solubility  at  the  observed 
temperature  and  pressure :— For  instance,  if  it  be  assumed  in 
round  numbers,  that  atmospheric  air  contains  ^th  of  its  bulk  of 
oxygen,  and  ^ths  of  its  bulk  of  nitrogen,  the  amount  of  each  of 
these  gases  which  water  should  absorb  from  the  air  at  a  tempera- 
ture of  59^  under  a  pressure  of  29*92  inches,  may  be  calculated  in 
the  following  manner.  The  coefficient  of  absorption  for  oxygen 
at  59°  is  0*02989,  that  of  nitrogen  is  0*01478 : — 

■J-  0*02989  =  0*00597  proportion  of  oxygen  dissolved, 
■j-  0*01478  =  o'oii62  proportion  of  nitrogen  dissolved. 

0*01759  proportion  of  air  dissolved. 

The  proportion  of  nitrogen  thus  required  by  calculation  is  rather 
less  than  double  that  of  the  oxygen,  or  66*1  :  33*9,  a  proportion 
which  agrees  almost  exactly  with  the  results  of  experiment. 

Other  liquids  besides  water  dissolve  the  gases  with  greater  or 
less  avidity. 

(62)  Adhesion  of  Gases  to  Solich. — When  iron  filings  are 
gently  dusted  over  the  surface  of  a  vessel  of  water,  a  consider- 
able body  of  iron  dust  may  be  accumulated  upon  the  surface, 
until  at  length  it  falls  in  large  flakes,  carrying  down  with  it  bub- 
bles of  air  of  considerable  size.  The  adhesion  of  these  bubbles 
caused  the  particles  of  iron  to  float,  for  such  particles  are  nearly 
eight  times  as  heavy  as  water.  Contrasted  with  this  result  is  the 
efiect  of  dusting  magnesia  in  fine  powder  over  the  surface  of 
water ;  the  particles,  although  not  one  third  of  the  density  of  the 
iron,  immediately  become  moistened  and  sink.  In  consequence  of 
this  adhesion  of  air  to  their  surface,  many  small  insects  are 
enabled  to  skim  lightly  over  the  surface  of  water,  which  does  not 
wet  them.  If  a  slip  of  clean  platinum  be  placed  in  mercury,  it  is 
found  on  withdrawing  it  to  come  out  dry,  but  if  the  mercury  be 
boiled  on  the  platinum,  the  film  of  air  which  separated  the  two 
metals  is  expelled,  and  the  mercury  will  be  found  to  have  wetted 
the  surface  completely.  It  is  this  adhesion  of  air  to  the  surface 
of  glass  which  renders  it  necessary,  in  making  barometers,  to  boil 
the  mercury  in  the  tubes  after  they  have  been  filled,  in  order 
completely  to  expel  the  film  of  air  with  which  the  tube  is  lined. 

o2 
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But  the  most  striking  instances  of  adhesion  between  gases  and 
solids  are  exhibited  when  finely  divided  bodies  are  made  the  sub- 
ject of  experiment.  We  have  already  had  occasion  to  notice  the 
effect  of  charcoal  when  introduced  into  solutions  (53).  Its  effects 
on  gases  are  equally  remarkable.  If  a  piece  of  well-burnt  box* 
wood  charcoal  be  plunged  whilst  red  hot  under  mercury,  and  in- 
troduced without  exposure  to  the  air  into  a  jar  of  ammonia  or  of 
hydrochloric  acid,  it  will  absorb  these  gases  with  great  rapidity, 
and  will  indeed  reduce  them  into  a  bulk  less  than  that  which  they 
would  occupy  in  the  liquid  form.  A  piece  of  freshly  burned 
charcoal  when  exposed  to  the  air  condenses  moisture  rapidly 
within  its  pores,  and  has  been  observed  to  increase  in  weight  from 
this  cause  nearly  one-fifth,  in  a  few  days. 

Owing  to  this  property  of  charcoal,  water  saturated  with  many 
gases  may  be  freed  from  them  when  filtered  through  a  body  of 
ivory  black :  sulphuretted  hydrogen  may  thus  be  removed  so  com- 
pletely, that  it  cannot  be  detected  either  by  its  nauseous  odour,  or 
by  the  ordinary  tests.  Saussure  found  that  freshly  burned  box- 
wood charcoal  absorbed  different  gases  in  very  different  proportions, 
as  will  be  seen  in  the  following  tabular  view  of  his  results,  where 
the  bulk  of  the  charcoal  used  in  each  experiment  is  taken  as  i  :— 


Absorption  of  Gases  by  Charcoal. 


Ammonia.  ....  90 
Hydrochloric  Acid  ,  .  85 
Sulphurous  Acid  .  .  6^ 
Sulphuretted  Hydrogen  55 
Protoxide  of  Nitrogen  .  40 
Carbonic  Acid     •     •     •  35 


Bicarburetted  Hydrogen  35 


Carbonic  Oxide  . 
Oxygen   .... 
Nitrogen 

Carburetted  Hydrogen 
Hydrogen     .     .     . 


9'4 

9'2 

n 


It  will  be  seen  that  these  results  follow  an  order  almost  exactly 
the  same  as  that  of  the  solubility  of  the   gases  in  water  (61). 

Different  kinds  of  charcoal  vary  considerably  in  this  absorbent 
power.  Stenhouse  found,  on  comparing  equal  weights  of  three  diffe- 
rent forms  of  charcoal,  that  the  relative  absorbent  power  of  each 
was  as  follows : — 


6ft8iia«d. 


Ammonia  ..... 
Hydrochloric  Acid  .  . 
Sulphuretted  Hydrogen 
Sulphurous  Acid  .  .  . 
Caroonio  Acid .  .  .  . 
Oxygen 


Blind  of  duurooftl  employed. 


Wood. 


300 

I4'0 
08 


Peat. 


96*0 
OO'O 
285 

27-5 
lO'O 

06 


Animal. 


435 

90 

17*5 
50 

0*5 


smccATiox  or  gasbs.  8» 

In  tbeae  experimoits,  0*5  grsmme  of  eadt  kind  ot  charcoal 
ma  employed,  ud  the  Dombers  in  the  table  indicate,  in  culuc 
centimetica,  the  qnantity  of  eac^  gas  absorbed. 

Charcoal  vhidi  is  satorated  with  one  gas,  if  pat  into  a  different 
gaa  gives  op  a  pisticHi  of  that  which  it  had  first  abstwbed,  and 
takes  in  its  place  a  quantity  of  the  second.  Fioelf  dirided 
metallic  jJarinnm  ^IgQ  coodeoses  in  its  pores  a  large  quantity  of 
many  gases,  amoantiDg  in  the  case  of  oxygen  to  very  many  times 
its  own  Tolnme.  If  a  jet  of  hydrogen  gas  be  allowed  to  fall  in 
the  open  air  upon  a  ball  of  platinum  in  a  fine  state  of  subdivision, 
the  metal  becomes  incandescent ;  the  oxygen  and  hydrogen  com- 
bine rapidly  within  the  pores  of  the  metal,  and  the  heat  given  out 
usually  seta  fire  to  the  jet  of  hydrogen :  ether  and  alcohol  when 
dropped  Mpoaplaiimimi  black,  another  still  more  finely  divided  form 
of  the  metal,  produce  a  similar  appearance  of  incandescence.  This 
proper^  of  platinum  is  tamed  to  acconnt  in  effecting  many  im- 
portant chonical  cbaoges.  (859.) 

(63}  Denecatum  of  Gatet. — It  frequently  happens  that  in  the 
coarse  of  his  operations,  the  chemist  requires  the  gases  which  are 
the  snliiiects  of  his  experiments  to  be  in  a  perfectly  dry  state. 
Gases  are  usually  prepared  in  contact  with  water,  and  hence  become 
charged  with  a  variable  quantity  of  aqueous  vapour,  and  whether 
he  wishes  to  ascertain  their  specific  gravi^,  or  to  submit  other 
bodies  to  their  chemical  influence,  it  becomes  necessary  to  remove 
this  moistnre  completely.  For  this  purpose  the  property  of  adhe< 
sion  which  we  are 

nowconsideriogtB  Fis.  31. 

tamed  to  account 
The  gas  to  be 
dried,  which  we 
will  suppose  to  be 
in  the  act  of  for- 
mation in  the 
glass  bottle  A,  fig. 
31,  is  allowed 
to  pass  slowly 
through    a    long 

tube,  B,  filled  with  fragments  of  fused  potash,  or  of  chloride  of 
calcium,  or  of  quicklime,  or  of  pumice  stone  moistened  with  oil 
of  vitriol,  according  to  the  nature  of  the  gas.  The  gas  will  thus 
be  in  a  dry  state  when  it  reaches  the  bulb  d,  which  may  contidn 
the  sabstance  upon  which  its  action  is  to  be  exerted ;  since  all 
these  bodies  possess  the  [u^perty  of  adhering  strongly  to  water  aod 
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aqueous  vapour ;  some  of  them,  quicklime  for  example,  even  enter 
into  chemical  combination  with  water,  and  if  allowed  a  sufficient 
length  of  time,  will  remove  nearly  every  trace  of  moisture  from 
the  gases  which  are  brought  into  contact  with  them.  The  different 
parts  of  the  apparatus  are  connected  by  flexible  tubes  of  caout- 
chouc, c  c. 

Diffusion  of  Gases. 

The  process  of  intermixture  in  gases,  and  the  motions  of  these 
bodies  have  been  more  completely  investigated  than  the  corre- 
sponding processes  in  liquids.  The  movements  of  gases  may  be 
considered  under  four  heads ;  viz., 

1.  Diffusion,  or  the  intermixture  of  one  gas  with  another. 

2.  Effusion,  or  the  escape  of  a  gas  through  a  minute  aperture 
in  a  thin  plate  into  a  vacuum, 

3.  Tratispiration,  or  the  passage  of  different  gases  through 
long  capillary  tubes  into  a  rarefied  atmosphere. 

4.  Osmosis,  or  the  passage  of  gases  through  diaphragms. 

(64)  Diffusion  of  Gases. — In  consequence  of  the  absence  of 
cohesion  among  the  particles  of  which  gases  and  vapours  consist, 
mixture  takes  place  amongst  these  bodies  very  freely,  and  in  all 
proportions.  Very  great  differences  in  density  occur  amongst  the 
gases.  Chlorine  is,  for  instance,  nearly  36  times  as  heavy  as  hy- 
Fig.  33.  drogen,  the  lightest  of  the  gases,  so  that  there 

is  about  three  times  as  great  a  difference 

between  the  relative   weights  of  these  two 

^  gases,  as  between  those  of  mercury  and  water. 

'     ml  But  the  mingling  together  of  gaseous  bodies 

of  different  densities  produces  a  very  diffe- 
rent result  from  the  mingling  together  of 
two  liquids,  such  as  mercury  and  water;  for, 
if  these  liquids  be  mixed  by  agitation,  they 
separate  the  instant  that  the  agitation  is 
discontinued.  Chlorine  and  hydrogen,  on 
the  other  hand,  when  once  mixed,  never 
separate,  however  long  they  may  remain  at 
rest.  Indeed,  if  the  gases  be  placed  in  two 
distant  vessels  and  be  allowed  to  commu- 
nicate only  by  means  of  a  long  tube,  the 
hydrogen  or  lightest  gas  being  placed  upper- 
most, as  represented  at  h  fig.  32,  the  heavier 
chlorine  in  a  will,  in  the  course  of  a  few 
hours^  find  its  way  into  the  upper  jar^  as  may  be  seen  by  its 


OIF7Q8ION    or   OASIS.  87 

green  colour,  wbQrt  the  hydrogen  will  pasa  downwards  iuto 
the  lower  one,  and  oltimatelT  the  gasea  will  be  equally  inter* 
mixed  throughout.  If  a  sufficient  interval  of  time  be  allowed, 
this  equal  intermixture  occurs  with  all  gases  and  vapours  which 
do  not  act  chemically  upon  each  other;  and  when  once  such 
a  mixture  has  been  effected  it  continues  to  be  permanent  and 
uniform.  The  rapidity  with  which  this  diffiuion  occurs  varies 
with  the  specific  gravity  of  the  gases ;  and,  contrary  to  what  a 
saperficial  consideration  might  lead  us  to  suppose,  the  more 
widely  the  two  gases  differ  in  density,  the  more  rapid  is 
the  process  of  intermixture.  If  two  tall  narrow  jars  of  equal 
diameter  be  about  half  filled,  the  one  with  hydn^en,  the  other 
with  common  air  which  is  more  than  fourteen  times  as  heavy  as 
the  hydrogen,  bo  that  the  water  in  both  shall  stand  at  the  same 
level,  and  a  small  quantity  of  ether  be  thrown  up  into  each  jar, 
the  ether  will  evaporate  in  both,  and  cause  in  each,  ultimately, 
an  equal  depression ;  but  the  vapour  of  the  ether  will  dilate  the 
hydrc^en  at  first  much  more  rapidly  than  the  air,  for  its  vapour 
will  become  more  quickly  diffused  through  the  lighter  hydrogen. 
A  very  simple  and  striking  illustration  of  the  rapidity  with  which 
a  light  gas  becomes  difFosed  into 
a  heavier  one,  is  shown  as  follows :  l^io.  33. 

— Take  a  tube  10  or  J2  inches 
long,  one  end  of  which  is  closed 
with  a  porous  plug  of  plaster  of 
Paris  that  has  been  allowed  to  be- 
come dry,  and  fill  it  with  hydrogen 
gas,  without  wetting  the  porous 
plug:  this  is  readily  effected  by 
introducing  the  shorter  limb  of  an 
inverted  syphon,  «,  into  the  jar  b, 
fig-  33f  tiU  i*  reaches  the  top,  and 
then  lowering  the  jar  in  a  deep  I 
vessel  of  water,  a;  when  the  air 
has  escaped,  the  open  limb  of  the 

syphon  is  closed  with  the  finger,  and  the  jar  raised  until  the 
syphon  can  be  conveniently  withdrawn :  the  jar  can  now  be  filled 
with  hydrogen  prepared  in  a  retort  in  the  usual  manner.  If  the 
jar  after  being  fiUed  with  hydrogen  be  supported  so  that  the  water 
within  and  without  shall  stand  at  the  same  level,  the  water  in  the 
jar  will  immediately  hegin  to  rise,  and  will  contiuue  to  do  so  in 
(^podtion  to  gravity,  until,  in  the  course  of  three  or  four  minutes, 
it  will  atand  some  inches  higher  than  the  surface  of  the  water  in 
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the  outer  vessel,  in  consequence  of  the  hydrogen  passing  out 
through  the  pores  of  the  stucco,  and  becoming  diffused  into  the  air 
much  more  rapidly  than  the  air  passes  in  and  becomes  diffused 
through  the  hydrogen. 

Any  dry  porous  substance  may  be  substituted  for  the  plaster ; 
a  film  of  collodion  on  paper,  as  Mr.  Graham  has  informed  me, 
gives  excellent  results. 

By  means  of  this  simple  diffusion  tube,  taking  care  to  main- 
tain the  surface  of  the  water  within  and  without  the  jar  on  the 
same  level,  as  shown  at  b,  in  order  that  the  results  may  not  be 
interfered  with  by  the  disturbing  force  of  gravity,  Graham  has 
determined  the  law  which  regulates  the  rapidity  of  gaseous  diffu- 
sion. Experiments  so  made  show  that  the  difiusiveness  or  diffu^ 
sion  volume  of  a  gas  is  in  the  inverse  proportion  of  the  square 
root  of  its  density ;  consequently  the  squares  of  the  times  of 
equal  diffusion  of  the  different  gases  are  in  the  ratio  of  their  spe- 
cific gravities.  Thus  the  density  of  air  being  i,  the  square  root 
of  that  density  is  i,  and  its  diffusion  volume  is  also  i  ;  the  den- 
sity of  hydrogen  is  0*0692,  the  square  root  of  that  density  ia 
0*2632,  and  its  diffusion  volume  ^.iVrr  =  37994  >  °'  *^  actual 
experiment  shows,  3*83  ;  that  is  to  say,  in  an  experiment  con- 
ducted with  due  precautions,  whilst  i  measure  of  air  is  passing  into 
the  diffusion  tube,  3*83  measures  of  hydrogen  are  passing  out  of  it. 

In  the  case  where  different  gases  are  mixed  and  then  intro- 
duced into  the  diffusion  tube,  each  preserves  the  rate  of  diffusion 
peculiar  to  itself.  If,  for  instance,  hydrogen  and  carbonic  acid  be 
mixed  and  placed  in  the  diffusion  tube,  the  hydrogen  passes  out  with 
much  greater  rapidity  than  the  carbonic  acid  :  a  partial  mechanical 
separation  of  two  gases  differing  in  density  may  thus  be  effected. 

Since  all  gases  expand  equally  (128)  by  the  action  of  equal 
additions  of  heat,  their  relative  densities  are  preserved,  and  the 
relative  velocities  of  diffusion  are  therefore  preserved  also,  what- 
ever the  temperature,  provided  that  both  gases  be  heated  equally. 
The  rate  of  diffusion  of  equal  volumes  of  different  gases  becomes, 
as  we  might  expect,  accelerated  by  a  rise  of  temperature ;  for  by 
heat  all  gases  are  rendered  specifically  lighter ;  but  the  rate  of 
diffusion  does  not  increase  so  rapidly  as  the  direct  expansion  of 
gases  by  heat.  Consequently  the  same  absolute  weight  of  any  gas 
will  be  diffused  more  rapidly  at  a  low  than  at  a  high  temperature. 

The  process  of  diffusion  is  one  which  is  continually  perform- 
ing an  important  part  in  the  atmosphere  aroimd  us.     Accumula- 
tions of  gases^  which  are  unfit  for  the  support  of  animal  and 
vegetable  life,  are  by  its  means  silently  and  speedily  dispersed,  and- 
this  process   thereby    contributes   largely  to  maintain  that  uni- 
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(65)  Effusion. — ^The  numbers  in  the  last  column  of  tho  tnhlo 
headed  '  Rate  of  Effusion/  are  the  results  obtained  bv  oxporimont 
upon  the  rapidity  with  which  the  different  gases  cscn)H'  into  a 
vacuum  through  a  minute  aperture^  about  xoo  of  an  inch  in  dia- 
meter, perforated  either  in  a  thin  sheet  of  metal  or  in  glasii, 
(&raham,  Phil.  Trans,,  1S46,  p.  574.)  It  is  evident  that  thoy 
coincide,  within  the  limits  of  experimental  errors,  with  the  rela- 
tive rates  of  diffusion  of  each  gas ;  and  that  the  velocities  with 
which  different  gases  pass  through  the  same  small  aperture  into  a 
vacuum^  are  inversely  as  the  square  roots  of  the  densities  of  tho 
gases.  The  lightest  gas  enters  the  most  rapidly.  (!!hango  in  tho 
density  of  the  gas  has  but  little  influence  on  tho  rate  of  effunioni 
the  volume  effused  in  a  given  time  being  nearly  uniform,  whatever 
the  amount  of  condensation  or  of  rarefaction.  Tlio  rate  of  tho 
efflux  of  liquids,  when  passing  through  an  aperture  in  a  ycry  thin 
plate,  18  found  also  to  be  inversely  as  the  square  roots  of  thoir 
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(66)  Transpiration  of  Gases. — 'V\'hen  gasea  are  transmitted 
through  fine  tubes,  a  very  differeut  result  is  obtained,  correspond- 
ing with  the  effect  already  described  in  the  case  of  liquids. 
(Graham,  Phil.  Trans.,  1846;  and  1849.)  A  series  of  experiments 
on  gases  and  vapours,  analogous  to  those  upon  liquids  by  Poiseuille, 
already  referred  to  (60),  shoved  that  the  rate  of  efflux  &>r  each 
gas,  or  the  velocity  of  transpiralion  (as  Graham  terms  this  passage 
of  gas  through  long  capillary  tubes)  is  entirely  independent  of  its 
rate  of  diffusion.  In  the  performance  of  these  experiments,  the 
gas  was  placed  orer  water,  in  a  graduated  jar,  a,  fig.  34,  so  sus- 
pended that  the  liquid  in  the  jar  and  in  the  bath  could  be  readily 

Fia.  34. 


kept  at  the  same  level.  The  gas  was  dried,  by  passing  it  through 
a  tube,  B,  filled  with  chloride  of  calcium,  and  then  allowed  to 
enter  through  a  long  fine  capillary  tube,  c,  into  the  exhausted  re- 
ceiver, B,  of  the  air-pump,  which  was  sometimes  kept  vacuous  by 
continued  pumping;  at  other  times,  the  state  of  the  exhaustion 
was  ascertained,  at  intervals,  by  means  of  the  gauge,  o.  In  all 
cases,  the  quantities  of  gas  that  entered  in  a  given  time  were 
c&re&lly  observed. 

It  is  necessary,  in  order  to  overcome  the  influence  of  effusion, 
and  to  furnish  uniform  results,  to  employ  a  certain  length  of  tube, 
which  increases  with  the  diameter,  and  is  not  uniformly  the  same 
for  all  gasea.  If  this  precaution  be  observed,  it  appears,  when 
the  gases  flow  through  capillary  tubes  into  a  vacuum — 

I,  That  the  rate  of  transpiration  for  the  same   gas  increases^ 
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ctBteris  paribus,  directly  as  the  pressure ;  in  other  words,  equal 
Yolumes  of  air^  at  different  densities,  require  times  inversely  pro- 
portioned to  the  densities.  For  example,  a  pint  of  air  of  double 
the  density  of  the  atmosphere  will  pass  through  the  capillary  tube 
into  the  vacuum  in  half  the  time  that  would  be  required  for  a 
pint  of  air  of  its  natural  density.  This  is  a  very  remarkable  result, 
and  stamps  the  process  of  transpiration  with  a  character  quite 
unlike  that  of  diffusion  or  effusion.  2.  That  with  tubes  of  equal 
diameter,  the  volume  transpired  in  equal  times  is  inversely  as  the 
length  of  the  tube :  if  30  cubic  inches  were  transpired  through  a 
tube  10  feet  long,  in  five  minutes,  a  similar  tube,  20  feet  in 
length,  would  only  allow  the  passage  of  15  cubic  inches  in  the 
same  time.  3.  That  as  the  temperature  rises,  the  transpiration  of 
equal  volumes  becomes  slower.  4.  That  whether  the  tubes  were 
of  copper  or  of  glass,  or  whether  a  porous  mass  of  stucco  were 
used,  the  same  uniformity  in  the  residts  was  obtained.  By  com- 
paring together  different  gases  under  similar  circumstances,  the 
rate  of  transpiration,  or  rapidity  of  passage  into  a  vacuum  through 
a  capillary  tube,  was  found  to  vary  with  the  chemical  nature  of 
the  gas.  These  velocities  of  different  gases  bear  a  constant  rela- 
tion to  each  other,  totally  independent  of  their  densities,  or  indeed 
of  any  other  known  property  of  the  gases.  Graham  considers, 
that  it  is  most  probable  that  the  rate  of  transpiration  is  the  re- 
sultant of  a  kind  of  elasticity  depending  upon  the  absolute  quan- 
tity of  heat,  latent  as  well  as  sensible,  which  different  gases  con- 
tain under  the  same  volume  :  and  therefore  that  it  will  be  found  to 
•      •      •      •      •      ' 

be  connected  more  immediately  with  the  specific  heat  thau  with 
any  other  property  of  gases. 

Transpirability  of  Gases. 


GflWM. 


Oxygen  . 

Air 

Nitrogen 

Binoxide  of  Nitrogen  .    .    . 

Carbonic  Oxide 

Protoxide  of  Nitrogen .    .    . 

Hydrochloric  Acid  .    .    .    . 

Carbonic  Acid 

/hlorine  •    •    ; 

SalphnrooB  Acid 

Sulphuretted  Hydrogen  .  . 
Idgnt  Carbnretted  J^drogen 

Ammonia 

Cyanogen    

OlefiantGas 

Hydrogen 


Times  for 
Tnmspiration  of 
Equal  Volumes. 


I 'COCO 
0*9030 
0-8768 
0*8764 

0*8737 
O7493 

o*73<53 
07300 

0*6664 
06500 
0*6195 

o'55io 

0*545 
05060 

05051 
04370 


Velocity  of 
Traiispiriition. 


I'OOOO 

11074 

1*141 
1*141 

1*144 

1*334 
I  361 

1*369 
1500 

1*538 
1*614 

1-815 

1*935 
1*976 

1*980 

a'388 
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Of  all  the  gases  tried,  oxygen  has  the  slowest  rate  of  transpi- 
ration ;  and  hence  that  gas  may  be  conveniently  taken  as  the  stan- 
dard of  comparison  for  the  other  gases,  as  has  been  done  in  the 
preceding  table,  which  shows  the  relative  times  in  which  equal 
volumes  of  the  different  gases  are  transpired,  and  their  relative 
velocities,  which  are  of  course  inversely  as  the  times. 

A  mixture  consisting  of  equal  volumes  of  two  gases  which 
differ  in  their  rates  of  transpiration,  does  not  always  exhibit  a 
transpirability  which  is  the  mean  of  that  of  the  two  gases  when 
separate.  The  transpiration-time  of  hydrogen  is  greatly  prolonged 
by  admixture  with  oxygen ;  equal  volumes  of  these  two  gases  had 
a  rate  of  0*9008  instead  of  072,  which  would  be  the  mean  of  the 
two. 

In  the  following  table  the  transpirability  of  some  vapours  is 
given.  These  results,  however,  from  the  necessity  of  experiment- 
ing upon  the  bodies  in  a  state  of  mixture  with  some  permanent 
gas,  have  not  hitherto  been  determined  with  a  precision  equal  to 
that  attained  in  the  gases  above  enumerated : — 

Transpirability  of  Vapours. 
(Times  required  for  equal  volumeB.) 


Oxygen      ....  I'oooo 
Bromine  (about)  .     .  1*0000 
Sulphuric  Acid  .     ) 
(Anhydrous)       •     ) 
Bisulphide  of  Carbon  0*6195 


Chloride  of  Methyl  .  0*5475 
Chloride  of  Ethyl  .  0*4988 
Oxi^e  of  Methyl  .  .  0*4826 
Hydrocyanic  Acid  •  0*4600 
Ether 0*4400 


Some  very  simple  relations  in  the  transpirability  of  several  of 
the  foregoing  gases  may  be  observed.     Thus  it  has  been  foimd — 

1.  That  equal  weights  of  oxygen,  nitrogen,  air,  and  carbonic 
oxide  are  transpired  in  equal  times. 

2.  That  the  velocities  of  nitrogen,  of  binoxide  of  nitrogen,  and 
of  carbonic  oxide  are  equal. 

3.  That  the  velocities  of  hydrochloric  acid,  of  carbonic  acid, 
and  of  protoxide  of  nitrogen  are  equal. 

4.  That  the  velocity  of  hydrogen  is  double  that  of  nitrogen,  of 
carbonic  oxide,  and  of  binoxide  of  nitrogen. 

5.  That  the  velocities  of  chlorine  and  of  .oxygen  are  as  3  :  2. 

6.  That  the  velocities  of  hydrogen  and  of  light  carburetted 
hydrogen  are  as  5  :  4. 

7.  That  olefiant  gas,  cyanogen,  and  ammonia  have  each  nearly 
double  the  velocity  of  oxygen. 

8.  That  the  transpiration- time  of  hydrogen. is  the  same  as  that 
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of  the  vapour  of  ether,  and  that  of  sulphuretted  hydrogen  is  the 
same  aa  the  tnuupiration  of  the  vapour  of  bisulphide  of  carbon. 

Carbonic  oxide  and  nitrogen  have  the  same  density  and  the 
same  rate  of  transpiration ;  so  have  carbonic  acid  and  protoxide  of 
nitrogen.  The  rates  of  transpiration  of  atmospheric  air,  of  oxygen, 
of  nitrogen,  and  of  carbonic  oxide  are  likewise  in  direct  proportion 
to  their  densities ;  but  these  seem  to  be  concurrences  rather  than 
necessary  consequences,  aa  no  regular  connexion  between  the  trans- 
piration and  the  density  of  the  gas  can  be  traced. 

{67)  Postage  of  Gatet  throt^h  DiaphragmB. — As  in  the  case  of 
the  diffuuon  of  liquids  the  results  are  oflcn  modified  by  the  em- 
ployment of  a  diaphragm,  and  the  introduction  of  the  disturbing 
force  of  adhesion  to  the  material  of  which  it  consiste,  so  it  is  also 
in  respect  to  gases.  This  disturbance  of  the  law  of  diffusion  is 
especially  seen  in  the  case  of  soluble  gases,  when  the  diaphragm 
is  moist.  If  a  moist  thin  bladder,  or  a  rabbit's  stomach,  be  dis- 
tended with  air,  and  sospended  in  a  jar  of  carbonic  acid  gas,  the 
carbonic  acid,  being  soluble  in  the  water  with  which  the  membrane 
is  moistened,  is  conveyed  through  its  pores  by  adhesion,  and  passes 
rapidly  into  the  inside :  the  air  in  the  interior  is  but  sparingly 
soluble,  and  is  transmitted  outwards  very  slowly ;  the  carbonic 
acid,  consequently,  notwithstanding  its  lower  diffiisive  power,  accu- 
mnlates  within,  and  at  length  often  bursts  the  bladder.  A  similar 
phenomenon,  arising  from  the  same  cause,  is  exhibited  on  placing  a 
jar  of  air,  the  mouth  of  which  is  covered  by  a  film  of  soapy  water, 
in  a  vessel  of  protoxide  of  nitrogen.  Where  the  diaphragm  does  not 
exert  this  solvent  power,  the  usual  law  of  diffusiveness  prevails. 
This  is  strikingly  exemplified  by  taking  two  similar  small  jars, 
shown  at  A  and  h,  fig.  35, 

B  being  filled  with  hydrogen,  ^"*-  35* 

A  with  air,  and  tying  a  sheet  '^       ~ 

of  caoutchouc  over  the  open 
mouth  of  each.  Over  the 
one  containing  air  invert  a 
large  jar  fidl  of  hydrc^en,  h'; 
leave  the  other  exposed  in  a 
jar  of  air,  a';  in  the  course  of 

ten  days  or  a  fortnight  the  caoutchouc  over  the  jar  filled  with  air 
will  have  become  convex  from  the  endosmosis  of  the  hydrogen ;  over 
'  the  other  it  will  have  become  concave  from  its  exosmosis ;  the  motion 
of  the  hydrogen  in  both  cases  through  the  caoutchouc  being  more 
rapid  than  the  simultaneous  passage  of  the  air  through  it  in  the 
opposite  direction.     Caoutchouc  baa,  like  charcoal,  the  power  of 
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condensing  large  quantities  of  many  gases  by  the  force  of  adhe- 
sion ;  for  example,  it  rapidly  absorbs  ammonia,  protoxide  of  nitro- 
gen, and  sulphurous  acid.  Indeed^  it  is  impossible  to  employ  any 
diaphragm  in  which  this  disturbing  force  is  not  in  a  certain  degree 
observable ;  even  with  plaster  of  Paris  it  is  appreciable,  and  slightly 
modifies  the  experimental  results  of  difiiision:'*'  where  condensation 
occurs  in  the  membrane  to  a  large  amount,  the  gas  is  frequently 
reduced  in  bulk  as  much  as  would  be  needed  for  its  liquefaction ; 
it  then  evaporates  from  the  opposite  surface  of  the  diaphragm  into 
the  other  gas,  just  as  a  very  volatile  liquid  would  do. 

The  phenomena  of  diffusion  in  gases  were  viewed  by  Dalton  as 
a  necessary  consequence  of  the  self-repulsive  property  of  the  par- 
ticles of  gaseous  bodies.  He  considered  that  each  gas  ultimately 
dilates  until  the  whole  space  through  which  the  diffusion  occurs  is 
filled  with  an  atmosphere  of  that  gas,  of  a  density  proportioned  to 
the  quantity  of  the  gas  present.  Observation  shows  that  each  gas 
becomes  difiused  through  a  limited  space  filled  with  any  other  gas, 
as  it  would  do  into  a  vacuum,  the  other  gas  only  acting  mechani- 
cally to  retard  the  period  at  which  such  uniformity  of  diffusion  is 
attained. 

It  has  been  remarked  by  Graham,  that  if  this  view  were  true 
there  should  be,  contrary  to  experience,  a  depression  of  temperature 
when  two  gases  become  intermixed.  It  does  not,  however,  appear 
that  this  is  a  necessary  consequence,  since  the  particles  of  each  gas 
may  merely  glide  amongst  those  of  the  other  kind,  as  the  particles 
of  water  do  amongst  those  of  sand,  the  self-repulsion  of  the  particles 
still  being  the  power  which  determines  the  process  of  diffusion. 

The  phenomena  of  the  diffusion  of  liquids  seem,  however,  to  be 
more  easily  reconciled  with  the  supposition  of  a  fi^ble  superficial 
attraction  between  the  particles  of  one  liquid  and  those  of  another, 
and  the  supposition  that  an  analogous  attraction  exists  between  the 
particles  of  one  gas  and  those  of  a  gas  of  different  nature  might 
sufficiently  account  for  the  process  of  intermixture  in  the  case  of 
elastic  fluids. 

It  is  to  be  borne  in  mind  that  in  the  intermixture  of  gases,  the 
division  volume  has  no  necessary  relation  to  the  chemical  equiva- 
lent or  supposed  atomic  weight  of  the  body.     The  ratios  which 


•  Bansen,  in  his  experiments  (Oasometry,  translation  by  Sosooe, 
pp.  198-333),  used  a  plug  of  gypsum  from  half  an  inch  to  an  inch  in 
thickness,  and  the  results  showed  that  the  phenomena  of  transpiration 
must  also  be  allowed  for,  but  from  estimating  its  importance  onauly,  he 
was  led  to  question  the  acooracy  of  Graham's  law  of  diffusion,  which  la  no 
doubt  correct. 
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have  been  obeenred  are  dependent  npon  the  relative  density  of  the 
gases  compared,  quite  irrespective  of  the  combining  proportion. 
In  liqoidsy  a  similar  want  of  connexion  between  the  chemic^  equi- 
valents and  the  diffusion  volume  is  observed ;  the  relation  in  this 
case  is  a  multiple  of  the  absolute  weight  diffused. 

(68)  Separation  of  Bodies  by  Cold  or  Heat, — It  often  happens, 
where  adhesion  has  proceeded  so  far  as  to  produce  the  solution  of 
a  solid  in  a  liquid,  as  in  the  cases  just  considered,  that  the  chemist 
has  occasion  to  destroy  this  adhesion,  and  to  obtain  one  substance 
or  both  of  them  in  a  separate  form.  This  separation  is  generally 
effected  with  the  aid  of  heat.  Depression  of  temperature  will 
sometimes  cause  the  cohesion  of  the  particles  of  the  solid  to  acquire 
the  ascendency  over  the  force  of  adhesion.  When,  for  example, 
brandy  is  exposed  to  intense  cold,  many  degrees  below  that  necessary 
to  freesse  water,  the  spirituous  portion  retains  its  liquid  form,  and 
separates  from  the  aqueous  part,  which  solidifies  as  ice.  An  in- 
stance of  this  sort  occurs  in  nature  on  a  vast  scale,  in  the  pure 
fresh-water  ice  which  is  formed  Over  thousands  of  square  miles  of 
ocean  round  the  northern  and  the  southern  poles.  Indeed  water,  in 
the  act  of  freezing,  becomes  completely  separated  from  everything 
which  it  previously  held  in  solution.  It  is  owing  to  the  separation 
of  air  previously  dissolved  in  the  water,  that  ice  so  often  presents  a 
blebby,  honeycombed  appearance.  Faraday  has  shown  that,  even 
on  a  small  scale,  this  complete  separation  of  foreign  matters  from 
water  may  be  easily  effected  by  the  process  of  freezing.  If  sul- 
phuric acid,  or  a  strong  solution  of  indigo,  or  one  of  common  salt, 
be  mixed  with  90  or  loo  times  its  bulk  of  water,  and  this  mixture 
be  placed  in  a  tube  of  about  an  inch  in  diameter,  and  immersed  in 
a  freezing  mixture  (163),  at  the  same  time  that  the  separation  of 
the  foreign  matter  is  mechanically  facilitated  by  stirring  tlie  liquid 
round  and  round  briskly  and  constantly  with  a  feather,  the  sides 
of  the  tube  will,  in  a  few  minutes,  be  lined  with  a  coat  of  trans 
parent,  chemically  pure  ice,  all  the  foreign  matters  having  accumu- 
lated in  the  central  portion,  which  still  remains  liquid. 

In  like  manner,  gases  may  be  in  great  measure  freed  from 
condensible  vapours  by  exposing  them  to  a  very  low  temperature. 
Air  saturated  with  moisture  may  be  rendered  nearly  dry  by  causing 
it  to  traverse  a  long  tube,  cooled  down  by  immersion  in  a  mixture 
of  ice  and  salt. 

Elevation  of  temperature  is  still  more  often  resorted  to  for  the 
separation  of  bodies  in  solution :  when,  for  instance,  a  solution  of 
common  salt  in  water  is  exposed  to  heat,  the  repulsive  power  of 
this  agent  overcomes  the  cohesion  of  the  water,  as  well  as  its  adhe- 
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sion  to  the  salt ;  the  water  assumes  the  aeriform  condition,  passes 
off  in  steam^  and  leaves  the  salt  behind  in  the  solid  state.  This 
process  is  termed  evaporation.  It  proceeds  rapidly  in  shallow^ 
open  vessels,  in  which  case  the  liquid  escapes  into  the  air.  If  it 
be  necessary  to  preserve  the  solvent,  the  operation  is  conducted  in 
a  closed  vessel,  such  as  a  retort,  and  connected  with  a  suitable 
condensing  apparatus,  so  as  to  effect  a  distillation  of  the  liquid. 
The  same  process  may  be  applied  to  effect  a  partial  separation  of 
liquids  of  different  degrees  of  volatility,  and  spirit  of  wine  is  thus 
more  or  less  perfectly  separated  from  water. 

§  IV.  Crystallization. 

(69)  It  might  be  anticipated  that  when  cohesion  slowly  re- 
covers its  ascendency,  this  force  would  exert  itself  throughout  the 
piass  equally  in  all  directions,  and  that  a  globular  concretion  would 
be  the  result,  as  when  oil  separates  from  mixture  with  dilute  spirit 
of  a  specific  gravity  precisely  equal  to  its  own.  The  fact,  however, 
is  quite  otherwise^  for  as  a  general  rule  cohesion  is  not  exerted 
equally  in  all  directions  in  solids.  In  the  majority  of  instances, 
where  solid  bodies  are  allowed  slowly  to  separate  from  their  solu- 
tions, they  are  found  to  assume  regular  geometrical  forms.  Each 
substance  has  its  own  peculiar  form.  Such  regular  geometrical 
solids  are  termed  crystals. 

By  these  differences  in  form,  the  materials  which  constitute  the 
crystallized  masses  may  often  be  distinguished  from  each  other. 
For  example,  common  salt  crystallizes  in  cubes,  alum  in  octohedra, 
saltpetre  or  nitre  in  six-sided  prisms,  Epsom  salts  in  four-sided 
prisms,  and  so  on.  The  more  slowly  and  regularly  the  process  is 
allowed  to  proceed,  the  larger  and  more  regular  are  the  crystals. 
The  usual  method  of  obtaining  crystals  is  to  form  a  strong  solution 
of  the  salt  in  hot  water,  as  most  bodies  are  more  freely  soluble  in 
^ater  when  it  is  at  an  elevated  temperature  than  when  cold ;  as 
the  liquid  cools,  the  cohesion  of  the  salt  resumes  its  ascendency, 
and  the  crystals  shoot  through  the  liquid :  in  this  way  crystals  of 
nitre  are  easily  produped.  It  is  not  necessary,  however,  that  the 
liquefaction  should  in  all  cases  take  place  through  the  intervention 
of  an  indifferent  liquid  such  as  water :  mere  fusion  of  the  sub- 
stance, followed  by  slow  cooling  so  as  to  allow  it  freely  to  obey  the 
molecular  attraction,  is  in  many  instances  sufficient  to  produce 
crystals.  If  8  or  10  lb.  of  sulphur  or  of  bismuth  be  fused  in  a 
crucible,  and,  after  it  has  cooled  sufficiently  to  become  solid  upon 
the  surface^  the  crust  be  broken  through  and  the  yet  liquid  sulphur 
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or  bismutli  be  poured  out,  the  inner  surface  of  the  solid  portion 
will  be  found  to  be  lined  with  prismatic  transparent  crystals  of 
sulphur,  or  brilliant  hollow  cubes  of  metallic  bismuth.     Water  on 
solidifying  often  shoots  into 
beautiful  crystals,  as  may  be  ^'®'  3^- 

seen  in  the  forms  of  snow 
flakes,  fig.  36,  which  fall 
during  a  hard  frost.  The 
forms  of  these  flakes  are  all 
derived  from  the  six-sided 
plate.  No.  I  ;  the  separate 
crystals  in  the  groups  2,  3, 
4,  5,  6,  7^  8,  all  cross  each 

other  at  angles  of  60°  and  1 20°,  though  they  vary  in  the  com- 
plexity of  their  arrangement. 

In  the  bowels  of  the  earth,  temperatures  which  man  can  hardly 
attain  in  his  furnaces,  have  been  acting  for  ages ;  processes  of  cool- 
ing of  the  most  regular  and  gradual  kind  have  been  proceeding, 
and  a  great  variety  of  combinations  have  been  effected  under  the 
pressure  of  the  superincumbent  strata :  by  the  combined  operation 
of  these  causes  many  crystalline  substances  of  mineral  origin  have 
been  formed,  which  we  have  not  succeeded  in  imitating,  although 
a  closer  examination  of  the  slags  of  our  iron  furnaces  reveals  new 
artificial  formations  of  this  nature;  and  the  number  of  those 
combinations,  previously  unattaiiied  by  art,  is  gradually  being 
diminished. 

Ebelmen  {Ann.  de  Chimie,  III.  xxii.  an)  succeeded  in  pro- 
duciiig  a  variety  of  artificially  crystallized  compounds,  which  were 
before  only  known  as  natural  minerals,  by  dissolving  their  con- 
stituents in  boracic  or  in  phosphoric  acid,  or  in  one  of  their  salts, 
and  then  subjecting  the  mixture  to  an  intense  and  long- sustained 
heat  in  a  furnace  used  for  baking  porcelain  ;  the  acid,  or  other  com- 
pound employed  as  the  solvent,  was  thus  very  slowly  volatilized, 
and  various  crystals  were  obtained,  including  spinelle,  chrome  iron, 
emerald,  and  corundum  or  ruby.  Deville  and  Carou  [Comptes 
Sendus,  xlvi.  764)  have  extended  these  experiments.  They  in- 
troduced the  fluorides  of  certain  metals  into  a  crucible  lined  with 
charcoal,  and  containing  a  quantity  of  boracic  acid  supported  in  a 
small  cup  of  carbon.  The  cover  of  the  crucible  was  then  carefully 
luted  on,  and  the  whole  exposed  for  an  hour  or  two  to  an  intense 
white  heat.  Under  these  circumstances  the  metallic  fluoride  and 
the  boracic  acid  were  slowly  volatilized,  the  vapours  decomposed  each 
other^  and  crystals  were  formed.   Sesqidfluoride  of  iron  when  thus 
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treated  with  boracic  acid  yielded  magnetic  oxide  of  iron  in 
octohedral  crystals.  Fluoride  of  zirconium  yielded  dendritic 
crystals  of  zirconia ;  a  mixture  of  fluoride  of  aluminum  and  fluoride 
of  glucinum  furnished  chrysoberyl;  fluoride  of  aluminum  mixed  with 
fluoride  of  zinc  yielded  crystals  of  gahnite ;  and,  by  the  use  of 
appropriate  mixtures,  staurolite  and  other  crystallized  bodies  pre- 
viously only  known  as  native  minerals  were  procured.  The  success 
that  has  attended  these  investigations  ofi*ers  every  inducement, 
to  those  who  have  the  opportunity,  to  pursue  this  interesting 
subject. 

It  is  not  in  all  cases  necessary  that  liquefaction  should  take 
place  as  a  preliminary  to  crystallization :  the  deposition  of  a  solid 
from  the  gaseous  state  sometimes  occurs  in  crystalline  forms: 
iodine,  arsenious  acid,  sulphur,  iodide  of  mercury,  and  camphor 
offer  illustrations  of  this  mode  of  crystallization. 

(70)  The  process  of  crystallization  from  solution  often  affords 
a  means  of  separating  two  salts  of  unequal  solubility,  the  crys- 
talline form  of  which  is  different,  and  which  have  no  chemical 
action  on  each  other :  nitrate  of  potash  is  thus  purified  from  the 
common  salt  which  always  occurs  mixed  with  it.  This  process  is 
very  generally  resorted  to  as  a  means  of  purifying  salts  from  small 
quantities  of  foreign  admixtures,  which  may  be  soluble  in  water, 
but  which  either  do  not  crystallize,  or  if  they  crystallize,  do  not  do 
so  in  dilute  solutions.  Each  crystallization  diminishes  the  quantity 
of  adhering  impurity,  and  after  the  process  has  been  repeated  three 
or  four  times  by  dissolving  each  successive  crop  of  crystals  in  fresh 
portions  of  pure  water,  the  product  will  in  most  cases  be  free  from 
impurity.  The  crystallization  of  sea  salt  from  sea  water  thus 
separates  the  chloride  of  sodium  from  chloride  of  magnesium,  and 
from  various  other  salts  which  are  present  with  it  in  small  pro- 
portions :  a  single  crystallization  gives  the  salt  sufficiently  pure 
for  commercial  purposes,  though  it  is  in  this  state  far  from  being 
chemically  free  from  the  bodies  which  accompany  it  in  the  waters 
of  the  ocean.  A  single  crystallization,  however,  if  the  solution  be 
briskly  stirred  whilst  the  crystals  are  being  deposited,  may  be  made 
to  furnish  the  salt  very  nearly  chemically  pure.  The  crystals  are 
thus  deposited  in  minute  detached  grains ;  and  if  these  are  placed 
to  drain,  and  washed  with  a  saturated  solution  of  the  pure  salt  as  is 
practised  in  the  refining  of  nitre  (476),  the  mother  liquor,  which 
retains  the  impurities  dissolved,  may  be  completely  washed  away ; 
but  if  the  crystals  be  allowed  to  be  deposited  slowly  and  to  acquire 
a  large  volume,  the  mother  liquor  is  retained  between  the  layers  of 
the  crystal,  and  cannot   be  thoroughly  displaced  by   the  pore 
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solution.  Bodies^  such  as  sulphate  and  chromate  of  potash^  which 
possess  the  same  crystalline  form^  cannot  thus  be  separated  from 
each  other  by  crystallization. 

(71)  Where  the  forces  of  cohesion  and  of  adhesion  are  nearly 
balanced^  as  in  saturated  solutions,  very  slight  causes  may  occa- 
sion the  force  of  cohesion  to  preponderate ;  and  when  once  this 
force  has  been  set  in  action,  its  influence  spreads  rapidly  through- 
out the  mass.  Water,  for  example,  in  a  still  atmosphere,  may  be 
cooled  8  or  lo  degrees  below  the  freezing  point,  and  yet  continue 
liquid;  but  the  slightest  vibration  of  the  vessel  causes  sudden 
crystallization  of  a  portion  of  the  liquid  into  ice.  Sometimes,  as 
in  the  case  of  Glauber's  salt,  the  sudden  admission  of  air  to  the 
solution  of  a  salt  saturated  at  a  high  temperature,  from  which,  by 
boilings  the  air  has  been  expelled,  produces  a  similar  effect. 

Adhesion  to  a  solid  body  may  be  sufficient  to  disturb  the 
balance ;  thus,  the  dropping  in  of  a  similar  crystal,  the  insertion  of 
a  thread,  or  of  a  wire,  or  of  a  piece  of  stick,  if  not  sufficient  to  cause 
sudden  crystallization,  will  generally  determine  the  spot  upon 
which  the  crystals  are  first  formed,  especially  if  the  foreign  body 
or  nucleus  be  rough  and  irregular  in  its  outline.  For  this  reason 
threads  are  stretched  across  the  vessels  in  which  the  pure  solution 
of  sugar  is  set  aside  to  crystallize  in  the  manufacture  of  sugar 
candy ;  so  also  wooden  rods  are  placed  in  solutions  of  acetate  of 
copper,  and  copper  wires  are  suspended  in  solutions  of  borax  in 
order  to  facilitate  the  crystallization  of  the  salt. 

{yz)  Circumstances  which  modify  Crystalline  Farm. — The 
volume  of  crystals  is  often  influenced  by  circumstances  apparently 
trivial.  Muddy  solutions  generally  yield  the  largest  crystals,  as  is 
well  seen  in  the  manufacturing  process  for  obtaining  citric  and 
tartaric  acids,  where  the  impure  acid  always  forms  the  finest 
crystals.  Occasionally  the  presence  of  a  substance  in  the  liquid 
which  does  not  crystallize  with  the  salt,  yet  modifies  the  form 
which  the  latter  assumes;  urea,  for  instance,  occasions  the  depo- 
sition of  common  salt  in  octohedra  instead  of  its  usual  form  of 
the  cube. 

The  investigations  of  Pasteur  {Ann.  de  Chimie,  III.  xlix.  5) 
have  thrown  an  interesting  light  upon  some  of  the  causes  which 
thus  operate  in  modifying  the  form  of  crystals.  The  crystals 
which  were  particularly  examined  by  him  were  those  of  bimalate 
of  ammonia^  and  of  formiate  of  strontia.  Bimalate  of  ammonia 
crystallizes  in  the  form  shown  in  No.  i,  fig.  37,  when  it  is  de- 
posited in  the  cold  from  a  pure  saturated  solution  of  the  salt ; — a 
fiarm  derived  from  a  right  prism  with  a  rhombic  base.     Some- 
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times^  however,  the  crystals  exhibit  the  double  bevel  shown  in 
No.  2.     When  the  salt  is  deposited  from  a  solution  containing 

Fio.  37. 


products  of  the  decomposition  of  the  bimalate  by  heat,  it  assumes  a 
hemihedral  modification,  similar  to  one  or  other  of  those  shown  in 
fig.  38.     The  bimalate  has  a  ready  cleavage  parallel  to  the  sides  a  b 

Pig.  38.  Fig.  39. 
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and  CD.  If  a  crystal  of  the  form  of  i  or  2  be  broken  across  as 
in  fig.  39,  and  be  transferred  to  a  portion  of  pure  saturated 
mother  liquor,  the  bevel  is  rapidly  restored :  it  makes  its  appear- 
ance first  along  the  edges  of  the  cleavage   plane  x  y,  and  the 

growth  of  the  crystal  is  more  rapid  in  the  direc- 
Fig.  40.  tion  perpendicular  to  the  plane  of  cleavage  than 
it  is  in  the  direction  parallel  with  it.  If  the  crystal 
be  cut  at  one  of  its  angles  as  at  a,  fig.  40,  the  notch 
becomes  rapidly  filled  up,  as  shown  in  the  figure, 
and  when  the  form  of  the  crystal  is  restored^  its 
growth  again  becomes  regular  in  all  directions. 

The  general  conclusion  to  which  these  obser- 
vations point,  is, — that  when  a  broken  crystal  is 
replaced  in  its  mother  liquor,  it  continues  to  increase  in  every 
direction ;  but  that  its  growth  is  especially  active  upon  the  broken 
surfaces,  in  consequence  of  which  the  general  outline  of  the  figure 
is  restored  in  a  few  hours. 

If  a  hemihedral  crystal,  such  as  either  of  those  shown  in  fig.  38, 
be  placed  in  a  saturated  solution  of  the  pure  bimalate,  the  hemihe- 
dral faces  quickly  disappear,  as  the  artificial  injury  does.     On  the 
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other  hand^  if  perfect  crystals  be  placed  in  a  mother  liquid  depo- 
siting hemihedral  crystals,  the  hemihedral  form  is  speedily  deve- 
loped upon  the  newly  introduced  crystals,  the  hemihedral  crystal 
growing  most  rapidly  in  the  direction  of  its  length,  a  b,  whilst 
the  regular  crystal  increases  most  rapidly  in  the  direction  of  its 
breadth,  a  c. 

In  reflecting  upon  this  last  observation,  it  occurred  to  Pasteur 
that  if  he  could  by  mechanical  means  compel  a  crystal  to  increase 
more  rapidly  in  length  than  in  breadth,  he  might  compel  a  pure 
solution  to  deposit  hemihedral  crystals.  He  accordingly  pasted 
strips  of  tinfoil  over  the  sides  of  a  well  formed  crystal  of  the 
bimalate,  and  having  produced  cleavage  planes  at  the  two  ends 
parallel  to  a  b,  he  placed  it  in  a  pure  solution  of  the  bimalate ; 
on  the  following  day  the  bevels  had  reappeared  along  the  broken 
faces,  and  each  of  the  four  solid  angles  of  the  crystal  exhibited  a  hemi- 
hedral face.  When  the  tinfoil  was  pasted  along  one  edge  only  of 
the  crystal,  the  hemihedral  faces  were  developed  on  that  side  only. 

(73)  Change  of  volume  in  Crystallizing, — Some  change  of  bulk 
usually  occurs  at  the  moment  of  solidification ;  in  many  instances 
expansion  is  produced.  Ice,  for  example,  at  the  moment  of  con- 
gelation, increases  in  bulk  about  -^  and  expands  so  forcibly  as  to 
burst  the  vessel  in  which  it  is  contained.  Instances  of  this  occur 
during  severe  frosts  in  the  pipes  used  for  conveying  water.  This 
expansive  force  is  so  enormous  that  no  vessels  have  been  found 
sufSciently  strong  to  resist  it.  The  most  compact  ice  has  a  spe- 
cific gravity  of  0*940 :  1000  parts  of  water  at  32°  become  dilated 
on  freezing  to  1063.  It  is  owing  to  this  expansion,  which  occurs 
at  the  moment  of  solidification  in  iron  and  Newton's  fusible 
metal,  that  they  answer  so  admirably  for  castings.  Other  solids, 
however,  present  equally  remarkable  instances  of  contraction,  of 
which  mercury,  lead,  and  gold  are  illustrations,  and  hence  the 
unfitness  of  the  two  metals  last  mentioned  for  the  purposes  of 
casting  or  moulding. 

According  to  the  experiments  of  Eopp  {Liebig's  AnnaL  xciii. 
129),  all  the  undermentioned  substances  contract  on  solidifying, 
and  their  expansion  at  the  moment  of  fusion  is  the  following : — 


100  Puts  of  Solid 

expand 

on  meltdog  at  °F. 

Phoaphoras     .... 
White  Wax    .... 
Stearic  Acid    .... 
Sulphur 

3*43 
042 

no 
60 

Ill 

158 
339 

Many  solids  expand  with  much  greater  rapidity  near  their 
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melting  point  than  at  lower  temperatures  ;  this  is  particularly  re- 
markable in  the  case  of  wax.  Kopp  also  finds  that  many  hy* 
drated  salts  expand  at  the  moment  of  fusion,  as  for  example : — 


ISO  Parts  of  Solid 


Chloride  of  Calcium  (CaCl  +  6  Ao)  .  9*6 

Phosphate  of  Soda  {2  NaO,  HO,  PO^. ) 

+  24  Aq) (  ^  ' 

HTpwrulphite  of  Soda  (XaO,  S,  O,  [ 

VoAq) ]  51 


•»»F. 


84 

95 
"3 
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A  similar  phenomenon  attends  the  melting  of  Rose's  fusible 
metal  (2  parts  of  bismuth,  i  part  of  tin,  and  i  of  lead),  which  on 
liquefying,  between  203^  and  208°,  expands  1-55  per  cent 
Iodine,  bromine,  potassium,  sodium,  tin,  and  bismuth,  also  con- 
tract at  the  moment  of  solidification,  and  of  course  expand  on 
liquefaction* 

(74)  An  interesting  proof  of  the  influence  of  mass  upon  co- 
hesion is  sometimes  observed  in  the  gradual  conTenion  of  small 
cr\'stals  left  in  the  liquid  into  larger  ones.  In  sulphate  of  nickd, 
for  example,  slight  alternate  elevations  and  depressions  of  tempe- 
rature cause  the  alternate  solution  and  re-crystallization  of  part  of 
the  salt ;  the  smaller  crystals,  which  offer  the  laiqgest  sur&oe  in 
proportion  to  their  mass,  are  most  readily  dissolred,  and  their  so- 
lution crystallizes  again  upon  the  sur&ce  of  the  laiger  ones,  which 
thus  gradually  increase  in  sixe,  whilst  the  small  ones  entirely 
disappear. 

By  the  slow  action  of  solution,  crystalline  structure  may  often 
be  made  risible  where  no  trace  of  it  was  prenously  apparent. 
The  force  of  cohesion  is  strongest  in  certain  directions,  which 
depend  upon  the  particular  crystalline  form,  and  a  kind  of  dissec- 
tion of  the  mass  is  thus  effected.  These  phenomena  may  be  de- 
veloped in  a  striking  manner  upon  the  surface  of  a  tin  plate,  by 
gently  warming  the  plate,  and  washing  it  over  while  hot  with  a 
little  weak  acid ;  the  crystalline  forms  thus  displayed  constitute, 
when  the  surface  has  been  varnished,  the  ornamented  tin  plate 
termed  moirfe  mitaUique.  A  bar  of  nickel  placed  in  dilute  nitric 
acid,  becomes  covered  with  tetrahedra,  finom  the  solution  of  the 
interveniug  uncrystallized  portions  of  the  metal }  and  the  fibrous 
structure  of  the  better  kinds  of  iron  is  thus  strikingly  exhibited. 
Salts  may  be  made  to  show  the  same  kind  of  structure  without 
having  recourse  to  chemical  soh^ents.  A  shapeless  block  of  alum, 
when  placed  in  a  nearly  saturated  solution  of  the  salt,  becomes 
gradually  embossed  with  portions  of  octohedra,  so  that  its  true 
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crystalline  structure  is  revealed  to  the  eye.  In  all  these  cases  the 
action  of  the  solvent  must  be  very  weak,  otherwise  the  force  of 
adhesion  will  act  too  uniformly :  the  more  slowly  the  solution 
takes  place,  the  more  clearly  is  this  difference  in  the  amount  of 
cohesion  in  different  directions  of  the  solid  manifested. — (Daniell, 
Quart.  Joum.  of  Science  i.  24,  and  Roy,  Inst.  Joum.  i.  1 ,) 

A  remarkable  molecular  change  sometimes  takes  place  in  bodies 
without  their  undergoing  any  alteration  from  the  solid  to  the 
liquid  state.  Brass  and  silver,  for  example,  when  first  cast  or 
wrought,  possess  considerable  toughness,  and  have  no  apparent 
crystalline  structure ;  by  repeated  heatings  and  coolings,  however, 
they  often  become  so  brittle  as  to  snap  off  upon  the  application  of 
a  very  slight  degree  of  force,  and  the  surface  of  the  fracture  then 
exhibits  a  distinctly  crystallized  appearance.  In  the  same  way  it 
is  found  that  constant  vibration,  such  as  that  to  which  the  iron 
shafts  of  machinery  and  the  axles  of  railway  carriages  are  subjected, 
gradually  destroys  the  fibrous  character  to  which  the  iron  is  chiefly 
indebted  for  its  toughness,  and  renders  it  crystalline  and  brittle. 
A  similar  change  sometimes  occurs  in  crystallized  bodies :  in  this 
way  transparent  prismatic  crystals  of  sulphate  of  nickel  or  of  sele- 
niate  of  zinc,  when  exposed  for  a  few  minutes  to  the  sun's  rays, 
become  opaque ;  they  retain  their  form  until  touched,  and  then 
cmmble  down  into  a  granular  powder  composed  of  octohedral  par- 
ticles. A  somewhat  similar  alteration  occurs  in  barley  sugar,  which, 
when  first  made  from  melted  sugar,  is  vitreous  and  transparent ; 
but  it  gradually  becomes  crystalline,  opaque,  and  brittle. 

(75)  Structure  of  Crystals :  Cleavage. — By  the  careful  applica- 
tion of  mechanical  force,  crystalline  form  may  be  often  revealed 
in  a  body  which  at  first  appears  as  a  shapeless  mass.  If  to  an 
irregular  fragment  of  Iceland  spar,  for  example,  we  apply  the  edge 
of  a  knife,  and  tap  it  gently  on  the  back  with  a  hammer,  we  shall 
find  that  in  certain  positions  the  spar  splits  readily,  leaving  smooth 
surfaces,  and  that  having  once  obtained  such  a  surface,  we  may  go 
on  splitting  the  mineral  in  layers  parallel  to  this  surface.  Upon^ 
applying  the  knife  to  the  surface  of  a  layer  so  detached,  we  find 
that  this  again  admits  of  cleavage  in  two  directions,  so  that  ulti- 
mately a  rhombohedral  crystal  is  obtained  from  the  spar.  Some 
bodies  admit  of  cleavage  with  much  greater  facility  than  others ; 
and  very  often  cleavage  occurs  more  readily  in  the  direction  of 
one  of  the  planes  than  in  that  of  the  others.  Selenite,  or  sulphate 
of  lime,  has  three  cleavages,  but  one  of  these  is  much  more  easily 
effected  than  the  others;  hence  the  mineral  is  readily  split  into 
laminie» 
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FlO.  41. 


Fig.  43. 


The  flat  surfaces 
developed  by  cleav- 
age  are  termed  the 
faceB  or  planes  of  a 
crystal  (such  bs  p  p, 
fig.  41.  i).  The  lines 
€  €,  formed  by  the  junc- 
tion of  two  of  these 
planes  are  its  edges; 
the  junction  of  two  edges  forms  a  plane  angle ;  and  the  point  a, 
at  which  three  or  more  planes  meet,  constitutes  a  solid  angle.  These 
planes  are  said  to  be  similar^  when  their  corresponding  edges  are 
proportional,  and  their  corresponding  angles  equal.  Edges  arc 
similar y  when  they  are  produced  by  the  meeting  of  planes  respec- 
tively similar,  at  equal  angles ;  and  angles  are  similar  when  they 
are  equal,   and  are  contained  within  edges  respectively  similar. 

Sometimes  it  happens  that  the  crystal  is  bounded  in 
all  directions  by  perfectly  equal  and  similar  faces,  as 
is  seen  in  the  cube,  octohedron,  and  rhombohedron. 
Such  forms  are  distinguished  as  simple  forms,  whilst 
those  forms  resulting  from  the  combination  of  two  or 
more  simple  ones  are  termed  compound^  or  secondary 
forms,  A  crystal  of  quartz,  consisting  of  a  six-sided 
prism,  terminated  by  two  six-sided  pyramids  (fig.  42), 
is  a  compound  form.  In  fig.  41,  2,  is  a  compound 
form,  the  twelve  edges  of  the  octohedron  d  d  d, 
being  replaced  by  faces  of  the  rhombic  dodecahedron. 
Although  each  substance  has  its  own  peculiar  crystalline  form, 
as,  for  example,  alum  the  octohedron,  common  salt  the  cube,  car- 
bonate of  lime  the  rhombohedron,  it  frequently  happens  that  the 
regularity  of  the  crystalline  form  is  interfered  with.  Extra  faces 
are  often  formed  by  the  replacement  of  an  edge,  or  the  truncation 
of  an  angle.  If  the  twelve  solid  edges  of  the  octohedron  were  re- 
moved, a  form  intermediate  between  the  octohedron  and  the 
rhombic  dodecahedron  would  be  the  result,  such  as  is  seen  in  fig. 
41,  2.  If  the  four  solid  angles  of  the  tetrahedron  were  removed,  a 
form  intermediate  between  the  tetrahedron  and  the  octohedron. 
would  be  obtained  (fig.  41,  3.) 

In  the  discovery  of  the  simple  form  of  crystals,  the  process  of 
cleavage  just  alluded  to  is  most  valuable ;   and    by  its  means, 
secondary  forms,  which  at  first  sight  present  no  resemblance  to  the 
original,  may  be  readily  traced  to  it.     A  striking  instance  of  this 
kind  is  aflforded  by  the  cleavage  of  the  six-sided  prism  of  calca- 
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reons  Bpar.  By  cleavage,  the  three  alternate  edges 
of  the  base  may  be  removed,  and  three  faces  pro- 
duced, as  at  r  r,  iig.  43,  whilst  a  cleavage  simitar 
to  that  of  the  base  may  be  effected  upon  the  oppo- 
•ite  extremity  of  the  prism,  except  that  the  edges 
cx>rresponding  to  those  that  before  resisted,  now 
yield,  and  that  those  which  at  the  base  yielded  to 
cleavage  now  remain  entire.  The  obtuse  rhombo- 
hedron  is  thus  obtained  by  pursuing  the  dissection, 
as  shown  in  fig.  43. 

(76)  Goniometert. — Since  the  number  of  geo- 
metrical solids  is  limited,  whilst  the  number  of 
cryatallised  bodies  is  very  great,  it  necessarily  hap- 
pens that  several  different  substances  possess  the  same  crystalline 
form,  and  the  only  difference  observable  between  them  consists  iu 
the  diflerent  inclination  of  the  planes  to  each  other;  or,  what  is 
the  same  thing,  in  variations  of  the  angles  of  the  crystal.  la 
order  to  detect  this  difference,  the  crystallographer  requires  instru- 
ments    for     meaaunng     these 

angiee.     Such  instruments  are  Fia.  44. 

termed  goniometers  (from  yinvta 
an  angle).  Of  these  the  sim- 
plest consists  of  a  pair  of  double 
compasses,  the  pivot  of  which 
coincides  with  the  centre  of  a 
graduated  semicircle ;  one  limb  I 
is  fixed,  forming  the  diameter  of 
the  semicircle,  the  other  is  move- 
able on  the  pivot,  and  crosses  the 
fixed  limb  at  its  centre,  as  shown 
ia  fig.  44.  The  external  limbs  of  the  compasses  are  pressed 
against  the  tw6  planes  of  the  crystal,  the  inclination  of  which  is  to 
he  measured,  so  that  they  shall  accurately  touch  those  planes  in 
(lirectiona  perpendicular  to  the  edge  at  which  they  meet ;  and  the 
alternate  and  opposite  angle,  which  of  course  coincides  with  that 
»f  the  crystal,  is  read  off  in  the  degrees 
of  the  graduated  arc. 

(77)  Afar  more  elegant  and  accu- 
rate inatrnment  ia  the  reflecting  gonio- 
meter of  Wollastoa,  fig.  46.  The 
principle  npoa  which  it  acta  may  be 
thus  explained : — Let  abed  (fig.  45), 
repreaent  a  section  of  the  crystal  to  be 
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FlO.  46. 


measured.  A  ray  of  ligbt,  i  r,  reflected  as  at  r  »,  from  tbe  surface 
of  the  crystal,  forms  the  radius  of  the  arc  which  is  to  be  measured. 
One  plane,  a  &,  of  the  crystal,  is  hrought  into  a  fixed  position 
with  regard  to  the  graduated  circle,  aad  the  inclination  of  the 
two  planes  a  b,  b  c  ia  ascertained  by  measuring  the  arc  which  the 
graduated  limb  of  the  instrument 
describes,  in  order  to  bring  the 
second  plane,  b  c,  of  the  crystal 
into  the  same  position  as  the  first, 
a  b.  The  tuf^Ument,  a  b  c,  ot 
this  arc,  E  c,  measures  the  inclina- 
tion of  the  two  planes.  The  angle 
may,  however,  be  read  off  at  oncCj 
by  attending  to  the  following  in- 
structions : — 

The  instrument  (fig.  46)  con- 
sists of  a  brass  disk,  a  b,  sup- 
ported in  a  vertical  plane,  and  gr^ 
'  dusted  on  its  outer  edge  to  half 
degrees.  By  means  of  a  milled 
head,  d,  this  disk  may  be  turned 
round  in  its  own  plane ;  the  angle 
through  which  it  has  been  made  to  turn  is  read  off  by  a  vernier, 
c,  which  is  permanently  fixed.  The  axis,/,  of  the  graduated  circle 
is  pierced  by  a  second  axis,  attached  to  the  milled  head,  e,  which 
is  intended  to  give  rotation  to  the  parts  supporting  the  crystal, 
independently,  when  necessary,  of  the  movements  of  the  gradiuited 
circle,  a  b. 

"  To  use  the  goniometer,  it  should  first  be  placed  on  a  pyra- 
midal stand,  and  the  stand  on  a  small  steady  table,  placed  about 
six  to  ten  or  twelve  feet  from  a  flat  window.  The  graduated  cir- 
cular plate,  a  b,  should  stand  accurately  perpendibular  from  the 
window,  the  pin,  A  i,  being  horizontal,  with  the  slit  end,  i,  nearest 
tbe  eye.  Place  the  crystal  which  is  to  be  measured,  on  the  table, 
resting  OD  one  of  the  planes  whose  inclination  is  required,  and 
with  the  edge  at  which  those  planes  meet  the  farthest  fivm  yon, 
and  parallel  to  the  window  in  your  front.  Attach  a  portion  of 
wax  to  one  aide  of  the  small  brass  plate,  g ;  lay  the  plate  on  the 
table  with  one  edge  parallel  to  the  window,  the  side  to  which  the 
wax  is  attached  being  uppermost,  and  press  the  end  of  the  wax 
against  the  crystal,  k,  till  it  adheres;  then  lift  the  plate,  with  its 
attached  crystal,  and  phice  it  in  the  slit  of  the  pin,  h  t,  with  that 
side  uppermost  which  rested  on  the  table. 
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"  Bring  the  eye  now  so  near  the  crystal,  as,  without  perceiv- 
ing the  crystal  itself,  to  permit  your  observing  distinctly  the 
images  of  objects  reflected  from  its  planes ;  and  raise  or  lower 
that  end  of  the  pin  which  has  the  small  circular  plate,  A,  attached 
to  it^  until  one  of  the  horizontal  upper  bars,  m,  of  the  window  is 
seen  reflected  from  the  upper  or  first  plane  of  the  crystal,  and  till 
the  image  of  the  bar,  n,  is  brought  nearly  to  coincide  with  some 
line,  /,  below  the  window  ;  as  the  edge  of  the  skirting-board  where 
it  joins  the  floor.  Turn  the  pin,  A  t,  on  its  own  axis,  if  ne- 
cessary, until  the  reflected  image  of  the  bar  of  the  window  coin- 
cides accurately  with  the  observed  line  below  the  window.  Turn 
DOW  the  small  circular  plate,  ^,  on  its  axis,  and  from  you,  until 
you  observe  the  same  bar  of  the  window  reflected  from  the  second 
plane  of  the  crystal,  and  nearly  coincident  with  the  line  below ; 
and  having,  in  adjusting  the  first  plane,  turned  the  pin  on  its  axis 
to  bring  the  reflected  image  of  the  bar  of  the  window  to  coincide 
accurately  with  the  line  below,  now  move  the  lower  end  of  that 
pin  laterally  either  towards  or  from  the  instrument,  in  order  to 
make  the  image  of  the  same  bar  reflected  from  the  second  plane 
coincide  with  the  same  line  below. 

"  Having  assured  yourself,  by  looking  repeatedly  at  both 
planes,  that  the  image  of  the  horizontal  bar  reflected  successively 
from  each,  coincides  with  the  same  line  below,  the  crystal  may  be 
considered  as  adjusted  for  measurement.  Let  the  i8o^  on  the 
graduated  circle  be  now  brought  opposite  the  o^  of  the  vernier,  by 
turning  the  middle  plate,  d,  and  while  the  circle  is  maintained 
accurately  in  this  position,  bring  the  reflected  image,  n,  of  the 
bar,  i»,  fit)m  the  first  plane,  to  coincide  with  the  line,  /,  below,  by 
turning  the  small  circular  plate,  e.  Now  turn  the  graduated 
circle  from  you,  by  means  of  the  middle  plate,  rf,  until  the  image 
of  the  bar  reflected  from  the  second  plane  is  also  observed  to 
coincide  with  the  same  line.^^  (Brooke^s  Crystallography,  p.  30.) 
In  this  position^  the  reading  of  the  vernier  gives  at  once  the  in- 
clination of  the  two  planes  to  each  other.  It  is  almost  super- 
fluous to  remark,  that  the  reflecting  goniometer  can  only  be  ap- 
plied in  cases  in  which  the  surfaces  of  the  crystal  have  sufScient 
polish  and  brilliancy  to  reflect  the  image  of  the  line  by  means  of 
which  the  angle  Ib  read  oS. 

(78)  Symmetry  of  Crystalline  Form. — The  study  of  the  geo- 
metrical relations  of  difierent  crystalline  forms  to  each  other  be- 
longs to  the  science  of  crystallography.  It  will  be  sufficient  for 
the  present  purpose  to  indicate  the  general  principle  upon  which 
the  classification  of  crystals  is  founded.     This  principle  is  the 
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symmetrical  arrangement  upon  which  every  crystalline  form  is 
constructed.  Symmetry^  or  a  complex  uniformity  of  configuration 
(that  is^  similarity  in  the  arrangement  of  two  or  more  corre- 
sponding forms  round  a  common  centre),  is  the  general  law  of 
creation,  both  in  the  vegetable  and  animal  kingdoms.  It  is  exhi- 
bited in  the  correspondence  in  external  form  of  the  right  and  left 
side  of  the  body  in  animals,  in  the  similar  arrangement  of  the  leaf 
on  either  side  of  its  midrib,  in  the  two  lobes  of  the  dicotyledonous 
seed,  and  indeed  it  attracts  the  notice  of  every  observer  in  num- 
berless cases.  The  same  law  holds  good  still  more  rigidly,  though 
not  so  obviously,  in  the  constitution  of  every  crystal.  If  one  of 
the  primary  planes  or  axes  of  a  crystal  be  modified  in  any  manner 
by  molecular  forces  acting  within  the  liquid  or  the  crystals,  all  the 
symmetrical  planes  must  be  modified  in  the  same  manner. 

The  imaginary  line  which  thus  governs  the  figure,  and  about 
which  all  the  parts  are  similarly  disposed,  and  with  reference  to 
which  they  correspond  exactly,  is  termed  the  axis  of  symmetry  in 
a  crystal.  If  a  rhombohedron  of  Iceland  spar  be  held  with  one 
of  its  obtuse  angles  uppermost,  the  vertical  line  which  joins  that 
angle  to  the  opposite  obtuse  angle  is  the  axis  of  symmetry  of  the 
crystal.  Each  extremity  of  the  axis  is  formed  by  the  meeting  of 
three  planes,  each  similar  to  the  others,  and  all  inclined  to  the 
axis  at  an  equal  angle.  If  any  internal  molecular  force  produce 
the  replacement  of  any  of  the  edges  of  one  of  those  faces,  the 
same  cause  must  act  with  similar  intensity  upon  the  corresponding 
edge  of  the  other  faces,  and  produce  a  corresponding  modification. 
The  variation  thus  introduced  in  the  form  of  the  crystal  has  a 
symmetrical  character ;  and  the  alteration,  which  is  experienced  bj 
each  of  the  three  divisions  of  which  the  crystal  consists,  is  conse- 
quently similar  in  each  case. 

There  are,  however,  crystals  that  possess  more  than  one  axis 
of  symmetry ;  and  an  arrangement  of  crystalline  form,  first  pro- 
posed by  Weiss,  and  which  is  now  universally  adopted,  is  based 
upon  the  relation  which  these  axes  bear  to  each  other.  These 
axes,  it  must  be  remembered,  are  imaginary  lines,  which  connect 
the  opposite  angles  or  faces  of  a  crystal,  and  all  of  them  intersect 
each  other  in  the  centre  of  the  figure.  In  the  regular  system,  to 
which  the  cube,  the  regular  octohedron,  and  rhombic  dodecahedron 
belong,  there  are  three  axes,  which  are  all  equal,  and  cross  each  other 
in  the  centre  of  the  crystal  at  right  angles.  If  one  of  the  faces  or 
edges  upon  any  of  these  equal  axes  be  modified,  not  only  are  all  the 
faces  or  edges  upon  that  axis  similarly  modified^  but  all  the  faces 
and  edges  of  the  entire  crystal  experience  a  similar  modification  ^ 
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since  the  symmetiy  of  all  the  axes  is  alike^  and  the  molecular  modi- 
fying force  acts  equally  upon  all.  But  this  rule^  though  of  very 
general  application,  is  not  without  exception.  If,  for  instance,  a 
crystal  rest  upon  one  face  during  its  formation,  the  mechanical 
obstacle  to  its  symmetrical  development  is  frequently  the  cause  of 
considerable  interference  with  the  regular  growth  in  this  direction, 
but  this  interference  does  not  operate  upon  the  upper  and  exposed 
feces.  This  interference  of  causes  external  to  the  crystal  is  very 
generally  observed  in  crystalline  masses  artificially  obtained  (72). 
The  crystals  of  which  the  mass  is  composed  cross  each  other  in  all 
directions,  and  form  a  confused  structure,  from  the  surface  of  which 
project  isolated  crystals,  one  extremity  only  of  which  is  developed 
regularly. 

Some  crystals  assume  forms  termed  pseudomorphous  (from 
jf/tvSoQ  a  falsehood,  fiop<^ri  form) ;  that  is  to  say,  they  exhibit  forms 
which  are  not  truly  related  to  their  own  crystalline  system. 
Such  pseudomorphous  crystals  are  formed  by  deposition  in  cavities 
previously  occupied  by  crystals  of  a  different  nature,  but  which 
have  been  slowly  dissolved  out  of  the  mass  in  which  they  were  in- 
cluded, leaving  spaces  corresponding  to  their  form  ;  and  during  the 
process  of  the  solution  of  the  original  crystal,  or  after  its  comple- 
tion, the  new  compound  has  gradually  taken  the  place,  and  adapted 
itself  to  the  form,  of  the  crystal  which  has  undergone  removal. 

(79)  Classification  of  Crystals. — Crystals  are  subdivided  into 
BIX  classes  or  systems,  founded  upon  the  relation  of  their  axes  of 
symmetry  to  each  other.  These  relations  exert  an  influence  not  only 
upon  the  geometrical  connexion  of  the  forms  of  the  crystals,  but 
also  upon  their  optical  and  physical  properties.  It  is  necessary  in 
studying  crystalline  forms,  the  relations  of  which  are  often  very 
complicated,  always  to  place  the  crystal  in  a  definite  position.  It 
•will  be  found  most  convenient  to  place  the  principal  axis  in  a  ver- 
tical direction.  The  observance  of  this  rule  greatly  facilitates  the 
comparison  of  the  compound  with  the  simple  forms. 

The  six  classes  into  which  crystals  are  subdivided  are  the  fol- 
lowing:— ist,  the  Regular  or  Tessular  system;  2nd,  the  Right 
square  prismatic,  or  Pyramidal ;  3rd,  the  Rhombohedral ;  4th, 
the  Prismatic ;  5th,  the  Oblique  ;  6th,  the  Doubly  oblique. 

I.  The  Regular,  or  Tessular,  or  Cubic  System,  is  characterized 
by  three  equal  axes,  a  a,  a  a,  a  a,  figures  47,  48, 49,  around  which 
the  crystals  are  symmetrically  arranged  ;  they  cross  each  other  at 
right  angles.  Crystals  belonging  to  this  system  expand  equally  in 
all  directions  when  heated,  and  refract  light  simply.  The  most 
important  varieties  of  simple  forms  are  the  cube,  as  shown  in  fluor 


CLAS81PICATION    OT  CKTSTALE KIODLAB  KTSTEIt. 


110 

spar,  commoD  salt,  and  iron  pyrites  (fig.  47,  i);  the  octohedron 
(fig.  47,  5),  exemplified  by  alum  and  magnetic  iron  ore ;  tbe 
tetrahedron  (fig.  49,  3),  sometimes  seen  in  copper;  and  the 
rhombic  dodecahedron  (fig.  48,  3),  as  in  the  garnet  and  sulphide  of 
cobalt.  Upon  the  geometrical  relations  of  these  forms,  a  sin^e 
instance,  showing  one  of  the  simplest  cases  of  such  a  connexion, 
will  suffice : — 

From  the  cube  may  readily  be  deduced  the  three  other  allied 
forms  of  the  regular  systeai.  By  truncating  each  of  the  eight  solid 
angles  by  planes  equally  inclined  to  the  three  adjacent  faces  of  the 
cube,  we  obtain  the  octahedron,  in  which  the  three  axes  of  tbe  cube 
terminate  in  the  six  solid  angles  of  tbe  figure,  one  of  which  con- 
sequently corresponds  to  the  centre  of  each  side  of  the  cube.  (See 
fig.  47.)  The  faces  marked  0  are  those  of  the  octobedron. 
Fio.  47- 


__oA__^ 

t 

S 

1 

FuMge  of  the  Cube  to  the  Octohedron. 
By  replacing  each  of  the  twelve  edges,  d  d  d,  of  the  cube,  we 
arrive  at  last  at  the  rhombic  dodecahedron.     (Fig.  48.} 
Fio.  48. 


FaiMge  of  tlie  Cube  to  the  Dodecahedron. 
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By  troDcatiug  the  alternate  angles,  i  t,  we  obtain  the  tetrahe- 
dron, as  shown  in  fig.  49. 

Fio.  49. 


PuMge  of  the  Cube  to  the  Tetrahedron. 

Homohedral,  or  Holohedral  forms,  are  those  which,  like  the 
cabe  and  octohedron,  possess  the  highest  degree  of  symmetry  of 
which  the  system  admits.  Hemihedral  forms,  on  the  other  hand, 
are  those  which  may  be  derived  from  a  holohedral  form,  as  the 
tetrahedron  is  from  the  octohedron  {fig.  41),  or  from  the  cube 
(fig.  49],  by  supposing  half  the  faces  of  the  holohedral  form  omitted, 
or  its  alternate  angles  or  edges  replaced,  according  to  a  certain 
law.  Again,  if  half  the  faces  of  a  hemihedral  crystal  be  omitted, 
a  tetartohedral  form  is  the  result. 

These  relations  will  be  readily  traced,  even  by  those  unac- 
quunted  with  geometry,  by  cnttiug  out  two  or  three  cubes  in  soap, 
or  some  other  sectile  body,  and  paring  down  the  angles  or  edges 
in  the  manner  above  described. 

In  a  similar  manner,  by  inserting  wires  into  ^i°-  S'^- 
an  apple  (fig.  50),  we  may  represent  to  the  eye 
the  direction  assumed  by  each  of  the  axes  of  a 
crystal;  and  by  winding  a  piece  of  string  round  each 
point  of  the  wires,  and  stretching  the  thread  across 
from  one  wire  to  another,  the  outliue  of  an  octo- 
hedron belonging  to  any  of  the  systems  is  readily 
obtained. 

2.  The  Bight  Square  Prismatic,  or  Pyramidal  System. — la 
this  system  there  are  three  axes,  all  at  right  angles  to  each  other, 
bnt  two  only,  a  a,  a  a  (fig.  51),  are  equal;  the  third,  c  e,  being 
either  longer  or  shorter  tbau  the  others.  Generally  there  is  no 
simple  relation  between  the  length  of  this  axis  and  that  of  the 
other  two.  Expansion  by  heat  is  equal  in  two  directions.  The 
crystab  of  this  system,  as  well  as  those  of  the  four  other  systems 
not  yet  described,  exert  double  refr^iction  on  light,  and  have  only 
one  axis  of  single  refraction  (ill,  112.) 

Foot  principal  varieties  of  this  system  may  be  mentioned ;  two 
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prisms  with  a  square  base,  aod  two  octohedra.     The  prisms  differ 

from  each  other  according  as  the  equal  axes,  a  a,  a  a,  terminate  in 

the  angles  of  the  base,  as  seeu  in  lig.  ji,  i ;  or  in  the  sides  of  the 

Fio.  51. 


Fyrsmidal,  or  Right  square  Friamatic  Sjitem. 

base,  as  at  2.  Similar  differences  exist  in  the  two  octohedra.  The 
octohedron  is  said  to  be  direct,  when  the  axes  end  in  the  angles, 
— inverse,  when  they  end  in  the  edges.  3  represents  a  right 
square  prism,  the  axes  of  which  terminate  in  the  sides  of  the  crvs* 
tal.  In  4,  the  axes  terminate  in  the  edges  of  the  prism ;  5  is  the 
direct  octohedron,  with  its  axes  in  the  solid  angles ;  6,  the  inverse 
octohedron,  with  the  axes  in  the  edges.  To  this  system  belong 
ferrocyanide  of  potassium,  cyanide  of  mercury,  oxide  of  tin,  aud 
anatase. 

Id  consequence  of  the  absence  of  any  fixed  relation  in  length 
between  the  principal  axis,  c  c,  and  the  other  two  axes,  in  the  four 
different  prismatic  systems,  these  prisms  may  vary  in  length  inde- 
finitely. In  some  cases,  the  axis,  c  c,  is  so  short  that  the  crystal 
assumes  the  form  of  a  flattened  plate,  when  it  is  said  to  be  a  tabular 
crystal ;  at  others  it  forms  a  long  prism  of  indefinite  length.  Eren 
in  the  octohedron  of  the  various  prismatic  systems,  the  principal 
axis,  c  c,  is  not  always  of  the  same  length  in  Ike  same  compound; 
though  in  these  various  octohedra,  the  axisj  c  f,  always  bears  some 
simple  ratio  in  length  to  those  of  the  other  octohedra  of  the  same 
body. 

3.  The  Rhombohedral  System. — In  this  system  there  are  four 
axes ;  three  of  them,  aa,aa,  a  a,  are  of  equal  lengths,  are  situated 
in  the  same  plane,  and  cross  each  other  at  angles  of  60°;  whilst 
the  foorth,  c  c,  is  perpendicular  to  these,  aud  may  vary  in  length. 
The  crystals  of  this  class  produce,  in  a  very  marked  manner,  the 
effects  of  double  refraction  on  light.  They  have  one  axis,  c  c,  of 
single  refraction ;  and  by  the  application  of  heat  expand  equally 
in  two  directions.  In  this  system  the  principal  forms  (fig.  33)  arc 
the  bi> pyramidal  dodecahedron,  3,  (of  which  there  are  two  varieties, 
according  as  the  axca  terminate  in  the  sides  of  the  bas^  x,  when  it 
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coustitntes  an  inverse  dodecahedron;  or  in  its  angles,  2,  when  tbe 
dodecahedron  is  said  to  he  direct  ■)  the  rhombohedron,  4,  and  the 


Bhombohedral  Sjctem. 
nx-sided  prism,  5.    Of  each  of  these  forms  there  are  likewise  two 
varieties,  depending  npon  the  position  of  the  axes.     4  is  an  in- 
verse rhomhohedron.     Ice,  quarts,  heryl,  Iceland  spar,  and  nitrate 
of  Boda,  belong  to  this  system. 

Figure  53  represents,  in  one  view,  the  manner  in  which  the 
principal  forms  in  each  of  the  first  three  systems  can  be  described 
abont  the  crystallographic  axes,  i  exhibits  the  octohedron  in- 
scribed in  the  cube ;  2  shows  both  varieties  of  the  octohedron  and 
of  the  square  prism;  3  the  six-sided  prism,  containing  the  rhomho- 
hedron and  the  bi-pyramidal  dodecahedron. 

Fia.  S3. 


The  rdations  of  the  first  three  systems  are  simple,  and  easily 
traced ;  the  other  three  systems  are  more  complicated,  owing  to 
the  variety  introduced  by  the  irregular  lengths  and  obhquities  of 
the  axes. 

4.  7^  Right  Rectanffuiar  Prismatic,  or  Prumatic  System. — 
The  crystals  of  this  system  have  three  axes,  a  a,bb,  e  e  (fig.  54), 
all  at  right  angles  to  each  other ;  they  are  all  unequal,  and  usually 
bear  no  simple  proportion  in  length  to  each  other.  In  this  and  in 
the  two  remaining  syatraui,  the  crystals  expand  unequally  by  the 
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application  of  heat,  in  the  three  directioni  of  these  axes;  and  they 
have  two  axes  in  which  there  is  no  double  refraction. 

The  principal  varieties  of  the  prismatic  s^Btem  are  the  right 
octohedron  with  a  rhombic  base  (fig.  54,  4),  or  right  rhombic 
octohedron ;  and  the  light  prism  with  a  rhombic  base,  or  right 
rhombic  priitro,  5.  Both  these  fignrea  have  a  rhombic  base,  i ;  the 
axea  terminate  in  the  solid  angles  of  the  octohedron,  and  in  the 
edges  of  the  prism.  Owing  to  the  inequality  in  the  lengths  of 
Fio.  54. 
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Friamatio,  or  Bight  BeoUDgulsr  Priimatic  System, 
the  axes,  thewctions  of  the  octohedron  throogh  a  6  a  b,l,e  a  ea, 
1,  and  e  b  c  b,  ^,  though  all  rhombic  in  form,  are  each  diffraenl 
in  dimensions.  The  faces  of  the  octohedron  are  all  similar,  but 
the  length  of  each  side  of  its  triangular  faces  is  different.  To  this 
class  belong  nitre,  aragonite,  topaz,  sulphate  of  baryta,  and  sulphur 
obtuned  b;  evaporation  from  bisulphide  of  carbon. 

5.  The   Oblique  Sys/em.^-The  three  axea  of  this  system  may 
all  be  unequal  in  length ;  two  of  them,  c  c,  a  a,  cross  each  other 
obliquely  (fig.  jj,  3} ;  the  third,  b  b,  is  perpendicular  to  both  the 
Fia.55. 
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others ;  generally  there  is  no  simple  proportion  between  the  lengtlu 
of  the  difierent  axes.  The  principal  forms  are  the  oblique  oct»< 
hedron  with  a  rhombic  base,  4,  and  the  oblique  rhombic  prism,  5, 
in  both  of  which  the  axes  are  in  the  angles  of  the  czystaL  The 
base  of  the  figure  in  each  case  is  a  rhomboid,  i,  in  which  the  axes 
a  a,b  b,  cross  each  other  at  right  auglcs.  In  the  octohedron,  the 
section  through  the  two  oblique  axes,  a  a,  c  e,  a,  is  also  a  ihcnn- 
;boid :  the  axis,  c  c,  crosses  the  third  axis,  b  b,  perpendicularly. 
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and  a  section  tHrongh  these  axes  produces  the  rhomboid  shown 
in  3.  The  octohedron  of  this  system  is  not  perfectly  symmetrical. 
The  tfaxee  sides  forming  its  triangular  faces  are  unequal  in  lengthy 
and  the  fiuses  are  of  two  kinds.  The  two  upper  front  faces  of  4, 
£?•  55$  correspond  to  the  two  lower  back  faces,  and  the  other 
four  faces  are  alike.  Besides  the  oblique  rhombic  octohedron, 
there  are  three  forms  of  the  oblique  rhombic  prism ;  the  kind  of 
prism  being  defined  by  the  axis  with  which  the  long  axis  of  the 
prism  coincides.  Sulphate  of  soda,  phosphate  of  soda,  sulphur 
crystallized  by  fusion  and  slow  cooling,  borax,  and  sulphate  of  iron, 
offer  examples  of  crystals  belonging  to  this  class. 

5.  The  Doubly  ObUque,  or  Anorthic  System. — In  this  system  all 

Fig.  56. 
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Doubly  Oblique,  or  Anorthic  System. 

three  of  the  axes  are  unequal  in  length,  and  all  cross  each  other 
obliquely.  The  principal  varieties  are  the  doubly  oblique  octohe- 
dron (fig.  56,  2),  the  base  of  which  is  seen  at  i,  and  the  doubly 
oblique  prism,  3.  The  octohedron  is  not  symmetrical  in  its  form. 
The  four  upper  &ces  are  all  unlike,  but  each  face  corresponds  to 
the  lower  £ace  which  is  parallel  to  it.  Sulphate  of  copper  and 
nitrate  of  bismuth  belong  to  this  class,  which,  however,  contains 
comparatively  few  substances.  Some  of  the  varieties  of  crystalline 
forms  which  it  includes  are  very  complicated,  and  difficult  to  define. 

Isofnorphism — Dimorphism — Allotropy. 

(80)  Owing  to  the  comparatively  small  number  ol  forms  which 
belong  to  the  regtdar  system,  and  to  the  perfect  symmetry  which 
characterizes  them,  it  necessarily  happens  that  a  variety  of  bodies, 
▼ery  dissimilar  in  properties  and  in  chemical  composition,  assume 
crystalline  forms  which  are  not  distinguishable  from  each  other,  since 
they  coincide  exactly  in  their  angular  measurements.  For  example, 
the  elements, — carbon,  gold,  and  copper,  and  the  compounds, — sul- 
phide of  lead,  bisulphide  of  iron,  fluor  spar,  alum,  and  spinelle, 
all  crystallize  in  cubes  or  octohedra  which  perfectly  resemble  each 
other;  yet  these  substances  present  no  resemblance  to  each  other 
in  propertiea  or  in  chemical  composition. 

t2 
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Crystals  which  belong  to  the  other  systems^  however^  do  not 
so  frequently  present  this  exact  similarity  in  form :  for  though  they 
may  crystallize  in  similar  prisms  or  octohedra^  yet  a  measurement 
of  the  angles  will  suffice  to  show  considerable  differences  in  the 
length  of  the  axes^  and^  in  the  case  of  the  two  oblique  systems^  in 
the  inclination  of  the  axes  to  each  other.  But  in  these  systemSj 
likewise^  as  well  as  in  the  regular  system^  cases  occur  in  which  an 
exacts  or  almost  exact  identity  in  crystalline  form^  even  in  these 
respects^  is  foimd.  In  the  larger  number  of  these  instances,  as 
Mitscherlich  has  proved,  the  chemical  composition  of  the  substances 
which  thus  correspond  in  form  is  analogous.  Bodies  which  possess 
this  similarity  in  form  are  termed  isomorphous.  The  term  isomor- 
phous,  etymologically  considered,  means  equal  or  similar  in  form ; 
but  it  is  by  most  chemical  writers  restricted  to  such  substances  as 
exhibit  not  only  similarity  in  form,  but  at  the  same  time,  the  ana- 
logy in  their  chemical  composition  just  alluded  to.  The  diamond 
(CJ,  magnetic  oxide  of  iron  (FeO,  FcjOj),  and  alum  (KO,  SO,  . 
AI3O3, 3  SO3  +  24  Aq),  all  crystallize  in  octohedra,  yet  they  are  not 
usually  cited  as  instances  of  isomorphism :  but  the  spinelle-ruby 
(MgO,  AI3O3),  magnetic  oxide  of  iron  (FeO,  Fe^Oj),  and  chrome 
iron  ore  (FeO,  Cr^Oj),  not  only  crystallize  in  the  same  form,  but 
have  a  constitution  perfectly  analogous,  and  are  therefore  truly 
isomorphous.  Mitscherlich,  indeed,  endeavoured  to  show  that 
crystalline  form  is  independent  of  the  chemical  nature  of  the  atoms, 
and  that  it  is  determined  only  by  their  grouping  and  relative  posi« 
tion ;  the  same  number  of  atoms  combined  in  the  same  way,  always 
producing  the  same  crystalline  form. 

This  statement  is  not  strictly  true :  the  elementary  bodies  have 
by  no  means  all  of  them  the  same  crystalline  form ;  and  it  is  found 
that  even  when  the  chemical  constitution  is  the  same,  though  there 
may  frequently  be  a  close  simUarity  in  the  fonn  assumed,  yet  a 
careful  measurement  of  the  angles  indicates  differences  in  the  length 
or  inclination  of  the  axes.  For  example — ^the  carbonates  of  lime,  of 
manganese,  of  magnesia,  of  iron,  and  of  zinc,  all  crystallize  in 
rhombohedra ;  but  the  corresponding  angles  of  these  several  crystals 
are  all  different,  as  the  foUowing  table  shows : — 

Calcareous  spar    .     •     .  CaO,  CO,  • 

Carbonate  of  manganese,  MnO,  CO,  • 

Carbonate  of  iron      .     •  FeO,  CO,  . 

Carbonate  of  magnesia    •  MgO,  CO, 

Carbonate  of  zinc       •     »  ZnO,  CO,  • 

These  differences  are  in  all  probability  partially  due  to  differ^ 
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ences  in  the  crystalline  arrangement  of  the  elementary  molecules 
of  some  of  the  components^  and^  as  Kopp  has  shown^  in  the  atomic 
volame  or  space  occupied  by  these  ultimate  molecules.  The 
crystals  of  metallic  zinc  and  iron^  for  instance^  belong  to  di£Perent 
systems^  so  that  it  is  not  surprising  that  some  di£Perence  should  be 
observed  in  the  form  of  their  corresponding  compounds ;  and  if 
Mitscherlich's  law  be  confined  to  compound  bodies^  these  very 
differences  which  have  been  supposed  to  militate  against  it  will 
prove  to  be  remarkable  corroborations  of  its  truths  as  they  show  that 
the  number  and  collocation  of  the  atoms  may  overcome  the  ten- 
dency of  some  of  the  atoms  of  the  elementary  components  to 
assume  different  forms.  It  also  shows^  moreover^  that  it  is  unsafe 
io  infer  isomorphism  in  the  elements  simply  from  the  occurrence 
of  isomorphism  in  the  compounds  which  they  yield. 

(8i)  This  discovery  of  the  coincidence  of  similarity  in  crys- 
talline form  with  similarity  in  chemical  composition^  is  one  of  the 
most  important  generalizations  yet  arrived  at  in  the  science  of 
crystaUography.  It  has  rendered  great  service  to  chemistry  by 
facilitating  the  classification  of  compounds,  and  it  has  often  called 
attention  to  analogies  in  composition  which  might  otherwise  have 
been  overlooked.  In  determining  the  chemical  equivalent  of  a 
substance  it  is  also  frequently  of  essential  value ;  but  its  applica- 
tion to  these  purposes  will  be  more  advantageously  examined  at  a 
future  period  (893). 

Bodies  which  approach  each  other  thus  closely  in  crystalline 
form  oflen  occur  mixed  together  in  variable  proportions  in  regu- 
larly crystallized  minerals  (464).  Such  isomorphous  compounds 
cannot  be  separated  by  the  method  of  crystallization.  Indeed,  it 
is  quite  possible  to  obtain  crystals  consisting  of  alternate  layers  of 
different  isomorphous  salts,  if  they  have  nearly  the  same  degree  of 
solubility  in  water.  An  octohedral  crystal  of  ordinary  alum,  for 
example,  if  transferred  to  a  solution  of  chrome  alum  (a  compound 
iaomoiphons  with  ordinary  alum,  and  which  differs  from  it  in 
containing  two  atoms  of  chromium  in  the  place  of  two  atoms  of 
aluminum),  will  continue  to  increase  in  size  regularly,  and  a  layer 
of  the  metallic  salt  will  be  deposited  on  the  common  alum.  If 
the  crystal  be  transferred  again  to  the  original  solution  of  alum,  a 
fresh  layer  of  colourless  alum  will  be  formed  upon  the  chromium 
salt,  and  so  on  in  succession. 

A  large  number  of  metallic  oxides  are  found  to  be  isomor- 
phous when  united  with  the  same  acid.  For  instance,  the  sul- 
phates of  magnesia,  of  oxide  of  copper,  of  oxide  of  zinc,  of  prot- 
oxide oi  iroDLi  of  oxide  of  nickel,  of  oxide  of  cobalt^  of  oxide  of 
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manganese,  and  of  oxide  of  cadmium,  all  crystallize  in  similar 
forms.  The  isomorphism  of  many  acids,  when  united  with  the 
same  base,  such  as  potash  or  soda,  is  not  less  evident :  sulphate, 
seleniate,  chromate,  and  manganate  of  potash,  all  have  the  same 
form ;  and  the  isomorphism  of  the  corresponding  phosphates  and 
arseniates  of  soda  is  equally  striking. 

(82)  The  following  table  exhibits  some  of  the  more  important 
of  the  groups  in  which  the  existence  of  isomorphism  has  been 
distinctly  ascertained : — 


ISOMORPHOUS    GROUPS. 
(A.)  Elements. 


Diamond 

Lead 

Iron 

Copper 

Silver 

Gold 


2. 

Arsenic 

Antimony 

Telluriam 


(B.)  Compoundi, 


Alumina      .    .    .    .  Al,  O, 

Sesauioxide  of  Iron  .  Fe,  Og 

Oxide  of  Chromium  .  Crj.0, 

Ihnenite FeTi,  O, 


Arsenious  Acid    .    .    AsO, 
Teroxide  of  Antimony    SbO, 


Sulphides 
Arsenides 
Antimonides 


'2  At.  of  Sulphur  an 
isomorphouB  with  i 
At.  of  Arsenic,  or  i 
At.  of  Antnnony. 


Poteusium'Compounds  of 

Chlorine KCl 

Iodine KI  . 

Bromine "KBr 

Fluorine £Fl 


Jcids  in  Combination,  or  Salts  of  the  following  Acids  when  united  with  the 

eamebiue. 


Phosphoric  Acid  (Tribasic)  PO. 

Arsenic  Acid AsOg 

8 

Sulphuric  Acid  .    •    .    .  SO, 

Selenio SeO, 

Chromic ^'9j 

Manganic MnO, 


MolybdioAcid    .    .    .    MO, 

Tungetic WO, 

Chromic  (in  the  un-) 

usual  form  of  Chro-  >     CrO, 

mate  of  lead)  ) 


10 


Perchloric  Acid  .    . 
Permanganic  Acid  . 


CIO7 
Mn,Oy 


Bases  in  Combination,  or  Salts  of  the  following  bases  when  united  with  ike 

same  Acid, 
II 


Maf^esia.    •    .    . 
Lime  (in  Calc  Spar) 
Zinc  (Oxide  of) 
Cadmium  Do.  .    . 
Iron  (Protoxide  of) 


MgO 

CaO 

ZnO 

CdO 

FeO 


Manganese  (Protoxide  of)  .  MnO 

Cobait    .    .      Do.    .    ,    .  CoO 

Nickel    .    .      Do.    .    .    .  NiO 

Copper  .    .      Do.    .    .    .  CuO 

Lead  (in  Plumbo-calcite)    .  PbO 
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lid 


13 

Baryta BaO 

Strontia SrO 

lime  (in  Aragonite)  .    .    .  CaO 

Lead    ........  PbO 

Double  Chloride  of 

Hatdnum K:Cl,PtCl, 

Oamiom KCl,  OsCf, 

Iridium KCl,  IrCl, 


14 

Potash KO 

Oxide  of  Ammonium    .    .  H4N  O 

15 

Alumina Al,  O, 

Sesquioxide  of  Iron  .    .    .  Fe,  O, 

Sesquioxide  of  Chromium  .  Cr,  O. 

Sesquioxide  of  Manganese  Mn,  0, 


(83)  DimorphUm, — Another  very  renlarkable  fact  connected 
with  crystallization  has  been  observed  in  a  few  bodies.  Some 
substances^  sulphiur,  for  example^  are  capable  of  assuming  two  dis- 
similar forms,  according  to  the  temperature  at  which  the  crystals 
are  produced.  Sulphur,  as  it  is  found  crystallized  in  nature,  or 
as  it  is  obtained  by  the  spontaneous  evaporation  of  its  solution  in 
iHsulphide  of  carbon  or  in  chlorideof  sulphur,is  deposited  in  the  form 
of  octohedra  with  a  rhombic  base,  which  is  one  of  the  forms  of  the 
4th,  or  prismatic  system.  When  obtained  by  the  slow  cooling  of 
a  melted  mass  of  sulphur,  beautiful  amber-coloured  prismatic 
crystals  are  obtained,  belonging  to  the  5th,  or  oblique  system. 
These  oblique  prisms,  in  the  course  of  a  few  days,  at  the  usual 
atmospheric  temperature,  become  opaque,  lose  their  cohesion,  and 
are  gradually  converted  into  a  congeries  of  octohedra^  A  similar 
change  is  produced  in  the  octohedral  crystals  by  exposing  them  for 
some  time  to  a  heat  of  about  230^,  but  the  opacity  is  in  this  case 
due  to  the  formation  of  prismatic  crystals.  The  crystalline  axes 
of  the  two  forms  di£Per,  and  consequently  the  crystals  belong  to 
4iff<rarent  systems.  Bodies  capable  of  thus  assuming  two  forms 
geometrically  incompatible  are  said  to  be  dimorphous. 

Many  other  instances  might  be  mentioned.  Carbon,  in  its 
^mre  state,  as  it  occurs  in  the  diamond,  is  crystallized  in  the  ist, 
pr  r^ular  system,  in  octohedra,  or  in  allied  forms ;  but  in  graphite, 
as  it  separates  from  cast  iron  when  fused,  it  assumes  the  shape  of 
^ixHuded  plates,  which  belong  to  the  rhombohedral  system.  Car- 
bonate of  lime  usually  occurs  in  forms  of  the  3rd  system,  reducible 
by  cleavage  to  thombohedra,  like  those  of  Iceland  spar,  and  it  is  thus 
Ibrmed  by  crystallization  at  low  temperatures ;  but  occasionally  it 
occurs  in  the  rectangular  prisms  of  the  4th  system,  as  in  the 
mineral  aragonite ;  atid  the  microscopic  crystals  which  are  formed 
when  the  carbonate  of  lime  is  deposited  from  its  solution  by  car- 
bonic acid  in  water,  on  the  application  of  a  heat  of  212^,  have  also 
tins  form  (O.  Rose).  Another  beautiful  instance  of  this  kind  is 
afforded  in  iodide  of  mercury.     When  this  body  is  heated^  it 
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fuses,  boils^  and  is  converted  into  vapour^  which  condenses  upon 
the  side  of  the  tube  as  a  yellow  crystalline  crusty  composed  of 
minute  rhombic  plates.  The  application  of  a  slight  mechanical 
force,  such  as  a  mere  scratch  upon  a  single  point,  changes  the  form 
from  the  rhombic  tables  to  an  octohedron  with  square  base,  and 
the  change  is  rendered  visible  to  the  eye  by  the  accompanying  sub- 
stitution of  a  bright  scarlet  for  the  yellow  colour.  If  the  quantity 
of  the  iodide  operated  on  be  at  all  considerable,  the  temperature  of 
the  mass  may  be  observed  to  rise  as  much  as  5°  or  6°  F.  during  the 
conversion  of  the  yellow  into  the  red  salt  (Weber). 

Some  substances  are  even  trimorphous,  that  is,  they  crystallize 
in  three  different  systems.  Both  the  seleniate  of  zinc  (ZnO,  SeO, 
H-  7 Aq)  and  sulphate  of  zinc  (ZuO,  SO3  +  7 Aq),  and  the  seleniate 
of  nickel  (NiO,  Se03  +  7Aq)  and  sulphate  of  nickel  (NiO,  S0,+ 
7Aq),  according  to  Mitscherlich,  exhibit  this  peculiarity.  Sul- 
phate of  nickel  crystallizes  below  59°  F.  in  right  rhombic  prisms ; 
between  59°  and  68°  in  acute  square-based  octohedra ;  and  when 
the  temperature  is  above  86°  in  oblique  rhombic  prisms.  In  the 
first  case  the  crystals  belong  to  the  prismatic,  in  the  second  to  the 
pyramidal,  and  in  the  third  to  the  oblique  system.  If  the  right 
rhombic  crystals  be  placed  in  the  summer^s  sun  for  a  few  days  they 
become  opaque,  but  still  retain  the  form  of  the  prism,  which  is 
found,  when  broken^  to  consist  of  a  mass  of  octohedra.* 

It  is  not  unlikely  that  the  change  of  tenacity  produced  in  some 
of  the  metals  by  elevation  of  temperature,  and  exhibited  in  a  marked 
degree  by  zinc,  is  produced  by  some  modification  of  their  crystal- 
line form  under  the  action  of  heat. 

The  influence  of  temperature  in  thus  subverting  the  direction  of 
the  molecular  forces  in  obedience  to  which  crystals  are  formed,  has 
as  yet  scarcely  been  made  the  subject  of  systematic  research ;  its 
further  prosecution,  however,  cannot  fail  to  throw  much  additional 
interesting  light  upon  our  knowledge  of  the  operation  of  molecular 
force. 

(84)  Allotrqpy, — Independently  of  dimorphism,  the  particles  of 
many  solids  are  capable  of  other  modes  of  arrangement,  which, 
without  altering  the  chemical  composition  of  the  body,  yet  produce 
a  very  important  modification  of  many  of  its  properties,  both 
chemical  and  physical. 

There  appear  to  be  four  different  conditions  in  which  solid 


*  According  to  Marignac,  however,  sulphate  of  nickel  in  the  second  and 
third  forms  contains  i  Aq.  less  than  it  does  when  crystallized  in  right  rhombic 
prisms ;  and  if  this  be  true  for  sulphate  of  nickel,  it  is  most  probably  the  case 
with  the  other  salts  above  mentioned  as  trimorphous. 
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bodies  may  exist.  They  may  be — ist,  crystalline,  as  diamond^ 
garnet,  felspar ;  ^nd,  vitreous  or  glassy^  as  glass  itself,  transparent 
arsenious  acid,  and  barley-sugar ;  3rd,  amorphous,  or  destitute  of 
crystalline  form  altogether,  as  tinder,  chalk,  or  clay ;  4th,  organized, 
or  arranged  in  masses,  consisting  of  cells,  fibres,  or  membranes, 
like  the  tissues  of  animals  or  vegetables,  as  hair,  muscle,  skin,  wood, 
bark,  leaves,  &c.  To  these  organized  structures,  no  further 
allusion  will  for  the  present  be  made,  since  they  are  producible 
only  by  the  living  organism. 

Many  substances  are  capable  of  assuming  indifferently  any 
one  of  the  first  three  of  these  conditions.  Sulphur,  for  example, 
often  occurs  naturally  in  beautiful  octohedral  crystals,  and  may 
always  be  obtained  in  this  form  by  allowing  its  solutions  to 
evaporate  spontaneously  in  the  air.  These  crystals  ar^  very  hard 
and  brittle,  and  they  easily  become  dissolved  again  in  the  bisul- 
phide of  carbon.  But  if  a  quantity  of  these  crystals  be  melted^ 
and  heated  considerably  beyond  the  boiling  point  of  water,  and 
then  suddenly  cooled  by  pouring  into  cold  water,  a  tough,  flexible, 
transparent  substance,  of  an  amber  colour,  is  procured,  which  may 
be  kneaded  in  the  hand  or  drawn  out  into  long  threads,  and  is 
less  easily  inflamed  than  ordinary  sulphur.  This  constitutes  vitreous 
sulphur ;  but  if  it  be  left  for  a  few  days,  it  becomes  brittle, 
opaque,  and  partly  crystalline.  However,  it  is  not  all  crystallized, 
for  if  digested  with  bisulphide  of  carbon,  part  of  it  only  will  be 
dissolved ;  the  crystaUized  portion  is  taken  up,  and  a  buff-coloured 
powder  is  left,  which  is  insoluble.  It  has  no  crystalline  appear- 
ance, and  is  amorphous  sulphur.  This,  if  melted  by  heat,  becomes 
as  soluble  as  before.  In  addition  to  these  alterations  in  consis- 
tence, colour,  inflammability,  and  solubility,  differences  in  the 
density  are  observed  : — 

Octohedral  sulphur  has  a  specific  gravity  of    2*05 
Prismatic  sulphur  „  „  i'955 

Vitreous  sulphur  „  „  1  '957 

Corresponding  differences  in  the  specific  heat  have  been  observed 
in  these  different  conditions. 

These  three  different  forms  of  sulphur  are  called  allotropic 
modifications  of  sulphur,  and  the  existence  of  the  same  substance 
in  different  forms,  each  endowed  with  different  properties,  is  caUed 
aUoirapy,  (firom  aXXoc  another,  and  rpoiroq  manner). 

Phosphorus  affords  another  excellent  instance  of  this  singular 
aeries  of  modifications.  Phosphorus,  when  first  prepared,  and  as 
sold  la  the  shops^  is  in  the  form  of  transparent^  flexible,  waxy^ 
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looking  sticks  which  are  of  the  vitreous  variety.  In  this  form 
it  is  freely  soluble  in  bisulphide  of  carbon^  melts  in  warm  water 
at  a  heat  very  little  above  that  of  the  human  body^  and  is  so 
inflammable^  that  if  left  exposed  to  the  air^  even  for  a  few 
minutes^  in  warm  weather^  it  takes  fire  and  bums  with  great 
violence.  Phosphoriis  has  also  been  obtained  in  crystals,  which 
are  equally  inflammable  with  the  common  form.  But  if  phos* 
phorus  be  put  into  a  flask  filled  with  nitrogen  or  carbonic  acid 
gas,  to  prevent  it  from  taking  fire,  and  be  heated,  with  various 
precautions  to  avoid  aocid^it,  up  to  the  melting  point  of  tin 
(442''),  or  rather  higher,  in  a  few  hours  it  will  be  changed  into 
a  red  powder  which,  when  properly  purified  (366),  may  be  exposed 
to  the  air  without  any  danger  of  taking  fire.  In  this  condition 
it  does  ndl  melt  until  heated  to  5cx)*',  or  even  beyond  that  tem- 
perature ;  and  it  is  quite  insoluble  in  bisulphide  of  carbon.  Yet 
it  is  pure  phosphorus,  although  in  the  amorphous  conditicm.  By 
heating  it  to  between  500^  and  600^,  in  a  retort  or  vessel  from  which 
the  air  is  excluded,  it  melts,  and  then  cannot  be  distinguished 
from  the  original  phosphorus  that  furnished  it.  In  addition  to 
these  alterations  in  solubility,  colour,  inflammability,  and  external 
appearance,  differences  in  the  specific  gravity  and  in  ^ecific  heat 
have  been  observed. 

Many  other  elementary  bodies  exhibit  analogous  allotropic 
modifications,  and  their  number  will  no  doubt  be  increased  as  re- 
aearcbes  in  this  direction  become  multiplied.  It  is  probable,  indeed, 
that  such  modifications  exist  in  all  the  elements,  although  the  pro* 
perties  of  the  different  forms  certainly  are  not  always  so  dissimilar 
as  in  the  cases  already  quoted.  Even  in  permanent  gases  we  have 
indications  of  allotropy,  the  remarkable  substance  ozone  having 
been  ascertained  to  be  oxygen  in  a  particularly  active  condition. 
The  consideration  of  special  instances  of  allotropy  will  be  deferred 
until  the  properties  of  the  bodies  themselves  are  detailed.  Allotropy 
does  not  appear  to  be  confined  to  elementary  bodies ;  but  in 
compounds  it  is  not  always  easy  to  determine  whether  the  corre- 
sponding modifications  may  not  be  due  to  alterations  in  chemical 
composition,  arising  from  a  change  in  the  mode  of  combination  of 
the  difierent  component  elementary  bodies  with  each  other. 

It  is  certain,  whatever  be  the  causes  which  thus  influence 
molecular  arrangement,  that  the  particular  arrangemcat  which 
such  causes  may  produce  in  any  given  case,  has  a  very  material 
influence  in  modifying  the  physical  properties  of  the  body^  When 
a  body  is  hom<^»ieous,  or  when  it  is  symmetrically  arranged,  as 
in  the  crystals  belonging  to  the  regular  systemj  the  transmission 
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of  lights  the  expansion  by  heat^  and  the  conducting  power  of  the 
body  for  heat,  is  uniform  in  every  direction  ;  but  when  the 
molecolar  forces^  as  shown  by  the  form  of  the  crystal,  are  more 
powerful  in  one  direction  than  in  others^  immediately  a  correspond- 
ing irregularity  in  the  action  of  the  body  on  light,  and  in  its  ex- 
pansiYe  and  conducting  powers  for  heat,  may  be  traced :  probably 
similar  irregularities  would  be  found  in  its  power  of  transmitting 
sound,  and  in  allowing  the  passage  of  electricity  and  magnetism.* 


CHAPTER  IV. 

LIGHT. 


Nature  of  Light — Undulations— Reflection — Refraction — Produc* 
turn  of  Colour — Interference^-^Dotdfle  Refraction — Polari* 
zatknu 

(85)  The  force  of  light  which,  operating  through  the  eye, 
gives  ^exercise  to  the  sense  of  vision,  is  one,  which,  until  within  the 
last  few  years,  would  have  been  thought  to  have  little  connexion 
with  chemistry.  Now,  however,  the  case  is  otherwise,  and  an 
acquaintance  with  the  fundamental  laws  and  properties  of  light  is 
indispensable  to  the  chemist.  The  physical  characters  of  an  object, 
revealed  by  its  action  on  light,  are  often  of  the  greatest  chemical 
value.  Differences  in  refractive  power,  for  example,  furnish  in 
many  cases  the  most  rapid  and  satisfactory  proof  of  the  genuine- 
ness or  adulteration  of  an  essential  oil.  Varieties  in  the  amount 
and  direction  of  circular  polarization  afford  the  best  means  in 
certain  cases  of  arriving  at  a  knowledge  of  the  varieties  and  pro- 
portions of  sugar  in  complex  saccharine  liquids.  By  the  action  of 
polarized  light,  the  diamond  and  other  precious  gems  may  be  dis- 
tinguished from  spurious  imitations. 

But  besides  the  indirect  assistance  thus  afforded  to  chemistry, 
the  researches  of  the  last  fifty  years  have  been  gradually  develop- 
ing the  vast  importance  of  light  as  an  agent  in  producing  the 
chemical  changes  which  are  continually  in  operation  upon  the 
surface   of  the   earth,  and  they  have  at  length  shown  that  this 


*  Wertheim  has  indeed  proved  that  the  velocity  of  Bound  when  trans- 
mitted' through  wood,  is  nearly  five  times  as  great  wnen  transmitted  in  the 
direction  of  the  fibre,  as  when  transmitted  across  it;  and  Wiedemann  finds  that 
eleetrio  inductioii  oconrs  with  varying  desrees  of  facility  in  different  direc- 
^ODM  in  the  same  doubly  refractiiig  crystia. 
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wonderful  emanation  from  the  sun,  is,  conjointly  with  heat^  the 
mainspring  which  maintains  the  chemical  actions,  and  with  them 
the  existence,  of  all  the  varied  forms  of  organic  life  which  teem 
around  us.  The  fixation  of  carbon  in  the  vegetable  creation,  the 
accumulation  of  materials  for  our  habitations  and  for  fuel,  and  the 
maintenance  of  a  uniform  composition  in  the  atmosphere,  may  be 
mentioned  in  illustration  of  the  importance  of  its  chemical  actions; 
whilst  the  new  and  fascinating  art  of  photography  gives  proof  of 
the  rapidity  and  the  variety  of  the  changes  which  it  produces. 

The  investigation  of  the  laws  of  light  belongs  to  the  science  of 
optics :  in  the  following  pages,  therefore,  reference  will  only  be 
made  to  some  of  its  principal  properties,  which  will  be  a  necessary 
preparation  to  the  study  of  its  chemical  effects. 

(86)  Sources  of  Light. — i.  The  great  natural  sources  of  light  are 
the  sun  and  the  heavenly  bodies,  but  there  are  several  modes  of 
procuring  light  by  artificial  means. 

2.  Whenever  any  solid  object  is  raised  to  a  high  temperature 
(beyond  900°  or  1000°  F.),  it  becomes  luminous.  A  current  of 
gaseous  matter  may  have  a  temperature  of  upwards  of  2000°  with- 
out becoming  luminous.  If,  however,  a  solid  be  introduced  into 
such  a  current,  it  becomes  luminous,  and  throws  off  light  in  all 
directions.  The  colour  of  the  light  varies  with  the  intensity  of 
the  heat.  When  first  perceptible  it  is  of  a  dull  red  colour,  and 
as  the  temperature  rises,  it  passes  through  orange  and  yellow  into 
a  full  white,  which,  when  the  heat  becomes  extremely  intense, 
assumes  something  of  a  violet  tinge.  All  our  artificial  lights  depend 
npon  such  an  ignition  of  solid  matter,  in  the  intense  heat  deve« 
loped  by  the  chemical  changes  attendant  on  combustion  (286,  403). 
One  of  the  most  remarkable  instances  of  the  production  of  light  in 
this  manner,  is  afforded  by  directing  an  ignited  jet  of  mixed 
oxygen  and  hydrogen  gases  upon  a  piece  of  lime ;  the  burning  gas 
alone  gives  scarcely  any  sensible  light,  but  the  moment  that  the 
lime  becomes  thoroughly  heated,  the  brilliancy  of  the  light  becomes 
too  great  for  the  eye  to  bear. 

3.  Some  substances  of  mineral  origin,  when  gently  heated,  emit 
a  feeble  light,  which  in  a  short  time  ceases,  and  cannot  be  again 
renewed  until  after  the  body  has  been  exposed  to  the  light  of  the 
sun,  or  to  that  emitted  by  the  discharge  of  a  Leyden  jar  (106). 
Native  phosphate  of  lime  or  phosphorite,  and  a  variety  of  fluor 
spar  known  as  chlorophane,  exhibit  the  phenomenon  very  dis* 
tiuctly. 

4.  The  existence  of  phosphorescence  may  be  recognised  in  the 
animal  kingdom.     The  waters  of  the  ocean  in  different  parts  of  the 
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globe^  and  at  different  times^  appear  to  be  luminous  throughout 
from  the  presence  of  countless  hosts  of  luminous  animalculse :  but 
usually  the  light  of  the  sea  appears  to  be  developed  only  by  agita- 
tion, and  the  crest  of  every  wave  may  often  be  seen  to  be  tipped 
with  a  beautiful  fringe  of  pale  green  light.  The  glow-worm  and  the 
fire-fly  offer  other  familiar  instances  of  the  same  nature.  Some 
kinds  of  scolopendra,  in  passing  over  the  ground^  leave  a  luminous 
trail  behind  them.  Within  certain  limits,  this  power  of  emitting 
light  appears  to  be  under  the  control  of  the  animal,  and  it  ceases  in 
a  few  hours  after  vitality  is  destroyed. 

5.  Sea  fish,  in  general,  and  whiting,  herring,  and  mackerel,  in 
particular,  soon  after  death,  exhibit  a  luminous  appearance ;  the 
light  is  most  intense  before  putrefaction  commences,  and  gradually 
disappears  as  decomposition  proceeds.  In  order  to  observe  the 
phenomenon  more  distinctly,  the  fish  should  be  gutted,  and  the 
roes  and  scales  removed.  The  entire  fish,  and  especially  the  soft 
roe,  exhibits  the  light.  By  placing  such  luminous  fish  in  weak 
saline  solutions,  such  as  those  of  Epsom  salts,  Glauber's  salts,  or 
common  salt,  these  solutions  likewise  become  luminous,  and  the 
appearance  continues  for  some  days ;  it  is  particularly  visible  when 
the  liquids  are  agitated.  The  light  is  quickly  extinguished  by  the 
addition  of  pure  water,  of  lime  water,  of  fermented  liquids,  of  acid 
and  alkaline  liquids,  and  of  strong  saline  solutions  in  general ;  these 
saline  solutions,  however,  on  being  diluted  recover  their  luminosity. 
If  the  fish  be  exposed  to  a  cold  sufficient  to  freeze  it,  the  lumino- 
sity disappears,  but  it  returns  when  it  is  thawed ;  luminous  wood 
also  ceases  to  emit  light  below  32°.  A  temperature  of  about 
100^  seems  to  be  that  most  favourable  to  the  appearance  of  this 
remarkable  light ;  it  disappears,  considerably  below  912°,  and  the 
fiujulty  of  again  becoming  luminous  on  cooling  is  speedily  destroyed 
by  the  continuance  of  the  heat.     (Hulme,  Phil.  Trans.,  1800.) 

6.  The  transient  light  of  the  electric  spark,  and  the  intense 
glare  attendant  on  a  fiash  of  lightning  are  familiarly  known ;  but 
electricity  may  likewise  be  made  to  give  a  continuous  and  abim- 
dant  supply  of  light :  the  ignition  of  charcoal  points  between  the 
wires  of  a  voltaic  battery  may  be  made  to  yield  a  light  which 
dazzles  the  unprotected  eye.  Attempts  have  been  made  recently 
to  apply  this  light  to  the  purposes  of  illumination  on  a  large  scale, 
though  as  yet  with  imperfect  results.  Other  less  important  sources 
of  light,  such  as  the  friction  of  two  pieces  of  quartz  or  of  loaf 
sugar,  may  also  possibly  be  of  electrical  origin. 

7.  light  is  likewise  developed,  under  certain  circumstances, 
in  the  act  of  crystallization.      When   the  transparent  form  of 
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arsenkms  acid  is  dissolved  in  hot  liydrochloric  acid^  the  liquid 
as  it  ooola  deposits  crystals  of  opaque,  white  arsenious  acid :  if 
the  procesa  be  watched  in  a  darkened  room,  the  separation  of 
each  crystal  will  be  seen  to  be  accompanied  by  a  feunt  flash. 
Fused  sulphate  of  soda,  and  one  or  two  other  Titrified  salts,  when 
dissolved  in  water  and  crystallised,  exhibit  the  same  phenomenon, 
which  appears  to  accompany  the  transformation  of  a  vitreous  into 
a  crystalline  solid. 

(87)  Theories  qf  Light — Undulations. — Two  hypotheses  have 
been  proposed  to  account  for  the  phenomena  of  light.  Upon  the 
first  of  these,  the  theory  of  emission,  it  is  imagined  that  all 
luminous  bodies  are  constantiy  throwing  ofl*into  space  a  luminons 
matter,  the  particles  of  which  are  inconceivably  minute,  and  are 
projected  with  a  velocity  equally  inconceivable.  These  partidesy 
when  they  &11  upon  any  object,  are  reflected  more  or  less  com- 
pletely from  its  sur&ces;  and,  entering  the  transparent  portions  of 
the  eye,  form  images  upon  the  retina  or  expanded  termination  of 
the  optic  nerve,  and  are  by  it  transmitted  to  the  brain  ;  the  result 
enabling  us  to  see  the  object  from  which  the  light  was  reflected. 

Upon  the  second  hypothesis,  that  of  undulation,  recourse  is 
had  to  the  supposition  of  an  inelastic  medium  or  ether  of  incon* 
ceivable  tenuity,  filling  all  space,  and  the  interstices  of  all  material 
objects.  This  medium  is  not  light  itself,  but  it  is  susceptible  of 
being  thrown  into  the  vibrations  which  constitute  light,  by  impulses 
incessantly  emanating  from  all  luminous  objects.  Portions  oi  the 
vibrations  thus  excited  are  collected  by  the  lenses  of  the  eye,  and 
thrown  upon  the  retina.  Upon  this  theory,  therefore,  the  phenomena 
are  explicable  upon  a  mechanism  similar  to  that  by  which  the 
vibrations  of  elastic  media  are  known  to  be  propagated ;  such,  for 
example,  as  that  by  which  the  undulations  of  the  atmosphere  are 
conveyed  to  the  ear  and  excite  the  sensation  of  sound.  The  ether 
by  means  of  which  light  is  transmitted,  tiiough  possessed  of  inertia, 
is  not,  like  the  atmosphere,  afiected  by  the  force  of  gravity. 

At  present,  the  theory  of  undulation  is  all  but  universally 
adopted,  as  it  affords  the  most  complete  explanation  of  the  facts 
upon  which  the  science  of  optics  is  based.  The  analogies  between 
light  and  sound  are  not  the  least  striking  and  interesting  amongst 
the  proofs  adduced  in  its  support.  Indeed,  it  will  greatly  facUi- 
tate  the  comprehension  of  the  mechanism  by  which  light  is  propa- 
gated, if  we  first  examine  some  of  the  phenomena  of  soimd,  which 
admit  of  being  traced  in  a  manner  more  directly  appreciable  to 
common  apprehension. 

(88)  Illustrations  of  Undulations  from  the  Phenomena  qf  Sound. 
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^— We  have  abundant  evidence  of  the  fact  that  sounds  whenever 
produced^  arises  from  a  series  of  vibrations  which  are  occasioned 
by  any  sudden  impidse^  such  as  a  blow^  communicated  to  any  sub« 
stance  possessed  of  even  a  very  slight  degree  of  elasticity.  In 
other  words,  the  impression  which  we  receive  is  due  to  the  vibra- 
tion into  which  the  particles  of  the  sounding  body  are  thrown ; 
these  vibrations  react  upon  an  elastic  medium,  such  as  the  air :  the 
impukes  are  communicated  by  the  motions  of  the  particles  of  air  to 
the  ear,  and  by  reaction  upon  the  auditory  nerves  they  excite  the 
sense  of  hearing. 

These  motions  of  sounding  bodies  are  frequently  not  too  rapid 
to  be  traced  by  the  eye ;  for  example,  a  stretched  string  whilst 
pounding  may  be  easily  seen  to  be  in  rapid  vibration.  Again,  if 
a  goblet  be  dusted  over  with  a  little  sand,  or  any  fine  powder,  and 
a  violin  bow  be  drawn  across  its  edge  so  as  to  elicit  a  sound,  the 
particles  of  dust  will  be  briskly  agitated.  And  in  the  common 
experiment  of  half  filling  a  finger-glass  with  water,  and  producing 
a  soimd  by  drawing  the  mcnstened  finger  along  its  edge,  the  water 
within,  whilst  the  sound  lasts,  is  beautifully  rippled,  to  an  extent 
oorrespondiBg  with  the  loudness  of  the  tone.  These 
motions  ate  idso  distinctly  visible  in  the  prongs  of  a  tuning  Fig.  57-. 
fork  whilst  it  is  in  the  act  of  producing  sound  (fig.  57). 
Such  vibrations,  however,  to  render  them  audible  require 
the  intervention  of  an  elastic  medium  to  convey  them 
to  the  ear.  If  a  bell  be  suspended  in  the  receiver  of  the 
air-pump,  and  struck,  it  will  be  distinctly  heard  whilst 
the  vessel  is  full  of  air ;  but,  as  the  exhaustion  proceeds, 
on  repeating  the  stroke  it  will  gradually  become  feebler, 
and  at  last  will  be  inaudible,  or  nearly  so. 

Other  media  besides  air  may,  however,  be  employed 
for  the  transmission  of  sound.  A  bell  may  be  rung,  for 
instance,  under  water,  and  will  be  heard  by  a  person  also 
under  the  water  at  even  a  greater  distance  than  in  the 
air.  Wood  will  likewise  transmit  sound  freely,  and  to 
stiU  greater  distances  than  atmospheric  air. 

These  impulses  require  time  for  their  propagation,  and 
the  rate  of  propagation  varies  in  difierent  bodies.     Sound 
travels,  for  example,  at  the  rate  of  11 30  feet  in  a  second  through 
air,  of  4900  feet  through  water,  and  of  17,400  feet  per  second 
through  a  deal  rod. 

The  intensity  of  sound,  like  that  of  all  forces  radiating  from  a 
centre,  diminishes  as  the  square  of  the  distance ;  and  as  it  is  pro- 
pagated in  waves  or  undulations,  it  is  subject  to  reflection  firom 
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obstacles  interposed  in  its  coarse^  producing  the  various  kinds  and 
forms  of  echo. 

(89)  Sounds  differ  from  each  other  in  loudness,  quality^  and 
pitch.  The  loudness  of  a  sound  depends  upon  the  extent  of  the 
yibration.  A  tuning  fork  vibrating  freely  in  the  air  produces  only 
a  feeble  sound ;  but  if  the  handle  be  placed  upon  a  table  whilst 
the  prongs  are  vibrating,  the  wooden  surface  is  thrown  into  power- 
ful simultaneous  vibration^  and  a  loud  sound  is  emitted.  Quatiiy, 
or  timbre,  depends  on  the  form  of  the  sounding  body,  and  the 
nature  of  the  material  composing  it.  Successive  impulses  follow- 
ing each  other  rapidly  at  irregular  intervals^  constitute  a  noise  or 
continued  sounds  like  the  rumbling  of  carriages  in  the  street^  or 
the  rattle  of  machinery ;  but  when  they  follow  at  regular  intervals, 
with  a  velocity  exceeding  16  vibrations  in  a  second,  they  produce 
a  musical  note.  The  pitch  of  the  note  depends  on  the  frequency 
of  these  vibrations ;  the  more  rapid  the  vibrations,  the  sharper  does 
the  sound  become.  The  connexion  of  pitch  with  the  frequency  of 
vibration  may  be  readily  verified  by  pressing  a  card  against  the 
edge  of  a  toothed  wheel,  which  is  made  to  revolve  slowly;  the 
distinct  strokes  of  the  card  against  each  cog  are  heard  at  first ;  but 
by  increasing  the  rapidity  of  rotation,  a  low  humming  note  is  given 
out,  and  as  the  velocity  increases  the  sound  becomes  more  acute. 

Musical  notes  all  have  a  fixed  numerical  relation  to  each  other, 
each  octave  as  the  scale  ascends  having  twice  as  many  vibrations 
in  equal  intervals  of  time  as  the  corresponding  note  of  the  octave 
immediately  below  it.  These  ratios  are  exhibited  in  the  annexed 
table : — 

Ratio  of  tlte  Sounds  of  the  Musical  Scale. 
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In  this  table,  a  tuning-fork  is  considered  to  have  made  oncf 
vibration  whilst  the  prong  is  passing  from  a  to  i  (fig.  57),  the 
return  motion  from  6  to  a  being  reckoned  as  a  second  vibration, 
as  in  counting  the  beats  of  the  pendulum.  The  further  considenu 
tion  of  this  subject  would,  however,  be  irrelevant  in  a  work  on 
chemistry,  as  it  belongs  to  the  physical  science  of  acoustics. 

It  rarely  happens  that  all  the  particles  of  a  sounding  body  are 
simnltaneously  vibrating.  A  sounding  body  generally  divides 
itself  into  portions  vibrating  in  opposite  directions;  the  inter- 
mediate lines  or  points  are  quiescent,  and  these  quiescent  portions 
are  termed  nocUil  lines  or  points.  If  a  flat  plate  of  glass  be  held 
horiaontally  by  the  point  of  the  finger  and  thumb  about  its  centre, 
and  its  surface  be  sprinkled  with  sand,  on  eliciting  a  musical  note 
by  drawing  a  violin  bow  across  its  edge,  the  sand  will  accumulate 
on  the  stationary  parts,  and  clearly  show  the  position  of  the  nodal 
lines.  By  altering  the  points  at  which  the  glass  is  held,  the  nodal 
lines,  and  the  note  elicited,  may  be  made  to  undergo  a  variety  of 
interesting  changes. 

The  amount  of  force  exerted  by  the  accumulation  of  these 
minute  molecular  motions  is  extraordinary.  A  feat  occasionally 
performed  by  a  powerful  singer  is  to  crack  a  glass  by  swelling  his 
voice  upon  the  note  to  which  the  glass  responds.  Savart  has 
made  some  important  experiments  in  relation  to  this  subject.  {Ann. 
de  Chimie,  II.  Ixv.  384.)  He  found  that  a  copper  band,  10  feet 
long;,  iV  ^^  wide,  -^  inch  thick,  will  sustain  a  weight  of  90  lb. 
without  becoming  perceptibly  lengthened,  but  if  made  to  vibrate 
longitudinally  whilst  thus  stretched  it  will  become  lengthened  6  or 
7  inches.  In  the  same  way  a  cylinder  of  brass  1*37  inch  in 
diameter,  became  lengthened  during  its  longitudinal  vibration,  to 
tn  extent  that  would  have  required  the  application  of  a  direct 
strain  equal  to  4000  lb.  It  is  needless  to  insist  on  the  important 
practical  bearing  of  these  facts  on  the  construction  of  metallic 
machinery  liable  to  regular  partial  oscillation,  however  slight  or 
apparently  trivial  such  vibrations  may  be. 

The  experiments  just  detailed  will  show  in  what  way  it  has 
been  clearly  ascertained  that  it  is  by  successive  regularly  recurring 
motions,  or  undulations,  that  sound  is  propagated.  A  similar 
principle  has  been  with  great  success  applied,  with  certain  modifi- 
cations, to  trace  the  yet  more  interesting  and  complicated  pheno- 
mena exhibited  by  light. 

(90)  Mechaniitn  of  Undulaiion. — ^The  mode  in  which  the 
undulations  of  light  are  transmitted  may  be  illustrated  by  loosely 
stretching  a  long  cord  and  striking  it  firom  above  downwards  near 
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one  end  :  the  motion  will  be  propagated  in  successive  waves  from 
one  extremity  to  the  other^  each  portion  of  the  cord  becoming 
alternately  first  higher  and  then  lower  than  the  position  which  it 
assumes  when  at  rest.  In  the  passage  of  a  ray  of  lights  the 
motions  of  the  particles  of  ether  interposed  between  the  eye  and 
the  luminous  object^  will^  like  those  of  the  cord,  be  at  right  angles 
to  the  track  of  the  ray^  or  to  that  line  in  which  the  wave  is 
advancing^  and  in  the  same  plane  as  that  in  which  the  impulse 
was  given.     If  the  cord  be  struck   from  above  downwards,  the 

waves  will  be  upwards  and  down- 

Fio.  58.  wards ;  if  laterally,  the  waves  will 

«  occur  from  side  to  side.     Let  r  s 

"^  ^\l\f\J\f\\J\jfi  (fig.  58)  be  the  direction  of  the 

%  ray,  the  motion  of  the   particles 

of  ether  will  be  in  the  direction 
a  b,  at  right  angles  to  the  course  of  the  ray. 

A  similar  movement  takes  place  in  water  when  a  stone  is 
dropped  into  it,  or  when  its  surface  is  ruffled  by  a  breeze.  Though 
the  motion  is  propagated  from  the  point  struck,  towards  the  edges, 
in  circles  continually  widening,  the  particles  of  the  liquid  them- 
selves do  not  travel  onwards  from  the  centre  towards  the  circum- 
ference, but  are  alternately  elevated  and  depressed,  as  may  be  seen 
by  watching  the  movements  of  a  cork  or  other  light  floating 
object ;  each  vertical  line  in  succession  receiving  and  transmitting 
the  motion  produced  by  the  first  impulse,  which  gradually 
diminishes  in  intensity  as  the  squares  of  the  distance  increase,  and 
as  the  circle  becomes  more  extended. 

In  elastic  media,  like  air,  the  propagation  of  force  is  also 
effected  by  undulation,  as  in  the  phenomena  of  sound ;  but  in 
them  the  particles  undergo  alternate  condensation  and  rare£Eu:tion 
in  the  same  direction  as  that  in  which  the  motion  is  com- 
municated. 

(91)  Bodies  through  which  light  passes  freely,  such  as  glass 
or  air,  are  termed  transparent  ;  they  allow  objects  to  be  seen 
through  them,  whilst  the  majority  of  substances  which,  like  wood, 
metals,  &c.,  do  not  allow  its  passage,  as  designated  as  opaque.  No 
substance,  however,  is  perfectly  transparent.  The  purest  air 
arrests  a  portion  of  light  :  Young  estimated  that  the  horizontal 
sunbeams,  which  pass  through  about  200  miles  of  atmospheric  air 
before  they  reach  the  eye,  possess  only  jjhi^  of  their  original 
intensity ;  and  he  states  that  a  column  of  the  clearest  water  7  feet 
in  depth,  arrests  one  half  of  the  light  which  falls  upon  it ;  but  this 
assertion  is  only  true  at  a  particular  obliquity  of  the  ray,  a3  the 
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effect  depends  partly  upon  the  reflection  from  the  surface.  On  the 
other  handy  there  is  no  such  thing  as  perfect  opacity.  Gold, 
irhich  is  one  of  the  densest  metals^  may  be  hammered  out  into 
very  thin  leaves,  which  transmit  a  green  light  if  the  metal  be  pure, 
and  a  purplish  light  if  it  be  alloyed  with  silver.  Between  the 
extremes  of  opacity  and  transparency  are  innumerable  gradations. 
Bodies  vary  greatly  in  translucenq/,  that  is,  in  their  power  of 
transmitting  light.  Porcelain  is  a  translucent  body ;  it  breaks  up 
the  rays,  but  transmits  a  sofi;eued  light,  though  it  does  not  allow 
the  form  of  an  object  to  be  seen  if  the  porcelain  be  interposed  be- 
tween that  object  and  the  eye. 

Light  proceeds  through  all  homogeneous  transparent  media  in 
straight  lines  from  the  object,  and  these  lines  radiate  in  all  direc- 
tions from  a  luminous  point.  The  path  of  the  rays  in  a  direct 
line  may  often  be  traced  across  a  darkened  room  into  which  a 
aunbeam  is  admitted,  by  the  floating  particles  of  dust  which 
reflect  a  small  portion  of  the  light  in  difierent  parts  of  its  course 
into  the  eye  of  the  observer.  The  mere  passage  of  light  through 
a  transparent  object  does  not  excite  the  sense  of  vision,  neither  can 
the  eye  track  its  direction,  unless  the  vibrations  be  carried  towards 
the  observer  by  reflection  from  the  surface  of  some  material  object. 

The  impression  of  light  upon  the  retina  lasts  for  a  brief  in- 
terval, varying  in  difierent  persons  from  -^V  to  -}-  of  a  second,  after 
the  light  itself  has  ceased,  and  gives  rise  to  many  curious  efiects  : 
for  instance,  the  act  of  blinking  produces  no  impediment  to  correct 
vision ;  a  bright  point  made  to  revolve  rapidly  in  the  dark  is  seen 
as  a  luminous  circle,  and  the  jets  of  flame  which  in  fireworks  are 
whirled  round  before  the  eyes  of  the  spectator,  assume  the  form 
of  wheels  or  stars  of  fire. 

(92)  Law  of  Diminution  of  Light  by  Distance. — When  light 
diverges  from  a  luminous  centre,  its  intensity  diminishes,  like 
that  of  all  radiant  forces,  not  directly  as  the  distance,  but  as  the 
square  of  the  distance.  A  little  consideration  will  render  the 
reason  for  this  obvious : — Suppose  the  fiame  of  a  candle  or  any 
luminous  point  to  be  placed  in  the  centre  of  a  hollow  sphere 
2  feet  in  diameter,  its  light  will  fall  upon  the  whole  internal  surface 
of  the  sphere,  and  the  candle  will  be  i  foot  distant  from  each 
point :  a  square  inch  of  that  surface  will  receive  a  given  amount 
of  light.  The  same  candle,  if  placed  in  the  middle  of  a  globe 
4  feet  in  diameter,  will  be  2  feet  distant  from  each  point  of  the 
sor&oe,  or  double  the  distance  that  it  was  in  the  firat  globe,  but  its 
light  will  still  illuminate  the  whole  of  the  interior.  The  surface 
of  the  second  globe,  however,  is  four  times  greater  than  that  of  the 
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first,  because  the  suifaces  of  spheres  are  to  each  other  as  the 
squares  of  their  radii ;  in  this  case  as  i' :  2',  or  as  i  to  4 ;  cod- 
sequeatlr  each  poitit,  or  each  inch  of  the  surface  of  the  larger 
Inhere  will  receive  only  ODc-fourth  of  the  light  that  fell  oa  an 
equal  space  in  the  smaller  globe,  and  yet  the  candle  is  only  twice 
as  far  from  it :  so,  if  the  globe  were  8  feet  across,  the  distance  sS 
the  candle  being  non  4  times  as  great  as  in  the  first  globe,  the  sur- 
face to  be  illuminated  is  16  times  as  large,  and,  consequently,  a 
square  inch  of  the  8-foot  globe  would  receive  only  -^  of  the  light 
that  fell  on  a  square  inch  of  the 
2 -foot  globe.  A  board  at  i  yard 
from  a  candle  receives  a  certain 
amount  of  light,  at  2  yards  it  re- 
ceives i  of  that  amount,  at  3  yards 
■^,  at  4  yards  -^ :  and  experiment 
showB  that  a  board,  i  foot  square,  at 
I  yard  distance,  would  cast  a  shadow 
that  would  cover  a  board  exposing 
4  times  the  surface,  or  2  feet  in  the 
side,  if  placed  at  a  distance  of  2 
yards,  as  shown  in  fig.  59. 
(93)  An  application  of  this  law  affiirds  a  ready  means  of  approxi- 
mativelf  determining  the  relative  intensities  of  two  lights  which 
do  not  differ  greatly  in  colour.  Suppose,  for  instance,  it  were 
necessaiy  to  ascertain  the  illuminating  power  of  a  gas-light  burn- 
ing 5  cubic  feet  of  gas  per  hour,  as  compared  with  that  of  a  sperm 
candle  burning  132  grs.  of  spermaceti  per  hour: — Place  at  the 
distance  say  of  100  inches  from  the  gas-light,  a  vertical  screen  of 
white  paper,  and  in  firont  of  this,  at  an  inch  distance,  a  narrow 
strip  of  wood  or  metal,  so  as  to  cast  a  definite  shadow.  Between 
the  gas-light  and  the  screen  place  the  candle,  at  such  a  distance 
that  the  shadow  of  the  same  object  cast  by  the  candle  upon  the 
screen  shall  have  as  nearly  as  possible  the  same  intensity  as  that 
produced  by  the  gas.  Say  that  the  distance  of  the  candle  from 
the  screen  is  2775  inches.  The  shadow  &om  each  light  is  illumi- 
nated by  the  rays  proceeding  from  the  other  light.  If  the  shadows 
be  sensibly  equal,  the  amount  of  light  falling  upon  the  screen  from 
each  source  must  at  that  distance  be  equal  also ;  the  relative 
intensities  of  the  two  lights  are  then  found  by  squaring  the  dis- 
tances of  each  light  from  the  screen ;  the  gaa-light  will  conse- 
quently cast  a  light  which  bears  the  same  proportion  to  that  of 
the  candle  as  100' :  2775* ;  or  as  16  to  i. 
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Reflection. 

When  light  falls  upon  any  object  it  may  be  disposed  of  in 
three  different  ways,  ist^  it  may  either  be  beut  back  or  reflected  ; 
2nd^  it  may  be  allowed  to  pass  on  in  an  altered  direction^  that  is, 
it  may  be  transmitted  and  reacted  ;  or  3rd^  it  may  disappear  alto- 
gether,  and  be  absorbed. 

(94)  Reflection. — If  a  ray  of  light  fall  obliquely  upon  a  flat^ 
polished  sur&ce^  a  large  proportion  of  the  incident  rays^  or  rays 
which  &11  upon  the  surface^  is  reflected  or  thrown  off  obliquely, 
at  an  angle  formed  on  the  other  side  of  a  perpendicular  to  the 
point  of  incidence^  equal  to  that  formed  between  the  incident  ray 
and  the  perpendicular.  Fig.  60  is  intended  to  illustrate  the  law 
of  reflection.  If  in  this  figure^  i  n  represent  the  incident  ray^  m  m 
the  mirror,  p  n  a  perpendicular  to  the  point  of  incidence,  p  n  i 
will  be  the  angle  of  incidence,  n  b  the  reflected  ray,  and  p  n  r  the 
angle  of  reflection  formed  between  the  same  perpendicular  and  the 
reflected  ray. 

The  law  which  regulates  the  reflection  of  light  is  eiipressed  by 
saying  that  '  the  angle  of  reflection  is  equal  to  the  angle  of  inci- 
dence ' :  the  incident  and  the  reflected  ray  are  always  in  the  same 
plane,  and  that  plane  is  perpendicular  to  the  reflecting  surface. 
When  the  incident  ray  is  perpendicular  to  the  surface,  the  reflected 
ray  is  therefore  also  perpendicular,  and  coincides  with  the  incident 
ray,  but  it  does  so  in  no  other  position. 

In  fig.  60,  the  angle  of  reflec- 
tion, p  N  R,  is  equal  to  the  angle  of 
incidence,  p  n  i,  but  they  are  on  oppo- 
site sides  of  the  perpendicular.  A  per- 
son looking  into  the  mirror  at  r,  would 
see  the  candle  behind  the  mirror.  An 
object  always  appears  to  lie  in  the  di- 
rection of  the  Une  which  the  ray  last 
trayersed  when  it  reaches  the  eye. 

The  power  of  reflecting  light  varies 
very  greatly  in  different  bodies.  In 
some,  as  in  the  metals,  reflection  is 
almost  perfect ;  in  others,  as  in  charcoal,  or  in  black  velvet,  it  is 
almost  wanting ;  but  whenever  light  passes  out  of  one  medium  or 
transparent  body  into  another,  no  matter  how  perfect  the  trans- 
parency of  such  media  may  be,  reflection  more  or  less  complete 
takes  place  at  their  common  sur&ce. 
•  •     Except  in  the  case  of  the  metals,  in  which  reflection  is  most 
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complete  at  the  smaller  angle  of  incidence,  it  is  found  that  the 
greater  the  angle  of  incidence  the  more  complete  is  the  reflection ; 
so  that  the  surface  of  a  body,  such  as  plaster  of  Parisy  or  hot- 
pressed  writing-paper,  may  thus  afford  a  tolerably  perfect  image  of 
a  luminous  object,  if  the  reflection  be  effected  under  a  great  angle. 

Bodies  in  general  do  not  possess  surfaces  actually  flat ;  to  oom« 
mon  observation  they  may  be  flat,  but  when  optically  examined^ 
their  surface  is  found  to  consist  of  an  indefinite  number  of  minute 
planes  inclined  to  each  other  at  all  possible  angles,  and  therefore 
receiving  and  reflecting  light  in  all  possible  directions.  If  a  beam 
of  light  admitted  into  a  dark  room  fall  upon  a  bright  metallic  sor- 
hce,  a  brilliant  spot  of  light  will  be  perceived  in  one  particular 
position,  the  direction  of  which  can  be  varied  by  altering  the 
inclination  of  the  mirror  to  the  ray,  but  the  mirror  will  be  neaiiy 
invisible  in  all  other  directions,  and  the  room  will  remain  dark ;  but 
if  for  the  mirror  a  sheet  of  white  paper  be  substituted,  the  paper  will 
be  almost  equally  visible  in  every  direction,  and  a  general,  though 
slight  illumination  of  the  apartment  will  be  perceived.  It  is  this 
irregular  reflection  or  scattering  of  the  light  in  all  directions,  whidi 
renders  non-luminous  objects  distinguishable  in  the  light.  The 
light  of  the  moon  and  of  the  planetary  bodies  are  instances  of  this 
kind.  A  further  evidence  of  the  value  of  this  scattering  or  seoon- 
dary  radiation,  is  afforded  by  the  difference  between  the  mild  and 
softened  light  which  is  reflected  from  the  heavens  when  partially 
covered  with  clouds,  and  the  strong  lights  which  fatigue  the 
eyesight  in  a  cloudless  summer's  day.  It  is  entirely  to  this 
secondary  radiation  that  we  owe  the  generally  diffused  and  sub- 
dued light  of  day,  even  when  the  sun  itself  may  be  invisible  ;  and 
the  morning  and  evening  twilight,  while  the  great  luminary  itself 
is  below  the  horizon,  is  due  to  the  same  cause,  each  illuminated 
particle  of  the  atmosphere  contributing  its  share  in  producing 
this  effect. 

(95)  When  light  is  received  upon  a  regular  curved  surface,  it 
undergoes  reflection  according  to  the  usual  law,  the  reflection  from 
each  point  of  the  curved  surface  being,  in  fact,  the  same  as  from  a 
plane,  tangent  to  the  curve  at  the  point  of  incidence.  If,  therefore, 
the  form  of  a  parabolic  concavity  be  given  to  a  mirror,  all  the  re- 
flected rays  will  be  directed  towards  a  point  at  which  they  will  cross 
each  other,  and  continue  their  progress  as  before,  the  upper  ray 
now  becoming  undermost,  and  vice  versd.  This  point  of  intersec- 
tion is  called  the  focus  of  the  mirror. 

Let  M  M,  fig.  6  [,  represent  the  section  of  the  curved  surface 
each  of  the  rays  l  r,  l  r^  will  be  reflected  from  it  as  from  plane 
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tangent  to  the 
curve  at  the  points 
of  incidence  of  the 
respective  rays ; 
they  will  conse- 
qaently  meet  at 
the  focus  F,  cross 
there^  and  subse- 
quently diverge. 
F  R,  p  R  repre« 
sent  the  lines  per- 
pencUcular  to  the  tangents. 

Reaction. 

(96)  When  a  ray  of  light  falls  upon  the  surface  of  an  un- 
erystallized  transparent  substance  of  uniform  density^  one  portion 
of  the  light  is  regularly  reflected^  and  another  portion  is  scattered, 
by  which  the  surface  is  rendered  visible,  whilst  a  third  portion  is 
tFansmitted.  We  will  now  confine  our  attention  to  that  portion 
of  the  light  which  is  transmitted.  If  the  ray  be  incident  upon 
the  sur£Etce  of  the  body  in  a  perpendicular  direction,  it  continues 
its  course  unchanged ;  but  if  it  fall  upon  the  surface  obliquely,  its 
direction  is  suddenly  altered  as  it  enters  the  transparent  medium ; 
it  then  passes  on  in  its  new  direction  in  a  straight  line,  and  on 
quitting  the  medium  it  is  again  abruptly  bent  back  to  its  original 
course,  provided  that  the  surface  of  entrance  and  the  surface  of 
edt  be  parallel  to  each  other.  This  change  in  the  course  of  the 
ray  is  termed  rrfraction.  If,  in  fig. 
62,  o  6  represent  a  section  of  a  plate 
of  §^as8  with  parallel  sides,  a  ray  of 
light,  X  L,  incident  upon  it,  will  not 
pass  straight  on  in  the  direction  l  x, 
but  will  be  deflected  to  l  r,  towards 
the  perpendicular  f  q;  on  quitting 
the  medium  at  r  it  is  again  bent  out 
of  its  new  direction  l  t,  towards  s, 
but  this  time  the  refiraction  is  from 
the  perpendicular  r  o,  and  the  ray 
%  8  becomes  parallel  to  its  original 
course  i  x.     On  passing  from  a  rare 

medium  like  air,  into  a  dense  one  like  glass,  the  ray  is  bent 
towards  a  line  perpendicular  to  the  common  surface  of  the  two 
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media ;  on  again  passing  out  from  glass  into  air,  it  ia  bent  from 
the  perpendicular  to  the  same  amount. 

Different  media  vary  greatly  in  refractire  power ;  comhastible 
bodies  in  general  having  the  highest  refracting  energy.  It  was 
npon  this  general  olHerration  that  Newton  founded  hia  conjecture 
that  diamond  was  '  probably  an  nuctuous  substance  coagulated' : 
the  combustibility  of  the  diamond  has  been  since  fully  verified. 

(97)  Law  of  Refraction. — The  more  obliquely  the  light  &ll8 
upon  the  surface  of  the  refracting  body  the  greater  is  the  amoant 
of  refraction  which  the  ray  experiences.  The  extent  of  the  refrac- 
tion, therefore,  varies  with  the  angle  of  incidence,  but  by  a  know- 
ledge of  the  following  law  it  may  easily  be  calculated  for  all 
angles  in  any  given  substance,  if  its  amount  for  any  one  angle 
has  been  carefully  determined  &r  that  particular  substance. 
Thia  law  of  refraction  may  be  expressed  by  stating  that  when 
light  passes  from  one  medium  into  another,  'for  the  same  two 
media,  the  eiues  of  the  angles  of  refraction  and  of  incidence 
always  bear  the  same  proportion  to  each  other.'  The  quotient 
obtained  by  dividing  the  sine  of  the  angle  of  incidence  in  vacuo 
by  the  sine  of  the  angle  of  refraction  in  any  medium  expresses 
the  indae  of  refraction  of  that  medium.  The  incident  and 
the  refracted  ray  are  always  on  opposite  rades  of  a  line  drawn 
perpendicular  to  the  common  surface  of  the  two  media,  but  they 
always  lie  in  the  same  plane,  and  this  plane  is  perpendicular  to 
the  sur&ce  of  the  refracting  medium. 

Fig.  63  may  assist  in  explaining  this 
■pta.  63.  important  law.     Let  w  w  r^resent  a 

section  of  the  refracting  medium,  i  l  the 
incident  ray,  and  l  a  the  refracted  one. 
Let  7  L  Q  be  the  perpendicular  to  the  re- 
fracting surface,  passing  through  the  point 
II  of  incidence  l.     With  any  radios,  l  a, 
:  describe  frtim  the  centre  l  the  circle  \  u 
p ;  from  X  and  k  let  fall  the  perpendi- 
V  "  culara  u  n  and  a  q,  on  p  a ;  h  n  will 

jtL  ,  _       "  -_  —    then  represent  the  sine  of  the  angle  of 

-^  -  —  ■!,_■  incidence  1  l  p,  and  B  q  the  sine  of  the 
angle  of  refraction  b  l  q  ;  and  f^  givea 
the  index  of  refraction,  which  is  uniformly  the  same  for  the  same 
substance,  whatever  be  the  angle  of  refraction.  In  the  diamond, 
for  instance,  u  n  is  always  zi  times  sa  long  as  a  q  ;  in  water  it 
ia  li  times  the  length  of  b  q. 

The  following  table  contains  the  reactive  power*  of  a  lem 
■nbetonces ;  the  lixht  being  supposed  to  pass  from  atmospheric  air. 


BEFKACTIYE   POWERS. 


137 


Diamond  ....  3*439 
Phosphorus  ...  3*224 
BinJphide  of  Carbon  1*678 
Sock  Salt  .  .  .  1*557 
Quartz  ....  1*540 
Caator  Oil    .    .    .     1*490 


Oil  of  Vitriol 
Alcohol    . 
Ether 
Water      . 
Ice       .    . 
Tabasheer 


1*434 
1*373 
1-358 

1*335 
1*308 

I'lii 


Biot  and  Arago  have  given  the  following  values  for  the  refrac- 
tive power  of  certain  gases  (Biot,  TraiiS  de  Physique^  III.  306) ; 
the  third  coliunn  furnishes  the  absolute  value  under  a  pressure  of 
29*92  inches  of  mercury,  and  at  a  temperature  of  32^,  as  compared 
with  the  refracting  power  of  water  at  the  same  temperature ;  the 
fourth  column  shows  the  relative  refracting  power  of  the  different 
gases,  assuming  them  all  to  be  at  the  temperature  of  32^,  and  that 
each  has  been  reduced  by  compression  or  rarefaction  till  of  the 
density  of  air;  air  being  taken  as  1*00000,  and  the  incident  light 
being  supposed  to  pass  from  a  vacuum  into  the  various  media  under 
examination. 


KUMOfOM. 

Observed* 
8p.  Qnifitj, 

Wftter  =  i-o 

Air  »  10 

Air 

OvjfSPT^ 

X9^itro|^n 

Hydrogen 

Ammonia 

Carbonic  Add  .... 
Carburetted  Hydrogen   . 
Hydrochloric  Acid     .    . 

1*00000 

1*10359 
0*96913 

0*07321 

0*59669 

151961 

0-57073 

1*34740 

0*00058971 

0*000560204 

0*000590436 

0*000285315 

0*000762349 

0*000899573 

0*000703669 

0000879060 

1*00000 

0'86i6i 

103408 

6*61436 

3*16851 

1*00476 
309270 

1*19625 

Many  &miliar  phenomena  receive  an  easy  explanation  from 
the  law  of  refraction.  If  a  coin  be  placed  in  an  opaque  vessel, 
and  the  observer  retire  until  the  edge  of  the  basin  just  hides  it 
from  hb  view,  the  coin  will  again  become  visible  if  water  be  care- 
fully poured  in  without  disturbing  its  position ;  the  rays  of  light 
proceeding  from  the  coin,  which  before  passed  above  the  eye  of 
the  observer,  are  now  abruptly  bent  downwards  from  the  perpendi- 
cular, ias  they  emei^e  into  the  air,  and  the  image  of  the  object  is 
conveyed  to  the  eye.  The  coin  appears  to  be  raised,  but  never  dis- 
placed to  the  right  or  to  the  left  of  its  true  position  ;  the  refracted 
ray,  notwithstanding  its  change  of  medium,  continues  in  the  same 
plane,  which  is  vertical  to  that  which  forms  the  common  surface 
of  the  refracting  media.  For  a  similar  reason  a  straight  stick 
plunged  obliquely  into  water  appears  to  be  bent  upwards  abruptly 
where  it  enters  the  liquid. 

(98)  Since  the  refractive  action  is  exercised  at  the  surface  of 


*  The  denaitiet  given  in  the  table  are  those  on  which  the  calculations 
were  Ibimded ;  but  iubteqnent  observations  have  shown  that  the  densities 
given  in  the  table  for  many  of  the  gases  require  slight  correction.  (§  140.) 
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junction  between  the  two  media^  and  is  governed  by  the  inclina- 
tion of  the  ray  to  a  perpendicular  to  that  surface^  it  is  manifest 
that  by  altering  the  inclination  of  the  surface  at  which  the  ray 
passes  out  of  the  medium^  the  inclination  of  the  emerging  ray  may 
be  altered ;  so  that^  instead  of  continuing  its  passage  in  a  direction 
parallel  to  the  one  which  it  possessed  on  entrance^  it  may  be  made 
to  deviate  permanently  from  this  to  a  greater  or  less  extent. 

If  o  o  o  (fig.  64),  repre- 
FiG.  64.  sent  the  section  of  a  triangular 

f  prism,  or  bar  of  glass^  the  in- 
cident ray^  i  l,  on  entering 
this  medium  is  bent  towards 
the  perpendicular  p  p :  on 
quitting  it  at  r^  it  is  bent 
from  the  perpendicular  q  p^ 
and  assumes  a  course  r  s^  per- 
manently deflected  from  its 
new  direction  l  t^  and  from 
its  original  direction  i  x. 
This  deflection  is  always  to- 
wards the  thick  part  of  the 
prism.  By  employing  two  such  prisms  set  base  to  base,  the  rays 
may  be  refracted  towards  one  common  line,  where  they  would 
cross  and  diverge ;  and  by  using  a  lens  of  glass  (fig.  6^),  with  two 
convex  surfaces,  which  are  segments  of  spheres,  the  incident  rays 

Fia.  65. 


a  L|  B  L,  may  be  caused  to  converge  to  a  common  focus,  f  ;  each 
portion  of  the  curved  surface  refracting  the  ray  in  the  manner  of  a 
plane,  t  t,  t  t,  t  t,  tangent  to  the  curve  at  that  particular  spot 
pr  point  of  incidence. 

(99)  In  the  passage  of  light  from  a  denser  into  a  rarer  mediunij 
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Fio.  66. 


as  when  light  passes  from  glass  into  air,  the  obliquity  of  the  re- 
fracted ray  increases  as  the  angle  of  incidence  increases,  until  at 
length  the  refracted  ray  becomes  parallel  to  the  common  surface 
of  the  two  media.  Lights  which  traverses  the  denser  medium  and 
becomes  incident  upon  this  common  surface  at  an  angle  more 
oblique  than  this^  ceases  to  be  refracted ;  refraction  becomes  im- 
possiblcj  and  the  ray  is  wholly  reflected  within  the  denser  medium* 
The  angle  of  incidence  at  which  this  phenomenon  first  shows  itself 
is  termed  the  angk  of  toted  reflec- 
tion. In  fig.  66y  let  o  o  represent 
a  plate  of  glass  with  parallel  aides^ 
r  L  p  a  perpendicular  at  the  point 
of  incidence.  The  incident  ray 
A  L,  instead  of  passing  to  of,  would 
be  refracted  from  the  perpendicular 
p  F  to  L  a  on  emerging  into  the 
air,  B  L  would  be  still  more  re» 
firacted  from  l  I/,  and  the  refracted 
portion  l  b  would  be  nearly  parallel 
with  the  surface  of  the  glass^  whilst 

c  l  would  be  incapable  of  refraction  at  all,  and  would  be  wholly 
reflected  as  to  l  c.  This  phenomenon  is  easily  seen  by  placing 
the  back  to  the  light  and  holding  a  glass  of  water  a  little  above 
the  level  of  the  eye ;  on  looking  obliquely  up  through  the  water, 
a  spoon,  or  other  object  placed  in  the  glass,  will  appear  to  be 
perfectly  reflected  upon  the  surface  where  the  liquid  and  the  air 
meet.  The  same  thing  is  seen  by  holding  a  glass  prism  hori- 
zontally before  a  window,  and  turning  it  slowly  round  while  the 
observer  faces  the  window ;  on  looking  down  into  the  prism,  the 
internal  surface  of  each  face  in  succession,  as  it  becomes  under- 
most, reflects  the  light  with  the  brilliancy  of  a  mirror. 

The  diamond  is  indebted  for  much  of  its  brilliancy  to  this 
total  reflection^  because  owing  to  the  high  refractive  power  of  this 
gem,  total  reflection  commences  at  small  angles  of  incidence. 

(loo)  The  determination  of  the  refracting  power  of  a  body  is 
often  a  valuable  guide  in  estimating  its  chemical  purity.  The 
adulteration  of  essential  oils  may  thus  be  often  detected  with  ease, 
where  it  would  otherwise  be  diflBcult  to  ascertain  it. 

WoUaston  contrived  a  simple  means  o£  determining  the  refrac- 
tive power  of  a  body  in  air,  dependent  upon  the  measurement  of 
the  angle  at  which  total  reflection  commences.  If  this  angle  be  mea- 
sured in  a  glass  prism,  we  are  furnished  with  the  means  of  deter- 
mining the  refractive  power  of  the  prism  in  air.   Say  that  the  angle 
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CLP  (fig.  66),  at  which  total  reflection  of  the  incident  ray  commences 
in  the  prism,  is  found  to  be  39^  10';  the  refractire  power  of  the 
prism  in  air  is  calculated  by  dividing  the  sine  of  the  angle  of 
refraction  by  the  sine  of  this  angle  of  incidence :  but  the  angle 
of  refraction  at  which  total  reflection  begins  is  always  90^ ;  the 
refractive  power  therefore  is  g^eS^io^  or  -J^'.^^rs  1*583.  Now,  cause 
a  drop  of  any  liquid  to  adhere  to  the  under  surface  of  the  prism ; 
provided  that  the  refractive  power  of  the  liquid  be  less  than  that 
of  the  glass,  the  angle  of  total  reflection  will  be  increased  :  suppose 
the  prism  be  moistened  with  water^  the  angle  of  total  reflection 
will  now  be  57-3-^.  The  water  has  a  higher  refractive  power  than 
air,  consequently,  the  difierence  in  refractive  power  between  glass 
and  water  being  less  than  that  between  glass  and  air,  the  angle  of 
incidence  required  to  produce  total  reflection  is  greater.  The  re- 
fractive power  of  the  substance  under  trial  may  be  ascertained  by 
dividing  the  sine  of  its  angle  of  total  reflection,  under  these  cir- 
cumstances, by  the  sine  of  the  same  angle  for  the  glass  prism.  In 
the  case  of  water  the  refractive  power  is  g^eSy?^  or  §!fff^=  i"336. 


The  refracting  power  of  solids  with  flat  surfaces  may  be  determined 
in  the  same  way,  by  cementing  them  to  the  surfEice  of  the  prism 
with  some  material  of  higher  refracting  density  than  the  glass, 
such  as  balsam  of  tolu. 

WoUaston's  instrument,  flg.  67,  gives  at  once  the  sine  of  the 
refractive  power  sought,  without  any  calculation. 

Fio.  67. 


On  a  board,  a  i,  is  fixed  a  flat  piece  of  deal,  c  d,io  which  by 
a  hinge  at  (/,  is  jointed  a  second  piece,  d  e,  10  inches  long,  carry- 
ing two  plane  sights^  s  and  s,  at  its  extremities ;  at  e  is  a  second 
hinge  connecting  it  with  e  /,  ij'83  inches  long;  at  the  other 
extremity  of  e  f,is  k  third  hinge  by  which /y  is  connected  with 
it ;  at  t  also  is  a  hinge  uniting  the  rod  t  g,  which  is  half  the  length 
of  e  /,  to  the  iQiddle  of  e  /;  and  then^  since  g  moves  in  a  semi* 
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drcle^  a  Hne  joining  e  and  g  would  be  perpendicular  to  fg.  The 
piece  c  d  has  a  cavity  in  the  middle  of  it,  so  that^  when  any  sub* 
stance  is  applied  to  the  under  surface  of  the  rectangular  glass 
prism,  p^  the  prism  may  continue  to  rest  horizontally  on  its  extre- 
mities. When  e  d  has  been  so  elevated  that  the  yellow  rays  in 
the  fringe  of  colours,  observable  where  perfect  reflection  terminates, 
are  seen  through  the  sights,  the  point  g,  by  means  of  a  vernier 
which  it  carries,  shows  upon  the  rule  /  g^  which  is  graduated  to 
fractious  of  an  inch,  the  sine  of  the  refractive  power  sought.  The 
lengths  of  the  pieces  «/  and  d  e  are  proportional  to  the  sines  that 
represent  the  refractive  powers  of  the  piism  and  of  air.  If  the 
dotted  line  at  p  be  a  perpendicular  to  the  reflecting  surface,  /  p  will 
represent  the  incident  ray. — {Phil.  Trans.,  1802,  p.  367.) 

The  following  table  contains  some  of  the  results  obtained  by 
Wollaston  with  this  instrument. 


Befractive  power  of  Flint  Glass  Prism,  p,  =  1*583. 

Oil  of  Sassafras    • 

1-536 

Oil  of  Turpentine 

1-476 

Oil  of  Cloves  .     . 

^'535 

Rectified  ditto 

1-470 

Canada  Balsam    . 

1-528 

Oil  of  Almonds    • 

1-470 

Capivi  Balsam      • 

^'507 

„     Olives  .     . 

1-469 

OQ  of  Amber  .     . 

1505 

„     Peppermint 

1-468 

„     Nutmeg     . 

i'497 

„     Lavender  . 

1-467 

„     Linseed 

1485 

Melted  Spermaceti 

1-446 

,,     Lemons 

1-476 

Sulphuric  Acid    . 

^•435 

Wollaston  mentions  that  genuine  oil  of  cloves  had  a  refractive 
power  of  i*535>  but  that  some  of  inferior  quality,  which  had  pro- 
bably been  adulterated,  had  a  refractive  power  of  only  1*498. 

(joi)  Prismaiic  Analysis. — Upon  examining  light  that  has 
undergone  refraction  by  a  prism,  it  is  found  that  mere  change  in 
direction  is  only  one  of  the  phenomena  observable.  Suppose  a 
beam  of  light,  as  represented  at  s  l,  fig.  68,  be  admitted  through 
a  small  slit,  s,  into  a  darkened  room,  and  be  there  received  upon 
a  prism^  p ;  if  the  light,  after  transmission  through  the  prism,  be 
allowed  to  fall  upon  a  white  screen,  v  r  x,  placed  at  a  distance  of 
eight  or  ten  feet, — ^instead  of  a  narrow  slit  of  white  light,  x,  cor- 
responding to  the  aperture,  an  elongated  coloured  image  of  the 
refracted  beam  is  seen,  as  at  v  a,  terminated  by  parallel  ends,  and 
exhibiting  the  brilliant  hues  of  the  rainbow.  This  elongation 
occurs  in  the  plane  of  the  reflected  and  refracted  rays.  Such  a 
coloured  image  is  termed  the  prismatic  spectrum. 

NewUm,  who  first  carefully  investigated  this  remarkable  fact, 
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difitinguiBhed  seven  different  colonrs^  which  gradnally  shade  off  one 
into  the  other,  viz.  violet,  indigo,  blue,  green,  yellow,  orange  and  red. 
White  light  may  therefore  be  regarded  as  the  result  of  a  mixture 

Fig.  68. 


of  rays  of  different  colours,  which  are  unequally  acted  upon  by  the 
prism.  Each  colour  has  its  own  peculiar  refrangibility ;  the  red 
which  deviates  the  least  from  its  original  course,  is  least  refrangible, 
and  the  violet  the  most  so ;  whilst  the  intermediate  colours  possess 
intermediate  degrees  of  refrangibility.  Having  once  been  separated 
by  refraction,  no  second  refraction  is  capable  of  further  decom- 
posing any  of  these  colours.  They  may,  however,  be  recombined 
by  using  a  second  prism,  in  an  inverted  position  (as  shown  by  the 
dotted  lines  at  q,  fig.  68),  or  by  employing,  what  amounts  to  the 
same  thing,  a  convex  lens,  in  which  case  white  light  is  reproduced 
at  the  focus  of  the  lens.  The  composition  of  white  light  may  be 
illustrated  by  dividing  a  circular  disk  of  paper  into  seven  sectors, 
each  of  an  extent  corresponding  with  the  extent  of  the  colour  in 
the  spectrum,  and  painting  each  with  its  appropriate  colour ;  on 
causing  the  disk  to  rotate  rapidly  upon  an  axis  passing  vertically 
through  its  centre,  the  seven  impressions^will  be  given  simultaneously 
to  each  point  of  the  retina,  and  the  paper  will  appear  to  be  of  a 
greyish  white.  The  impossibility  of  obtaining  pigments  of  the  exact 
hue,  or  of  the  brilliancy  of  the  coloured  light  of  the  spectrum^ 
renders  a  pure  white  unattainable  by  this  means. 

(loa)  Theory  of  Colours, — Upon  this  decomposability  of  white 
light  Newton  founded  his  explanation  of  the  colours  of  natural 
objects : — ^The  objects  are  themselves  devoid  of  colour,  but  when 
placed  in  white  light  they  absorb  the  rays  of  one  or  more  colours, 
and  reflect  the  rest :  the  object,  therefore,  appears  to  be  of  the 
colour  that  would  be  produced  by  the  ray  or  mixture  of  rays  which 
it  reflects ;  green  objects^  for  example,  absorb  the  red  rays  •  and 
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reflect  the  yellow  and  the  blue ;  purple  absorb  the  yellow,  and 
reflect  the  red  and  the  blue.  The  rays  thus  absorbed  are  said  to 
be  complementary  to  those  that  are  reflected ;  a  complementary 
colour  being  always  that  tint  which  when  added  to  the  primary 
colour  upon  the  eye  would  constitute  white  light.  This  theory  of* 
colours  may  be  illustrated  by  placing  any  coloured  object  in  light 
of  one  tint,  or  homogeneous  light,  as  it  is  called,  such  as  that  of  an 
isolated  portion  of  the  spectrum.  A  green  object,  for  instance, 
when  placed  in  the  blue  rays  will  appear  to  be  blue;  if  placed  in  the 
yellow  rays  it  will  appear  to  be  yellow  ;  and  a  white  screen,  which 
has  the  power  of  reflecting  all  the  colours,  will  take  any  tint  in  suc- 
cession, according  to  the  colour  of  the  incident  ray.  An  object  of 
a  pure  red,  on  the  contrary,  will  appear  to  be  black  in  any  but  the  red 
ray,  because  it  absorbs  all  the  other  colours  as  perfectly  as  charcoal 
or  black  velvet  absorbs  white  light  or  rays  of  all  colours. 

Hence  it  appears  that  white  light  may  be  decomposed  by  absorp- 
tion, as  well  as  by  refraction  or  prismatic  analysis.  By  transmitting 
white  light  through  transparent  coloured  media,  we  may  obtain 
rays  of  any  given  tint :  the  light  thus  obtained  is  not  always  the 
same  as  that  produced  by  prismatic  analysis;  by  transmission 
through  a  coloured  medium,  a  green,  for  instance,  may  be  obtained, 
which  may  either  be  identical  with  the  green  separated  by  the 
prism,  and  then  it  cannot  further  be  separated  into  blue  and 
yellow ;  or  it  may  be  a  compound  colour  resulting  from  the  inter- 
mixture of  rays  of  different  degrees  of  refrangibility,  and  in  this 
case  it  is  susceptible  of  further  decomposition.  The  coloured  light 
diat  is  obtained  by  absorption  is  seldom  so  pure  as  that  furnished 
by  prismatic  decomposition. 

Gladstone  (Q.  /.  Chem,  Soc,  x.  79)  has  made  some  interesting 
observations  upon  the  relation  existing  between  the  chemical  com- 
position of  a  body  and  the  absprbent  effect  which  it  exerts  upon 
transmitted  light.  His  experiments  were  made  upon  substances 
in  solution  which  were  placed  in  a  wedge-shaped  vessel  or  hollow 
prism,  with  the  view  of  ascertaining  the  influence  of  different 
thicknesses  of  liquid  upon  the  incident  light.  A  beam  of  diffused 
light  was  admitted  through  a  vertical  slit  into  a  darkened  chamber, 
and  the  line  of  light  thus  obtained  was  allowed  to  fall  upon  the 
vessel  held  with  the  thin  edge  of  the  wedge  downwards,  so  that  the 
light  passed  through  different  thicknesses  of  the  solution,  from  the 
thinnest  film  to  a  stratum  of  an  inch  in  depth.  The  transmitted 
light  was  then  examined  by  means  of  a  good  prism.  The  light 
which  passes  through  the  thinner  strata  yields  a  spectrum  generally 
differing  but  little  from  that  of  daylight ;  but  that  which  has 
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traversed  greater  depths  of  liquid  exhibits  a  rapid  diaappeannce  of 
certain  portions  of  the  rays,  whilst  other  rays  are  bat  little  affected. 
Fig.  69,  r  shows  the  spectrum  obtained  by  transmitting  a  beam  of 
daylight  through  a  dilute  solution  of  a  salt  of  cobalt,  which  appears 
to  be  of  a  delicate  rose  colour  to  the  unaided  eye.  The  same  salt 
in  more  concentrated  solutions  appears  to  be  of  a  rich  bine,  and 
exhibits  a  spectrum  shown  69,  2,  which  represents  the  appearance 
of  the  spectrum  furnished  by  a  strong  solution  of  the  chloride  of 
cobalt  in  alcohol.  The  letters  correspond  to  those  of  Frauuhofer's 
lines  (103),  the  right  baud  side  of  the  figures  indicating  the  red  end 
of  the  spectrum  ;  the  lower  part  of  the  figure  shows  the  effect  of 
the  thinnest  stratum  of  liquid. 


Fio.  69, 


Fis.  69,  2. 


Fio.  70. 


s   G-  r  its 


It  was  ascertained  from  an  extensive  series  of  observations  made 
in  this  manner,  that  when  the  salts  formed  by  the  anion  of  a 
coloured  base  with  different  colourless  acids  were  examined,  the 
compounds  of  the  same  base  nearly  always  exhibited  a  similar  ab- 
sorbent action  upon  the  spectrum.  Even  in  dichromic  media,  or 
solutions  which,  under  certain  circumstances,  appear  to  the  unaided 
eye  to  transmit  light  of  one  tint,  and,  imder  certain  other  circum- 
stances, to  transmit  light  of  a  different  tint,  this  law  generally  holds 
good.  An  exemplification  of  this  fact  is  seen  in  the  case  of  the  salts 
ofthesesquioxide  of  chromium,  someof  which  exhibit  a  green  colour 
when  in  solution,  others  a  red  or  purple  hue.  Now  all  these  salts 
exhibit  a  spectrum,  the  general  form  of  which  is  shown  in  fig.  70, 
in  which  the  indigo  and  the  green  rays  are  soon  cut  off,  whilst  the 
red  and  bluish-green  rays  are  comparatively  little  affected.  By 
some  salts,  such  as  the  acetate  of  chromium,  the  green  rays  are  ab- 
sorbed much  more  rapidly  than  the  red,  and  hence  these  solutions 
have,  even  in  thin  layers,  a  red  colour :  others,  as  the  sesquichloridr 
of  chromium,  are   green  when  their   solutions  are  seen  in  thin 
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layers,  bat  look  red  or  purple  when  viewed  in  considerable  mass  hj 
transmitted  light. 

Some  salts,  even  though  their  solutions  have  but  little  colour, 
famish  very  characteristic  spectra.  This  is  particularly  the  case 
with  BolutioDi  of  didymium,  which  are  of  a  feeble  rose  colour,  but 
th^  exhibit  two  very  black  lines,  one  in  the  yellow,  the  other  in 
the  green.  These  lines  are  risible  in  the  spectrum  even  when  the 
solution  is  very  dilute,  and  they  may  be  employed  to  indicate  the 
[nesence  of  small  quantities  of  didymium  in  solutions  of  lanthanum 
and  cerium,  in  which  no  such  lines  occur. 

In  artificial  flames  it  is  very  generally  the  case  that  certain 
colours  are  present  in  smaller  proportion  than  others,  and  are  even 
sometimes  altogether  wanting.  Nitrate  of  strontia,  for  instance, 
gives  a  red  tint  to  baming  bodies;  and  the  prism  shows  that  in 
such  light,  the  blue  and  violet,  or  more  refrangible  rays,  are  singu^ 
larly  deficient.  Common  salt  produces  in  burning  bodies  a  nearly 
pure  and  homogeneous  yellow  light,  which  may  be  used  to  illns- 
trata  Oib  observations  just  made  upon  the  cause  of  colour  in 
natural  olqects.  The  brilliant  colours  of  iusects  or  of  the  plumage 
of  birds  Btarike  strangely  on  the  eye  when  seen  in  this  yellow  light. 
The  prismatic  analysis  of  white  light,  which  hss  just  been 
oonndered,  is  not  dae  entirely  to  the  refractive  power  of  the  body 
by  which  it  is  effected.  Another  element  of  great  importance  is 
the  di^ertive  power,  which  is  independent  of  its  refraction.  Two 
sobstsnces  may  possess  an  equal  amount  of  refracting  power,  in  con- 
sequence of  which  the  mean  deviation  of  the  rays  transmitted  will 
be  the  same,  and  yet  the  spectra  which  they  furnish  may  be  of  very 
unequal  lengths.  If  a  hollow  prism  be  made  of  plates  of  glass,  and 
filled  with  oil  of  cassia,  the  spectrum  which  it  produces  will  be  more 
than  double  the  length  of  that  furnished  by  a  similar  prism  of  flint 
ghiss.  The  dispersive  power  of  oil  of  cassia  is  much  greater  than  that 
of  flint  glass,  especially  for  the  more  refrangible  rays  from  r  to  h, 
and  hence  there  is  a  great  difference  in  the  length  of  the  two 
spectra,  though  the  mean  refractive  powers  of  the  two  media  do 
not  differ  materially.  The  comparative  lengths  of  these  spectra, 
as  obtained  from  prisms  of  equal  angles,  are  given  in  fig.  7 1 .  No.  i 
is  the  spectrum  of  oil  of  cassia ;  2  that  of  flint  glass. 
Fig.  71. 
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In  the  construction  of  achromatic  lenses^  two  media  which 
differ  in  dispersive  power  are  employed ;  by  this  means  the  fringe 
of  colours,  which  is  always  perceptible  around  the  margin  of  an 
object  viewed  by  an  ordinary  lens  of  high  magnifying  power,  is 
removed. 

Gladstone  and  Dale  {Phil.  TVans.,  1 858,  p.  330)  have  recently 
published  the  results  of  an  inquiry  into  the  influence  of  tempera* 
ture  upon  the  refractive  and  dispersive  power  of  bodies  upon  light. 
They  And  that  the  refractive  index  diminishes  in  every  substance 
as  the  temperature  increases.  The  degree  of  this  sensitiveness  to 
the  effect  of  heat  varies  much  in  different  substances;  melted  phos- 
phorus and  bisulphide  of  carbon  being  the  most  sensitive,  and  water 
the  least  sensitive  of  the  bodies  experimented  on  by  them.  This 
sensitiveness,  however,  is  independent  of  the  refractive  or  the  dis- 
persive  power  of  the  substance;  ether,  for  example,  being  much  more 
sensitive  than  water  to  the  action  of  heat,  though  the  refractive 
and  the  dispersive  powers  of  the  two  liquids  are  nearly  the  same. 
Those  bodies  which  expand  most  by  heat  are  generally  the  most 
sensitive.  No  sudden  change  of  sensitiveness  has,  however,  been 
observed  on  the  approach  of  the  liquid  to  the  boiling  point.  The 
length  of  the  spectrum  also  decreases  as  the  temperature  rises,  the 
effect  of  heat  being  most  marked  in  those  substances  which  have 
the  highest  dispersive  power. 

In  some  substances  the  dispersive  power  is  diminished  by  rise 
of  temperature,  as  in  bisulphide  of  carbon ;  in  others,  as  is  the 
case  with  water,  the  dispersiveness  increases  with  the  rise  of 
temperature. 

(103)  Flawed  Lines  in  the  Solar  Spectrum, — When  the  solar 
spectrum  is  received  in  the  usual  way  upon  a  white  screen,  it 
appears  like  a  continuous  band  of  coloured  light;  by  taking  due  jHre- 
cautions  (889),  however,  it  may  be  seen  that  this  luminous  band  is 
traversed  in  the  direction  of  its  breadth  by  several  hundred  black 
lines,  varying,  in  different  parts,  in  width  and  distinctness.  They 
are  independent  of  the  nature  of  the  refracting  medium,  and  occur 
always  iu  the  same  colour,  and  at  corresponding  points  of  the 
spectrum.  No  satisfactory  explanation  has  yet  been  found  for 
the  cause  of  this  remarkable  phenomenon ;  but  these  lines  have 
afforded  fixed  points  of  the  greatest  value  to  optical  research,  by 
enabling  the  observer  to  determine  with  rigid  accuracy  the  refrac* 
tive  indices  of  a  great  variety  of  bodies.  A  few  of  the  more  im- 
portant  lines  are  seen  in  i,  fig.  72.  It  is  found  that  the  position 
of  these  lines  varies  with  the  source  of  the  light :  each  of  the 
fixed  stars  has  a  system  of  lines  of  its  own,  and  every  artificial 
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light  sbowi  some  peculiarity  in  this  respect ;  for  instance,  the  green 
tight  prodnced  by  burning  a  solution  of  chloride  of  copper  ia  alcohol 
givea  a  system  of  lines,  fig.  72,  5,  irhich  differs  widely  from  that 
produced  by  the  green  light  obtained  by  the  combustion  of  an  alco- 
holic BolDtioo-of  boracic  acid  shown  at  6.  lu  short,  the  chemical 
nature  of  the  substance  has  a  very  important  inflnence  on  the  kind 
of  light  which  it  emits.  Each  of  the  metals,  in  burning,  gives  out 
tight  of  a  peculiar  and  distinctive  colour;  and  in  each  case  certain 
portions  of  the  spectrum  are  wanting :  in  these  points  dark  and  per- 
fectly well-defined  lines  cross  the  luminous  band.  Solar  light, when 
transmitted  through  vapours  of  different  colours,  and  analysed  by 
the  prism,  exhibits  lines  which  vary  in  position  and  intensity  with 
the  nature  of  the  vapour  which  it  has  traversed.     In  fig.  73,  No.  i 
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ihowa  the  principal  dark  lines  of  the  pure  solar  spectrom ;  2  repre- 
lents  the  efibct  of  bromine  on  the  solar  ray ;  while  3  shows  the 
*ery  difierent  result  furnished  by  peroxide  of  uitrc^n,  which  in 
colour  can  scarcely  be  dbtinguished  from  the  vapour  of  bromine ; 
4  shows  the  effect  of  transmitting  the  sun's  rays  through  the  green- 
Coloured  perchloride  of  manganese.  These  lines  do  uot  alter  their 
position  when  a  different  source  of  light  is  employed ;  the  system 
of  lines  peculiar  to  the  source  of  light  occurs  without  interfering 
vith  those  produced  by  the  absorptive  action  of  the  vapour. — 
PAW.  Maff.,  1845,  xxvii.  81. 

(104}   Change  at  the  RrfrangibiSti/  nf  l^ht,  Flnaretcence. — A 
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remarkable  discovery  was  made  by  Stokes,  whilst  engaged  in  pur- 
suing the  observations  of  Sir  J.  Herschel  upon  the  effect  of  light 
upon  an  acid  solution  of  sulphate  of  quinine.  This  liquid  is  colour- 
less when  viewed  by  transmitted  light,  but  if  placed  in  a  glass  and 
looked  at  from  above,  it  exhibits,  when  exposed  to  direct  light,  a 
beautiful  and  intense  blue  upon  its  front  surface ;  but  the  light  which 
has  passed  through  one  vessel  containing  the  sulphate  exhibits  no 
such  appearance  on  the  front  face  of  a  second  vessel  of  the  liquid 
which  is  similarly  exposed  to  it.  Now,  the  rays  which  produce 
this  beautiful  blue  colour  are  not  the  ordinary  blue  rays,  but  have 
been  found  to  be  those  of  the  most  refrangible  portion  of  the 
spectrum,  which,  under  ordinary  circumstances,  are  not  percep- 
tible to  the  eye,  but  which  ane  remarkable  for  their  powerful  chemi- 
cal action,  and  which  show  their  presence  by  their  chemical  effect 
upon  a  surface  coated  with  chloride  of  silver,  or  with  some  other 
photographic  preparation. 

Stokes  {Phil.  Trans,,  1852,  p.  468)  found  that  if  a  tube  filled 
with  a  solution  of  sulphate  of  quinine  were  placed  successively  in 
each  of  the  colours  of  the  prismatic  spectrum,  '  throughout  nearly 
the  whole  of  the  visible  spectrum  the  light  passed  through  the 
fluid  as  it  would  have  done  through  so  much  water,  but  on  arriving 
nearly  at  the  violet  extremity,  a  ghostlike  gleam  of  pale  blue  light 
shot  right  across  the  tube.  On  continuing  to  move  the  tube,  the 
blue  light  at  first  inereased  in  intensity,  and  afterwards  gradually 
died  away.  It  did  not,  however,  cease  to  appear  until  the  tube 
had  been  moved  far  beyond  the  violet  extremity  of  the  spectrum 
visible  on  a  screen.'  On  examining  by  a  second  prism  the  dis- 
persed light  thus  obtained,  it  was  found  that  it  contained  rays 
extending  over  a  considerable  range  of  refrangibility  within  the 
limits  of  the  visible  spectrum ;  but  the  least  refrangible  rays,  or 
those  of  the  red  end  of  the  spectrum,  were  wanting. 

This  power  of  changing  the  refrangibility  is  by  no  means  un- 
common, especially  amongst  organic  substances,  most  of  which  show 
it  in  a  degree  more  or  less  marked.  The  change  is  not  confined  to 
the  invisible  rays,  but  extends  also  to  those  already  visible,the  more 
refrangible  being  generally  the  most  affected,  but  it  is  not  limited 
to  this  portion  of  the  spectrum,  for  with  an  alcoholic  solution  of 
chlorophyll  the  effect  is  seen  to  commence  in  the  red  rays.  It  is, 
however,  to  be  remarked,  that  as  yet,  in  every  instance,  the  altered 
ray  gives  rise  to  others  which  are  less  refrangible.  The  change  is 
never  to  rays  of  greater  refirangibility. 

Amongst  the  bodies  in  which  this  phenomenon  is  most  strikingly 
exhibited,  may  be  mentioned,  decoction  of  the  bark  of  the  horse- 
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chefltnut  (which  contains  the  y^etable  principle  termed  esculin), 
an  alcoholic  tincture  of  the  green  colouring  matter  of  leaves, 
tincture  of  the  seeds  of  stramonium,  and  tincture  of  turmeric.  Many 
of  these  substances,  when  spread  upon  paper,  form  surfaces  which, 
if  used  as  a  screen  for  receiving  the  solar  spectrum,  exhibit  a  pro- 
longation of  the  more  refrangible  end  far  beyond  the  violet  and 
lavender  rays  which  are  visible  on  ordinary  white  paper ;  and  with 
due  precaution  (889)  the  fixed  lines  of  this  prolongation  may  be 
distinctly  seen.  A  slip  of  ivory  makes  a  very  good  screen  for 
this  purpose.  Glass,  coloured  yellow  with  oxide  of  uranium, 
also  exhibits  these  phenomena  in  a  very  striking  and  beautiful 
form. 

The  light  of  many  artificial  flames  which  are  of  feeble  illumi* 
nating  power  often  contains  beams  fitted  to  exhibit  this  kind  of 
reduction  in  refrangibility  in  a  remarkable  manner.  The  flame  of 
a  common  spirit  lamp,  and  that  of  burning  sulphur,  are  especially 
remarkable.  A  weak  infusion  of  horse-chestnut  bark  poured  into 
a  tall  jar  of  water,  exhibits,  if  illuminated  by  sulphur  when 
burning  in  oxygen,  beautiful  waves  of  phosphorescent  light  as 
the  two  liquids  mingle,  owing  to  the  dispersion  of  the  light  rendered 
visible  by  the  esculin  in  solution.  In  the  same  way,  characters 
traced  with  tincture  of  stramonium  on  white  paper,  and  nearly 
invisible  in  daylight,  when  exposed  to  the  light  of  burning  sulphur, 
appear  distinctly  upon  the  paper  in  lines  of  a  pale  blue  phos* 
phorescent  light. 

The  appearance  produced  by  this  change  in  the  refrangibility 
of  light  is  termed  fliiorescence,  and  bodies  which  have  the  power 
of  effecting  it  are  spoken  of  as  fluorescent  substances.  If  the 
incident  light  be  polarized  (i  13  et  seq.),  the  dispersed  light  of  the 
fluorescent  body  is  found  to  have  entirely  lost  the  polarized  con- 
dition. Hence  it  seems  to  be  almost  certain  that  the  rays  which 
produce  fluorescence  are  first  absorbed  and  then  re-radiated,  but  in 
a  condition  of  lower  refrangibility. 

When  the  fluorescent  property  of  a  body  is  but  feeble,  Stokes 
directs  the  following  means  to  be  used  for  its  detection : — Place  over 
an  aperture  in  the  shutter  of  a  darkened  room  a  transparent  body, 
which  transmits  only  feebly  luminous  rays  and  rays  of  high  refran- 
gibility, and  select  a  second  medium  which  absorbs  as  completely  as 
possible  the  rays  transmitted  by  the  first,  whilst  it  transmits  those 
rays  which  are  absorbed  by  the  first.  If  these  media  be  well 
chosen,  no  light  will  traverse  the  second  screen.  Now,  interpose 
between  the  two  screens,  the  object,  the  fluorescence  of  which  is  to 
be  determined  j  as  soon  as  this  is  done,  the  object  will  appear  to  be 
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more  or  less  luminous^  according  to  the  degree  in  which  it  possesses 
the  property  in  question. 

These  highly  re&angible  rays  do  not  pass  readily  through 
glass.  By  employing  a  prism  of  quartz  and  lenses  of  the  same 
material,  rays  have  been  found,  in  the  examination  of  lights  from 
different  sources,  which  extend  far  beyond  the  limits  of  the  solar 
spectrum.  The  invisible  rays  in  the  solar  spectrum,  for  example, 
extend  beyond  the  violet  extremity  of  the  spectrum  for  a  distance 
about  equal  in  length  to  that  of  the  luminous  portion ;  but  in  the 
electric  light  obtained  by  the  ignition  of  charcoal  points,  the 
invisible  spectrum  can  be  traced  nearly  six  times  as  far.  By  inter- 
posing a  coloured  absorbent  medium,  such  as  chlorous  acid  gas,  in 
the  track  of  the  beam  before  it  is  transmitted  through  the  prism, 
fixed  dark  lines  can  be  traced  at  different  points  through  this 
greatly  elongated  spectrum. 

(105)  Prismatic  analysis  of  the  solar  beam,  however,  discloses 
to  us  other  phenomena  besides  the  separation  of  light  into  portions 
of  different  colours.  The  radiations  from  the  sun  contain  not  only 
luminiferous  rays,  but  they  are  accompanied  by  a  large  amount  of 
heat,  and  these  rays  of  heat  are  susceptible  of  refraction,  like  those 
of  light ;  though  as  they  are  for  the  most  part  less  refrangible  than 
the  rays  of  light,  the  calorific  or  heating  rays  are  most  abundant 
near  the  red  end  of  the  spectrum ;  and  a  large  proportion  of  the 
rays  of  heat  are  less  refrangible  than  any  of  the  rays  of  light,  and 
fall  in  the  dark  space  beyond  the  red.  Besides  the  rays  of  heat 
and  light,  the  spectrum  contains  rays  which  exert  a  powerful 
chemical  effect  on  growing  plants,  and  on  many  metallic  and 
other  compounds ;  these  occur  in  greatest  abundance  in  the  more 
refrangible  portions  in  and  beyond  the  blue  and  violet  rays. 

The  complex  nature  of  the  solar  spectrum  may  be  further 
illustrated  by  its  action  upon  phosphorescent  bodies. 

(106)  Phosphoroffenic  Rays, — A  certain  number  of  bodies  are 
known  which,  although  they  do  not,  under  ordinary  circumstances, 
emit  light  in  the  dark,  yet,  after  exposure  to  the  solar  ray,  continue, 
without  undergoing  any  perceptible  chemical  change,  to  be  faintly 
luminous,  after  having  been  removed  to  a  darkened  room,  for  an 
interval  varying  from  a  minute  fi*action  of  a  second  to  several 
hours.  Amongst  these  substances  Canton's  phosphorus,  or  sol* 
phide  of  calcium,  Baldwin's  phosphorus,  or  fused  nitrate  of  lim^ 
and  Bologna  stone,  which  is  a  sulphide  of  barium,  have  been  long 
known ;  but  the  researches  of  E.  Becquerel  {Ann.  de  Chimie,  III. 
Iv.  5,  and  Ivii.  40)  have  shown  that  this  property  is  far  more 
common  than  is  usually  supposed,  though  the  duration  of  the 
phosphorescent  effect  is  often  extremely  brief.     Sulphide  of  stron« 


?HOSPBOIIOOENIC    VJLlB..  151 

tiam,  and  certain  varieties  of  diamond,  and  of  fluor  spar  ehow  it 
■troDgly ;  alamina  also  eshibits  it  powerfully,  thougli  but  for  a 
duurt  time,  and  it  is  eqnalljr  marked  whether  the  alumina  be 
ciystaUieed,  as  in  mby  and  sapphire,  or  amorphous,  as  when 
recently  precipitated.  It  is  worthy  of  note  that  silica  does  not 
exhibit  this  property  in  any  of  its  forms;  but  the  salts  of  th^ 
tlkaUes,  and  of  the  alkaline  earths,  generally,  show  it  strongly ; 
most  other  transparent  objects,  particularly  those  of  oi^anic  origin, 
such  as  sugar,  tartaric  acid,  and  quinine,  likewise  possess  the 
power,  though  in  a  much  more  feeble  degree.  Bodies  of  dark  colour, 
and  the  metals,  generally,  do  not  show  it. 

It  has  been  remarked  that  all  phosphorescent  solids  lose  the 
power  of  emitting  light  when  they  are  brought  into  solution.  In- 
deed, the  liquid  form  seems  to  be  unfavourable  to  its  display ;  for 
•did  bodies,  snch  as  hydrate  of  potash  and  nitrate  of  uranium, 
which  melt  at  a  moderate  beat,  lose  the  property  whilst  fused,  but 
reoorer  it  again  immediately  that  tbey  become  solid. 

Some  gases,  and  more  particularly  oxygen,  when  enclosed  in 
glaaa  tabes  and  subjected  to  the  transmission  of  electric  sparks, 
exhibit  a  phosphorescence  which  lasts  for  a  few  seconds.  Faraday 
ucribes  the  Inminous  tnul,  which  is  sometimes  observed  upon 
(  cloud  after  the  passage  of  a  flash  of  lightning,  to  a  brief  phos- 
pborescence  of  the  portion  of  the  atmosphere  which  the  fiash  has 
traversed. 

Some  of  the  phenomena  of  phosphorescence  may  be  observed 
by  selecting  one  of  those  phospbori  which  retains  its  luminosity  for 
some  time,  such  as  sulphide  of  calcium,  and  afler  it  has  ceased  to 
emit  light  in  the  dark,  sprinkling  it  in  powder,  over  a  piece  of 
paper,  in  a  darkened  room,  aud  submittiDg  it  to  the  action  of  the 
lolar  spectrum ;  phosphorescence  will  be  produced  in  it,  but  by 
the  more  refrangible  rays  only.  There  are  two  maxima  of  illu- 
minatioii,  one  of  which  is  within  the  blue  and  violet  portion  of 
the  spectrum ;  the  other  is  beyond  the  termination  of  the  violet. 
In  fig.  73,  the  stripe  i  represents  the  diSusion  of  light  in  the  solar 

Fio.  73. 


ipectratn,  whilst  a  gives  the  points  of  maximum  phosphorescence 
on  the  sulphide  of  calcium  corresponding  to  the  luminous  spectrum. 
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The  fiash  of  an  electric  Bpark,  made  to  paee  so  that  its  light 
shall  iall  upon  a  piece  of  paper  thus  prepared,  is  sufficient  to 
render  phosphorescent  the  wliole  exposed  surface  of  the  sulphide. 
If,  however,  the  paper  be  partially  covered  by  a  plate  of  even  the 
most  transparent  gtai^s,  the  screened  portion  will  not  eiLhibit  any 
phosphorescence.  A  screen  of  rock  crystal,  however,  produces  no 
such  absorbent  effect,  all  the  portions  of  the  prepared  surface  being 
in  this  latter  case  equally  luminous.  The  light  emitted  from 
charcoal  points  ignited  by  a  voltaic  current,  if  it  be  only  inatao- 
taneous  in  duration,  is  equally  unable  to  penetrate  glass  so  as  to 
produce  phoaphorescence,  although  it  traverseB  rock  crystal  readily. 
The  solar  rays,  however,  traverse  either  medium  equally,  without 
loss  aS  phoiphorogenic  power.  A  long  continued  voltaic  light  pro- 
duces a  similA  result.  Glass  is  only  less  perfectly  permeable 
than  rock  crystal  to  the  phosphort^nic  rays  that  accompany  the 
lumiuous  ones. — (E.  Becquerel,  Ann.  de  Chimie,  III.  ix.  314.) 

An  ingenious  instrument  has  been  devised  by  E.  Becquerel  for 
the  purpose  of  observing  phosphorescence  of  very  brief  duration. 
One  of  the  forms  o{t]iKpko^horoscope,aA  he  terms  it,  is  represented 
both  in  section  and  in  plan  in  fig.  74,  i  and  2.     It  couaistii  of  a 


circular  box,  a  b,  of  about  six  inches  in  diameter,  upon  the  centre 
of  the  floor  of  which  the  object  to  be  tested,  p,  is  placed  j  this  box 
is  provided  with  a  fixed  lid,  a  t,  in  which  are  two  apertures,  m,  n, 
near  the  circumference,  and  on  opposite  sides,  as  shown  in  the 
plan,  2. 

In  order  to  use  the  instrument,  it  is  placed  in  the  shutter,  w  w, 
of  a  darkened  room,  so  that  one  half  of  the  box  shall  be  within  the 
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chamber^  and  the  other  half  shall  project  outside  it.  Under  these 
circumstancesy  a  beam  of  light,  l,  may  enter  the  box  at  m,  and  can 
be  concentrated,  if  necessary,  by  a  lens,  upon  the  object,  p,  the 
phosphorescence  of  which  is  to  be  tried.  An  observer,  stationed 
within  the  dark  room  at  o,  would  see  this  object  through  the  second 
aperture,  n.  Beneath  this  fixed  lid,  however,  is  placed  a  second 
moveable  cover,  which  by  means  of  wheel-work  can  be  made  to 
rotate  rapidly  in  a  plane  parallel  to  that  of  the  fixed  lid.  In  this 
revolving  cover  are  three  openings,  i,  2,  3,  shown  in  the  plan. 
These  correspond  in  size  to  the  fixed  apertures,  m,  n,  but  are  situated 
at  angular  distances  of  120^  from  each  other:  so  that,  whenever 
light  is  entering  by  the  outer  aperture,  m,  in  the  fixed  lid,  the 
inner  aperture,  n,  is  closed ;  and  whenever  the  object  of  which  the 
phosphorescence  is  to  be  tested  is  exposed  to  the  observer,  no  light 
from  without  can  reach  it.  Now,  if  the  object  be  visible  to  the 
observer  at  o,  whilst  the  disk  is  in  rotation,  it  can  only  become  so 
by  a  phosphorescent  action :  and,  by  varying  the  rate  of  rotation, 
the  interval  between  the  action  of  the  light  on  the  sensitive  surface, 
and  the  exposure  of  the  object  to  the  eye  of  the  observer,  can  be 
made  to  vary  from  a  period  as  short  as  the  -r^^h  of  a  second  to 
any  greater  interval.  Other  and  still  more  sensitive  forms  of  the 
instrument  have  been  employed ;  but  for  a  description  of  these 
the  reader  is  referred  to  the  original  memoirs  above  cited. 

The  colour  of  the  light  emitted  by  these  phosphori  is  peculiar 
to  each  substance,  and  seldom  corresponds  to  that  of  the  incident 
ray,  it  is  generally  of  a  lower  degree  of  refrangibility,  never  of 
higher  refrangibility :  for  instance,  the  sulphide  of  barium  emits  a 
yellow  light,  though  excited  by  the  violet  and  extra-violet  rays ; 
and  the  sulphide  of  calcium,  which  in  difierent  specimens  emits  an 
orange,  a  green,  or  a  blue  phosphorescence,  is  in  all  cases  excited 
by  the  more  refrangible  portion  of  the  spectrum  beyond  the  line  o. 

The  cause  of  the  variation  in  tint  of  the  phosphorescence  pro- 
duced by  difierent  specimens  of  the  same  substance,  has  been  mi- 
nutely examined  by  Becquerel;  and  he  attributes  it  to  molecular,  and 
not  to  chemical  di£Perences  in  the  phosphori,  the  results  being  in- 
fluenced by  the  temperature  at  which  the  phosphorescent  body  was 
prepared,  and  the  crystalline  structure  and  greater  or  less  compact- 
ness of  the  material  {e.g.  sulphate  or  carbonate  of  lime)  employed 
in  the  preparation  of  the  phosphori.  A  phosphorescent  body,  which 
has  been  fused,  and  allowed  to  solidify  again,  often,  when  placed  in 
the  phosphoroscope,  emits  light  of  a  tint  different  from  that  which  it 
exhibited  before  it  had  undergone  fusion ;  thus  plates  of  crystallized 
j^racic  acid  furnish  a  greenish-blue  lights  but  after  the  acid  has 
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been  fiised  the  phosphorescence  is  yeUow.  Loaf-sngar  emits  a 
pale  greenish  light,  bat  after  fusion,  on  again  exposing  it  in  the 
phosphoroscope,  it  gives  off  a  much  more  intense  yellowish  light. 

It  is  to  be  remarked  that,  in  many  cases,  the  less  refrangible 
rays  of  the  spectrum  actually  destroy  the  phosphorescence  produced 
by  the  more  refrangible  rays. 

Where  the  phosphorescence  has  a  considerable  duration,  it  u 
found  that  elevation  of  temperature  heightens  the  luminosity,  but 
shortens  the  duration  of  the  phosphorescence.  The  efiect  of  heat 
upon  the  sulphide  of  strontium,  when  prepared  with  due  precautions, 
is  very  remarkable.  Certain  specimens  of  it  at  o^  F.  emit  a  very 
beautiful  violet  phosphorescence;  by  raising  the  temperature  to 
i6c^,  the  light  emitted  has  a  greenish  hue,  and  if  the  tube  which 
contains  the  sulphide  be  heated  to  about  400^,  the  light  becomes  of 
an  orange  yellow. 

Becquerel  is  of  opinion  that  the  phenomena  of  phosphorescence 
and  those  of  fluorescence  have  a  common  origin — many  phospho- 
rescent bodies,  such  as  nitrate  of  uranium,  escidin,  and  sulphate  of 
quinine,  emitting  light  of  the  same  tint  as  that  which  they  display 
when  fluorescent.  This  point,  however,  requires  further  investiga* 
tion,  since  many  bodies  which  are  highly  phosphorescent  show  no 
signs  of  fluorescence,  and  the  range  of  colour  in  the  light  emitted 
by  phosphorescent  bodies  is  smaller  than  in  the  same  bodies  when 
they  become  fluorescent. 

(107)  Velocity  of  lAght. — It  is  certain  that  light  is  the  result 
of  a  series  of  progressive  actions,  since  it  requires  time  for  its  pro* 
pagation.  Astronomers  have  ascertained  from  observations  on  the 
eclipses  or  occuUations  of  the  satellites  of  Jupiter,  the  periods  of 
which  are  accurately  known,  that  when  the  earth,  as  represented  at 

p,  flg.  75,  is  situated  at 
^'^-  75'  its     greatest     distance 

^^^ • ^^^       from    that    planet,    i, 

"^N   these    occultations  ap 

y  pear  to  occur  about   a 

" "^'^  quarter  of  an  hour  later 

than  they  do  when  near* 
est  to  it,  as  at  E ;  consequently,  between  15  and  16  minutes  are 
required  by  light  in  traversing  the  width  of  the  earth's  orbit,  a 
space  of  about  190,000,000  miles.  Light  would  therefore  describe 
a  space  equal  to  the  circumference  of  the  earth  in  about  the 
eighth  part  of  a  second  of  time. 

The  velocity  of  light,  however,  appears  to  vary  with  the 
medium  through  which  it.  passes ;  in  a  denser  medium  its  velocity 
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is  retarded,  but  in  a  medium  of  uniform  density^  if  it  travel  in  a 
uniform  direction,  its  velocity  is  also  uniform.  It  may  be  shown 
mathematically  that  if  the  hypothesis  of  emission  be  correct,  the 
velocity  must  be  quickened  in  a  denser  medium,  whilst  on  the 
nndulatory  theory  it  should  be  retarded ;  the  decision  of  this  ques- 
tion, therefore,  aifcnrds  an  eaperimenhim  crucU  between  the  two 
theories. 

Foucault  {Ann.  de  ChiaUe,  III.  xli.  129)  and  Fiseau  have,  in- 
dependently of  each  other,  by  a  beautiful  application  of  the  re- 
volving mirror,  first  used  by  Wheatstone,  succeeded  in  solving  this 
important  question ;  by  direct  measurement  they  find  that  light  is 
retarded  in  the  denser  medium ;  the  relative  velocity  being  in- 
versely as  the  refiracting  indices  of  the  media  compared.  Conse- 
quently the  theory  of  emission  cannot  be  longer  maintained. 

(108)  The  undulatory  hypothesis  acooimts  for  differences  in  the 
intensity  of  the  light  a  s,  fig.  76,  by 

differences  in  the  amplitude  or  ex-  Fig.  76. 

cursion,  a  b,  of  the  undulation ;  and 
for  the  phenomena  of  colour  by  dif- 
ferences in  the  length,  a  c,  and  in  the 
frequency  of  the  imdulations;  just 

as  in  the  phenomena  of  sound,  the  pitch  of  the  note  is  proved 
to  depend  upon  the  number  of  vibrations  in  a  given  time :  but 
the  extent  through  which  the  ear  appreciates  proportionate  dif- 
ferences of  rapidity  in  the  undulations  which  produce  sound,  is 
much  greater  than  that  which  the  eye  can  estimate  in  the  case 
of  light.  Most  persons  can  perceive  musical  sounds  in  which 
all  possible  variety  exists  between  16  and  2048  vibrations  in  a 
second,  i.  e.,  including  a  range  of  eight  octaves,  in  the  highest  of 
which  the  vibrations  are  128  times  more  numerous  than  in  the 
lowest.  With  light  the  range  is  much  more  limited,  and  extends 
not  quite  so  far  as  from  I'oo  to  175.  The  average  length  of  a 
wave  of  white  light  is  ^f^ltb  of  ^^  inch;  b\it  the  length  of  the 
wave,  as  well  as  its  frequency,  diflFers  in  the  different  colours  ;  in 
red  light  it  is  longer,  being  about  ^ri w  of  an  inch,  while  in  violet 
it  is  only  rrriw  The  number  of  vibrations  is  estimated  at  five 
hundred  million  millions  per  second  (500,000000,000000)  in  white 
light ;  in  red  light  at  482,000000,000000 ;  and  in  violet  light  at 
as  much  as  707,000000,000000. 

Interference, 

(109)  One  of  the  simplest,  and  at  the  same  time  most 
beautiful  proofs  of  the  analogy  in  the  mechanism  by  which  sound 
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aod  light  are  produced,  is  exhibited  in  the  phenomena  included 
under  the  term  inierferettce. 

It  is  well  known  that  when  two  stretched  strings,  not  qaite  in 
DniBOn  with  each  other,  are  stmck  Bimnltaneously,  each  gives  its 
■own  note,  and  the  compound  sound  produced,  instead  of  dyva% 
awa;  gradually  and  uniformly,  is  subject  to  a  succession  of  alternate 
maxima  and  minima  of  intensity ;  the  sound  alternately  dies  away 
and  revives  several  times  in  succession  before  it  becomes  finally 
inaudible ;  it  thus  produces  what  are  termed  beats  in  the  notes. 
These  beats  are  due  to  the  interference  with  each  other  of  the 
vibrations  from  the  two  strings.  As  one  string  is  vibrating  a  little 
faster  than  the  other,  it  must  happen  that  the  direction  of  the 
vibrations  in  the  two  strings  at  certain  moments  must  coincide: 
at  this  point  we  have  the  maximum  of  sound ;  the  periods  of  vibra- 
tion will  then  gradually  recede,  and  ultimately  oppose  each  other, 
and  produce  a  momentary  silence. 

Again,  when  two  equal  impulses  are  given  at  a  little  distance 
from  each  other  upon  the  surface  of  a  still  sheet  of  water,  each 
becomes  the  centre  of  a  system  of  waves,  which  ultimately  cross 
each  other,  and  alternately  increase  and  diminish  the  effect  of  each 
other.     For  example :  if  ia 
'"■  ^^■  fig  77  the  concentric  circles 

represent  two  equal  systema 
of  waves  in  water,  setting 
out  simultaneously,  they  will 
intersect  each  other;  tbe 
length  of  the  wave  in  eadi 
system  is  the  same :  where 
the  cresta  of  the  waves  coin- 
cide, the  elevation  will  be 
doubled ;  but  where  the 
crest  of  one  wave  coincides 
with  the  depression  of  the  other,  the  water  will  retain  its  level  snr- 
fiace.  These  points  will  occur  in  regular  succession,  and  form  '  lines 
of  double  disturbance  and  no  disturbance.'  The  lines  of  double  dis- 
turbance, indicated  in  the  diagram  by  the  points  where  the  circles 
touch  or  cut  each  other,  occur  at  distances  which  differ  by  the  entire 
width  of  one  or  more  waves,  or  by  an  even  number  of  half  waves. 
The  intermediate  points,  or  points  of  no  disturbance,  are  situated  at 
distances  from  the  ceutres  differing  by  an  odd  number  of  half  waves; 
the  first  will  occur  at  the  distance  of  half  a  wave;  the  second  at  t 
wave  and  a  half;  the  third  at  two  waves  and  a  half,  and  so  on.    Nov 
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these  phenomena  of  nndulation  in  air  and  in  water  have  an  exact 
ooonterpart  in  the  case  of  light. 

If  a  beam  of  light  of  a  single  colour  be  admitted  into  a  darkened 
room  by  two  small  apertures  in  a  thin  sheet  of  metal,  such  as  pin- 
holes, placed  resry  near  each  other,  and  the  light  which  enters  be 
allowed  to  fidl  upon  a  screen  just  beyond  the  point  where  the  outer- 
most rays  of  the  two  cones  intersect  each  other,  a  spot  of  increased 
brightness  is  seen  where  the  screen  is  intersected  by  a  line  at  right 
angles  to  it^  and  which  also  bisects  at  right  angles  the  line  joining 
the  two  pin-holes ;  on  either  side  of  this  bright  spot  will  be  a 
series  of  bands,  alternately  dark  and  bright,  although  the  dark  bands 
as  well  as  the  bright  ones  are  receiving  the  rays  from  both  aper- 
tures. The  addition  of  light  to  light  has  here  produced  darkness. 
I^  o>  Q»  fig*  7^f  represent  the  two 
pin-holes,  and  a  b  c  d,  a  section  of  p,Q  ^g, 

the  screen ;  let  p  a  bisect  the  dis- 
tance between  the  apertures  at  right 
angles,  and  £Edl  vertically  on  the 
screen.  If  the  spots  a,  b,  c,  d,  each 
represent  the  centre  of  a  bright  band, 
o  A,Q  A,willbeformedof  rays  the  paths 

of  which  are  equal ;  o  b,  q  b,  will  differ  by  the  length  of  one  wave ; 
o  c,  Q  c,  by  two  waves ;  o  d,  q  d,  by  three  waves :  and  the  black 
bands  between  the  bright  ones  will  be  formed  by  the  interfering 
of  rays,  the  paths  of  which  differ  in  length  successively  by  half  a 
wave,  a  wave  and  a  half,  two  waves  and  a  half,  &c. — (Lloyd's  Lee* 
twres  on  the  Wave  Theory  of  LiglU.) 

The  length  of  the  paths  traversed  by  the  rays  from  each 
aperture  is  equal  in  the  central  spot  a,  and  the  intensity  of  the 
light  is  therefore  increased ;  but  since  the  path  of  the  rays  on  either 
side  of  this  becomes  more  or  less  oblique  by  regular  increase  or 
decrease,  the  lengths  of  those  paths  must  necessarily  be  gradually 
and  progressively  either  augmented  or  diminished ;  consequently 
the  number  of  undulations  in  each  will  be  proportionately  increased 
or  diminished.  When  the  lengths  of  the  paths  of  the  two  rays 
differ  by  entire  undulations,  a  bright  band  is  the  result ;  when  they 
differ  by  an  odd  number  of  half  undulations,  darkness  ensues. 
Now  as  the  inclination  is  progressive,  there  is  necessarily  a  pro- 
gressive passage  from  the  brightest  light  to  the  most  complete  dark- 
ness. By  intercepting  the  light  from  one  aperture,  all  the  dark 
bands  disappear.  The  measurement  of  the  breadth  of  one  of 
these  bands  affords  one  means  of  determining  the   length  of  a. 
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wave  of  light  of  that  particalar  colour^  if  the  length  of  a  p  be 
Known.  Further^  since  the  length  of  a  wave  of  light  differs  in 
lights  of  different  colour  and  refrangibility,  being  longest  in  the  red 
or  least  refrangible,  and  shortest  in  the  violet  or  most  refirangible 
ones,  the  coloured  bands  are  broadest  in  the  red  and  narrowest  in 
the  violet ;  and  if  the  experiment  illustrated  by  fig.  78  be  performed 
with  white  light  instead  of  with  monochromatic  light,  the  overlap- 
ping of  the  bands  of  the  different  colours  will  produce  a  succession 
of  iridescent  or  coloured  bands,  instead  of  mere  alternations  of  light 
and  darkness. 

The  phenomenon  of  interference  is  one  of  the  most  funda- 
mental properties  of  light:  it,  indeed,  takes  place  with  common  light 
under  all  circumstances;  but  the  disturbing  causes  in  ordinary 
cases  exactly  compensate  each  other,  and  it  is  only  by  intercepting 
part  of  a  pencil  of  rays,  so  as  to  remove  one  half  of  the  compen- 
sating system,  that  the  disturbance  produced  by  the  remaining  half 
becomes  manifest,  as  in  the  experiments  just  described.  If  upon 
a  brilliant  plane  reflecting  surface,  such  as  a  polished  plate  of  steel, 
a  number  of  very  fine  lines  be  traced  at  equal  intervals^  so  that 
there  may  be  from  1000  to  20,000  per  inch,  a  surface  is  obtained 
which  reflects  a  multitude  of  diverging  cones  of  light,  in  conse- 
quence of  the  absence  of  reflection  at  regular  intervals  correspond- 
ing to  the  grooves ;  these  cones  of  rays  interfere  at  their  edges 
without  compensation,  and  a  series  of  colours  of  the  most  brilliant 
tints  is  perceptible.  A  variety  of  natural  objects  owe  the  beau- 
tiful iridescent  play  of  colours  which  they  exhibit,  to  a  structure  of 
this  kind ;  as  is  shown  in  the  feathers  of  many  birds.  The  hues 
of  mother  of  pearl  and  other  shelly  structures  are  also  due  to  their 
mode  of  formation  in  successive  extremely  thin  laminae,  the  edges 
of  which  form  a  series  of  grooves  upon  their  surfaces,  and  thus  pro- 
duce the  phenomenon ;  impressions  of  these  grooves  may  often  be 
taken  in  sealing-wax  or  in  fusible  metal,  and  the  same  play  of 
colours  is  then  obtained  in  the  impressions. 

(1 10)  Colours  of  Thin  Plates, — A  different  set  of  colours,  also 
dependent  for  their  origin  upon  interference,  are  those  termed  the 
colours  of  thin  plates.  By  dipping  the  mouth  of  a  wine  glass  into 
a  solution  of  soap  in  water,  or  what  is  still  better,  into  gum- water, 
a  bubble  may  be  formed  across  it ;  if  the  glass  be  laid  upon  its 
side,  the  film  becomes  gradually  thinner  and  thinner  from  the 
action  of  gravity,  and,  if  viewed  by  reflected  light,  a  series  of  irides- 
cent tints  is  developed,  increasing  in  brilliancy  until  the  bubble 
becomes  reduced  to  a  state  of  extreme  tenuity ;  it  then  appears  to 
become  black  at  the  thinnest  point,  and  speedily  bursts.      These 
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oolours  are  due  to  the  interference  of  a  part  of  the  light  which  is 
reflected  £rom  the  second  8ar£Bboe  of  the  film,  with  that  which  is 
reflected  from  the  first  sor&oe.  Any  transparent  object,  such  as 
glass^  thin  films  of  metallic  oxides^  mica,  &c.,  if  reduced  to 
laminae  of  sufficient  thinness,  will  produce  the  same  eflect.  The 
particular  colour  is  dependent  on  the  thickness  of  the  film.  In 
tempering  steel,  its  surfsu^e  becomes  covered  with  a  film  of  oxide, 
and  the  workmen  judge  of  the  heat  hj  the  colour  produced ;  the 
higher  the  temperature  which  is  applied,  the  thicker  does  the  film 
become. 

The  laws'  which  r^ulate  this  phenomenon  were  traced  with 
great  success  by  Newton.     He  placed  a  convex  lens,  of  a  very  long 
radius  of  curvature,  upon  the  flat  surface  of  a  plano-convex  lens. 
Fig.  79  shows  a  section  of  both 
lenses,  the  curvature  of  which  ^i®-  79- 

is  much  exaggerated.  Around 
the  point  of  contact  the  rings 
developed  themselves  with  a 
black  spot  in  the  centre,  in  an 

order  dependent  upon  the  thickness  of  the  film  of  air  included 
between  the  two  plates  (fig.  8o). 
Knowing  the  convexity  of  the  upper 
lens,  he  was  able  to  calculate  the 
thickness  of  the  film  required  to  pro- 
duce any  given  tint.  He  thus  found 
that  there  is  a  limit  to  the  thickness 
of  all  transparent  objects,  below  which 
they  cease  to  be  visible  in  reflected 
light,  and  another  thickness  above 
this,  beyond  which  they  reflect  only 
white  light :  between  these  two  thick- 
nesses the  phenomena  which  we  are  now  considering  take  place. 
The  thickness  of  the  film  which  produces  any  given  colour  varies 
with  the  nature  of  the  reflecting  plate,  being  in  the  inverse  ratio  of 
its  refiractive  index.  At  and  below  the  thickness  of  auimnnr  ^^  ^^ 
inch  the  film  of  air  exhibits  a  black  spot  when  viewed  by  reflec- 
tion, and  above  i  6  oVo  6  6  it  reflects  white  light.  In  water  at  i  of  a 
millionth  of  an  inch  a  black  spot  is  formed ;  above  ttt^^ott  ^^^ 
reflected  light  is  white.  Glass  produces  a  black  spot  at  all 
thicknesses  below  ^060666  of  an  inch,  and  reflects  white  light  at 
all  thicknesses  above  1 6  6^6  6  b  of  an  inch. 

The  order  of  succession  of  the  colours  constitutes  what  is  termed 
Newton's  scale.     Six  or  seven  series  of  coloured  bands  may  thus  be 
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distinctly  traced.  These  rings  when  produced  by  homogeneons 
light  are  alternately  bright  and  black;  the  width  of  the  ring 
is  dependent  upon  the  colour^  and  is  greatest  in  the  least  refran- 
gible light.  The  overlapping  of  the  narrow  rings  by  the  broader 
ones  in  the  mixed  light  of  day^  is  thus^  as  in  the  case  of  the 
coloured  bands  produced  by  interference^  the  cause  of  the  brilliant 
succession  of  colours. 

A  similar^  but  fainter  series  of  colours^  may  be  seen  in  the 
light  that  is  transmitted  through  the  iilm^  but  the  tints  are  in  this 
case  complementary  to  those  of  the  reflected  rays.  By  increasing 
the  obliquity  of  the  incident  rays,  the  breadth  of  the  rings  is 
increased  in  both  transmitted  and  reflected  light.  The  tints  of  the 
transmitted  rays  are  much  paler  than  those  seen  by  reflection; 
they  are  produced  by  the  interference  of  a  portion  of  light  twice 
reflected  within  the  plate,  with  the  beam  directly  transmitted. 

In  fig.  8i,  1  R  represents  a  beam 
YiQ,  8i.  of  light  incident  upon  the  film,  shown 

in  magnified  section  at  f  f  ;  part  of 
the  light,  R  T,  is  reflected,  and  part, 
R  s  T,  transmitted ;  at  s,  the  second 
surface  of  the  film,  a  portion  of  the 
light  is  again  partially  reflected  to 
V ;  at  u  part  is  transmitted,  and  in- 
terferes with  the  reflected  portion, 
u  X,  of  the  beam  k  u,  which  falls 
upon  the  upper  surface  of  the  film 
at  the  spot  where  s  u  emerges.  Now, 
since  the  lengths  of  the  paths  of  the  rays,  i  r  s  u,  and  k  u  diflfer 
by  a  fraction  of  an  undulation,  owing  to  the  refraction  and 
reflection  of  the  portion  r  s  u  within  the  film,  interference  between 
the  two  rays  is  the  result,  and  colours  are  produced  in  the  reflected 
beam ;  in  addition  to  this  action,  a  part,  u  v  w,  of  the  beam,  i  B, 
is  a  second  time  reflected,  and  passing  out  on  the  lower  surface 
of  the  film,  interferes  with  the  portion  of  k  u,  which  is  directly 
transmitted,  and  thus  the  colours  in  the  transmitted  light  are 
occasioned.  The  dotted  line,  v  z,  represents  the  track  which  is 
taken  by  the  portion  of  the  ray  k  u  v,  which  undergoes  reflection 
from  the  internal  lower  surface  of  the  film. 

Double  Refraction — Polarization, 

(ill)  Double  Refraction. — ^The  law  of  refraction  (97),  which 
is  true  for  water,  for  glass,  and  for  other  homogeneous  uncrystallized 
media,  does  not  extend  to  all  transparent  bodies.     In  all  trans- 
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Fig.  83. 


parent  crystals,  excepting  those  belonging  to  the  regular  system, 
the  refiracted  ray  is  subdiyided  into  two  portions,  and  hence  such 
bodies  are  said  to  possess  the  property  of  douhle  refraction. 

This  remarkable  action  upon  light  is  best  exhibited  in  the  trans- 
parent crystallized  variety  of  carbonate  of 
lime,  known  as  Iceland  spar.  Place  upon  a 
dot,  J,  made  upon  a  sheet  of  white  paper,  a 
rhombohedron  of  Iceland  spar,  as  a  b,  fig. 
82,  and  look  down  upon  the  dot  through 
two  of  the  parallel  faces  of  the  rhomb  :  two 
images,  0,  e,  of  the  dot  will  be  seen  in- 
stead of  a  single  one ;  and  if  the  crystal  be 
turned  round  upon  the  paper,  keeping 
the  eye  steadily  fixed,  one  of  the  images 
will  appear  to  rotate  round  the  other^ 
which  preserves  its  fixed  position.  The 
line  which  joins  the  two  images  of  the  dot 
is,  under  all  circumstances,  parallel  to  the 

diagonal,  a  b,  connecting  the  two  obtuse  angles  of  the  crystal: 
around  this  line  the  different  parts  of  the  crystal  are  symmetrically 
arranged.  Upon  varying  the  obliquity  of  the  incident  ray  upon 
the  surface,  it  is  found  that  the  refracted  ray  which  was  stationary 
during  the  movement  of  rotation,  preserves  the  constant  ratio  of 
the  sines,  and,  as  in  ordinary  cases  of  refraction,  falls  always  iit 
the  plane  of  the  incident  ray ;  whilst  in  the  other  ray  the  ratio  of 
the  sines  varies  at  different  obliquities  of  the  incident  ray ;  and, 
excepting  in  two  positions  of  the  crystal,  this  refracted  ray  never 
occurs  in  the  plane  of  incidence.  One  of  the  refracted  rays  follows 
nearly  the  usual  law  of  refraction,  and  is  hence  termed  the  ordu 
nary  ray ;  while  the  other  follows  a  different  law,  and  is  called  the 
extraordinary  ray.  There  is  one  remarkable  direction  in  the 
crystal,  in  which  this  splitting  of  the  ray  does  not  take  place, — a 
direction  parallel  to  the  line  which  connects  the  two  obtuse  angles 
of  the  rhombohedron ;  this  line  is  called  the  optic  axis  of  the 
crystal.  To  render  this  obvious,  a  slice  of  the  mineral  may  be  cut 
in  a  direction  perpendicular  to  the  optic  axis,  a  b, 
fig.  83 :  it  will  be  found  on  looking  at  a  minute 
object  perpendicularly  through  such  a  plate,  that  a 
angle  image  of  it  only  will  be  seen.  In  all  other 
positions,  a  double  image  will  be  visible.  The  sepa- 
ration of  the  two  images  increases  with  the  obliquity 
of  the  incident  light  to  the  optic  axis,  until  it  is  at 
right  angles  to  it,  when  it  attains  its  maximum.  The 
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point  at  which  the  difference  between  the  two  rays  attains  its 
inaximum  is  selected  for  determining  the  index  of  refraction  for 
^  the  extraordinary  ray.  In  the  case  of  Iceland  spar,  the  extraor- 
dinary ray  is  refracted  less  powerfully  than  the  ordinary  ray  ;  sach 
crystals  are  termed  negative  doubly  refracting  crystals.  InstauceSi 
however,  are  not  wanting  in  which  the  extraordinary  ray  under- 
goes the  greater  refraction  of  the  two^  as  in  quartz  and  ice.  Such 
crystals  are  said  to  be  positive  or  attractive. 

Both  rays,  if  they  emei^e  from  a  surface  parallel  to  the  one  at 
which  the  incident  ray  entered,  are  parallel  to  each  other ;  but 
if  the  surface  be  inclined,  both  rays  proceed  with  increasing  di?er^ 
geuce,  each  exhibiting  the  colours  of  the  prismatic  spectrum.  In 
all  cases,  the  thicker  the  crystal  the  greater  is  the  separation  of 
the  two  images. 

(i  12)  Crystallized  substances  may  be  divided  into  two  classes, 
ac^cording  to  their  action  upon  light ;  and  their  optical  properties 
are  intimately  related  to  their  crystalline  form.     Thus  we  have : — 

1.  Singly  refracting  crystals  -.—These  all  belong  to  the  r^ular 
system. 

2.  Doubly  refracting  crystals : — ^These  may  be  further  divided 
into  two  sub-classes,  a.  The  first  sub-class,  like  Iceland  spar, 
presents  only  one  optic  axis  in  which  no  double  refraction  occurs, 
and  it  includes  all  crystals  of  the  rhombohedral  and  pyramidal  sys- 
tems ;  such  crystals  are  termed  uniaxal,  b.  The  second^  of  which 
aragonite  and  nitre  are  examples,  comprises  all  crystals  of  the  three 
remaining  systems, — namely,  the  prismatic,  the  oblique,  and  the 
doubly  oblique  systems :  they  have  two  optic  axes,  which,  however, 
do  not  coincide  with  any  of  the  crystalline  axes,but  occur  in  resultant 
directions  between  them.     Such  crystals  are  said  to  be  biaxaL 

In  biaxal  crystals,  both  the  doubly  refiracted  rays  obey  extraor- 
dinary laws  of  refraction. 

(i  13)  Polarization. — Light  that  has  been  transmitted  through 
a  doubly  refracting  prism,  has  undergone  a  remarkable  modifica- 
tion. If  received  upon  a  second  crystal  of  Iceland  spar  of  equal 
thickness,  placed  in  a  position  similar  to  that  of  the  first  (fig.  84,  i]. 

Fig.  84. 
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botli  rays  pan  through  it  unchanged,  except  that  they  are  separated 
further  from  each  other  in  proportion  to  the  thickness  of  the  cirstal, 
but  the  extraordinafy  rev  will  still  be  refracted  extraordinarily,  and 
the  ordinarjT  rar  ordinarily ;  the  principal  ttclion**  of  the  two 
crystals  are  parallel.  On  cansing  the  second  plate  to  describe  a 
quarter  of  a  rerolution,  so  that  the  principal  sections  shaU  be  at 
right  angles,  as  shown  at  2,  stilt  bat  two  images  will  be  seen ;  but 
now,  the  ordinary  ray  is  refracted  extraordinarilr,  the  extraordiuary 
ray  is  refracted  ordinarily.  'When  the  second  crystal  describes 
another  quarter  of  a  revolution  as  at  3,  only  one  image  is  risible, 
the  rays  separated  by  the  first  are  reunited  by  the  second ;  iu  all 
other  intermediate  positions,  each  ray  is  doubly  refracted,  and  four 
images  become  visible :  the  intensity  of  the  images  taken  tt^ether 
is  constant,  one  pair  fading  as  the  other  increases  in  brightness,  and 
vice  vertd.  Each  ray,  therefore,  on  emerging  from  a  crystal  of 
calcareous  spar,  has  acquired  new  properties ;  it  is  no  longer  subject 
to  further  subdivision  by  a  second  nrystal  when  placed  in  particular 
positions.  The  rays  in  fact  appear  to  have  acquired  sides,  and  to 
have  new  relations  to  certain  planes  within  the  crystal ;  such  rays 
are  said  to  be  polarized. 

Many  crystals  when  cnt  into  plates  parallel  with  their  axis, 
allow  light  to  pass  through  them,  which  on  emerging  is  found  to 
be  similarly  affected ;  some  kinds  of  tourmaline  exhibit  this  phe- 
nomenon in  a  very  marked  manner.  Tourmaline  is  a  doubly  refract- 
ing prismatic  crystal,  tlirougli  which  the  extraordinary  ray  alone 
passes,  the  ordinary  ray  being  absorbed.  If  a  plate  of  this  mineral, 
cut  from  a  brown  or  green  specimen,  parallel  to  the  axis  of  the 
prism,  a  a,  (fig.  85,  i),  be  placed  between  the  eye  and  the  caudio,  a 
considerable  portion  of  light  will  traverse  the  plate,  and  the  amount 
of  light  will  be  in  no  way  affected 
on  turning  the  plate  round  in  its  Fio.  85. 

own  plane ;  but  if  light  which  has  1  > 

been  thus  transmitted  through  one 
plate  of  this  mineral,  be  allowed 
to  fall  upon  a  second  similar 
plate,  it  will  traverse  this  without 
interruption  only  when  the  axes  ' 
of  the  two  plates  are  parallel  (6g. 
85,  i) ;  but  it  will  be  completely 
interrupted  where  the  plates  over- 

*  In  uniBiHl  cryitals  a  priaeijial  taction  ii,  in  optical  ]angnu;e,  a  plane 
which  p«M«i  parallel  to  the  optic  axis,  and  perpendicular  to  any  nee  of  the 
eryita),  natural  or  arlificial,  upon  which  the  light  U  Incident. 
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lap,  when  the  second  plate  is  made  to  describe  a  quarter  of  a  rota- 
tion in  its  own  plane,  2 ;  the  axes  of  the  two  plates  are  then  at 
right  angles  to  each  other :  in  all  intermediate  positions^  light  will 
be  transmitted  with  greater  or  with  less  intensity^  according  as  the 
axes  are  more  nearly  parallel,  or  perpendicular  to  each  other. 

If  the  two  pencils  emerging  from  a  rhomb  of  Iceland  spar  be 
examined  by  means  of  a  plate  of  tourmaline^  it  will  be  found  that 
the  ordinary  image  is  most  intense  when  the  axis  of  the  tourma- 
line is  at  right  angles  to  the  principal  section  of  the  rhombohedron, 
and  that  it  is  extinguished  when  the  axis  of  the  tourmaline  is 
parallel  to  the  principal  section,  whilst  the  opposite  results  occur 
with  the  extraordinary  ray.  Both  rays  are  therefore  polarized^  but 
under  different  circumstances. 

(114)  Polarization  may  also  be  effected  by  means  of  reflection. 
Whenever  light  is  reflected  from  the  surface  of  a  transparent 
medium^  a  certain  portion  of  such  light  undergoes  this  remarkable 
change;  and  at  a  particular  angle^  varying  with  each  medium 
according  to  its  refractive  power,  the  whole  of  the  incident  light 
that  is  reflected  is  polarized.  This  effect  takes  place  when  the 
reflected  and  the  refracted  ray  form  a  right  angle  with  each  other : 
consequently  the  higher  the  refracting  power  the  greater  is  the 
polarizing  angle :  with  crown  glass  this  angle  is  56°  45',  with  water 
53°  11',  and  with  Iceland  spar  58°  51'. 

When  light  which  has  been  polarized  by  any  of  these  means  is 
examined  by  a  reflecting  plate,  inclined  to  the  ray  at  the  polarizing 
angle^  other  remarkable  properties  are  observed.  Common  light 
will  be  reflected  indifferently,  whether  the  reflecting  plate  be 
placed  above  or  below  the  ray,  to  the  right  or  to  the  left  of  it,  though 
the  inclination  of  the  plate  to  the  ray  continue  to  be  the  same.  It 
is  not  so  with  polarized  light:  suppose  a  beam  thus  affected  to 
fall  upon  any  transparent  reflector  inclined  to  the  ray  at  the 
polarizing  angle ;  if  the  light  be  completely  reflected  when  the 
mirror  is  placed  below  the  ray,  it  will  not  be  reflected  at  all  but 
be  wholly  transmitted  when  the  plate  is  placed  on  either  side, 
and  when  placed  above  it  will  again  be  wholly  reflected ;  at  inter- 
mediate points  part  will  be  reflected  and  the  remainder  transmitted; 
the  proportion  which  is  reflected  is  greater  the  more  nearly  the 
plane  of  the  second  reflection  coincides  with  that  of  the  first,  the 
light  being  wholly  transmitted  when  the  two  are  at  right  angles  to 
each  other. 

These  facts  admit  of  easy  experimental  proof.  Provide  two 
tubes,  B  c  (fig.  86),  which  are  fitted  so  as  to  allow  of  their  being 
turned  round  one  within  the  other.     Fasten  obliquely  to  the  end 
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of  each  tube  a  flat  trans-  Fio.  86. 

parent  plate  of  glass^  p^  a, 
80  as  to  form  an  angle  of 
56®  45'  between  the  line 
p  a,  and  a  perpendicular 
to  the  point  at  which 
p  a  falls  npon  the  sur- 
&oe  of  each  plate.     The 

tabe  B,  with  its  attached  plate  a,  can  now  be  turned  round  on  the 
tube  c,  without  altering  the  inclination  of  the  plate  to  a  ray  passing 
along  the  axis  of  the  two  tubes^  but  the  plate  a,  according  to 
its  position^  will  reflect  the  ray  upwards  or  downwards,  to  the  right 
or  to  the  left.  We  can  therefore  alter  the  plane  in  which  the 
reflection  is  produced,  without  altering  the  angle  of  the  reflector  to 
the  ray.  If  the  light  be  common  light,  such  as  that  from  a  candle 
placed  as  at  j,  no  matter 

whether  the  plate  a  be  Fio.  87. 

placed  below  the  ray  as 
in  fig.  86,  or  above  it  as 
in  fig.  87,  or  to  the  right 
or  to  the  left,  an  observer 
placed  in  the  direction 
which  the  reflected  ray, 
o,  would  follow,  would 
see  the  candle  distinctly  :  / 
but  the  case  would    be 

different  if  the  candle  were  placed  as  at  i^  where  the  light 
would  be  reflected  from  the  plate  p,  along  the  axis  of  the  tubes ; 
by  reflection  at  this  particular  angle  it  would  be  polarized.  So 
long  as  the  plate  a  retains  the  position  represented  in  fig.  86,  the 
reflected  ray  would  fall  in  the  same  plane  as  that  in  which  polari- 
sation took  place,  and  the  caudle  would  be  seen  by  an  observer 
stationed  in  the  direction  of  the  reflected  ray.  But  suppose  the 
tube  B  to  be  turned  slowly  round  the  ray;  by  following  the 
image  as  the  tube  is  turned,  the  light  of  the  candle  will  be  seen 
gradually  to  become  fainter  and  fainter,  until,  when  the  tube  has 
been  turned  a  quarter  of  the  way  round,  it  will  be  almost  invisible; 
the  plane  of  reflection  is  now  at  right  angles  to  that  of  polariza- 
tion, and  the  light  which  falls  upon  a  is  almost  wholly  trans- 
mitted :  on  turning  it  further,  the  light  again  becomes  more  and 
more  distinct^  till,  when  the  tube  has  been  turned  half  round,  the 
candle  is  seen  as  brightly  as  at  first ;  the  plane  of  reflection  again 
({oincides  with  that  of  polarization  :  if  it  be  turned  still  further,  at 
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the  third  quadrant  the  light  again  disappears^  until,  on  completing 
the  revolution,  it  is  as  distinctly  visible  as  at  first. 

The  plane  of  incidence,  or  the  plane  of  reflection  in  which  the 
polarization  was  produced,  is  called  the  plane  of  polarization.  The 
original  plane  of  polarization  may  be  easily  ascertained  in  any  ray, 
by  whatever  means  it  may  have  been  polarized,  because  it  is  always 
at  right  angles  to  the  plane  in  which  extinction  occurs  when 
the  ray  is  examined  by  a  reflecting  glass  mirror,  inclined  to  the 
ray  at  the  polarizing  angle.  In  this  manner  it  is  proved  not  only 
that  the  doubly  refracted  rays  transmitted  by  Iceland  spar  are  each 
polarized,  but  that  they  are  polarized  in  planes  at  right  angles  to 
each  other,  the  ordinary  ray  being  polarized  in  the  plane  of  emer- 
gence :  in  the  case  of  tourmaline,  it  is  found  that  the  emergent  ray 
is  polarized  in  a  plane  perpendicular  to  the  axis  of  the  crystal. 

When  the  condition  of  polarization  has  once  been  impressed 
upon  a  beam  of  light,  it  continues  to  be  permanent,  whether  the 
subsequent  course  of  the  ray  be  long  or  short,  provided  it  continue 
in  a  homogeneous  medium. 

(1J5)  Distinction  between  Common  and  Polarized  Light. — 
Every  beam  of  common  light  appears  to  consist  of  a  rapid  succes- 
sion of  systems  of  waves,  each  system  undulating  in  a  determinate 
plane,  always  at  right  angles  to  the  direction  pursued  by  the  ray; 
but  the  inclination  of  this  plane  in  one  system  varies  at  all  possible 
angles  with  the  plane  of  vibration  in  the  preceding  and  succeeding 
systems.  As  a  resultant  of  these  various  motions,  common  light 
may  be  regarded  as  composed  of  two  beams  of  light  which  are 
vibrating  in  planes  at  right  angles  to  each  other.  Polarized  light 
difiers  from  ordinary  light  in  being  produced  by  vibrations  in  a 
single  plane  only,  that  plane  being  coincident  with  the  plane  of 
polarization  (Holtzmann) ;  '  and  the  phenomenon  of  polarization 
consists  simply  of  the  resolution  of  the  vibrations  of  common 
light  into  two  sets,  in  two  rectangular  directions,  and  the  sub- 
sequent separation  of  the  two  systems  of  waves  thus  produced' 
(Lloyd,  Wave  theory  of  light,  ii.  29).  The  efiect  of  a  crystal 
of  Iceland  spar  upon  common  light  will  be  best  understood 
by  considering  its  action  upon  a  beam  which  has  been  already 
polarized.  When  a  beam  of  light  polarized  in  any  given  plane  falls 
upon  a  crystal  of  Iceland  spar,  it  is  split  into  two  portions,  the 
intensity  of  which  varies  with  the  inclination  of  the  plane  of  pola- 
rization to  the  principal  section  of  the  crystal,  one  beam  vanishing 
altogether  when  the  other  is  at  a  maximum.  Now  common  light 
consists  of  successive  systems  of  waves,  each  system  during  the 
minute  fraction  of  a  second  which  forms  the  period  of  its  dur^- 
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tion^  being  in  the  condition  of  a  polarized  beam ;  for  its  vibrations 
occur  in  one  definite  plane.  When  the  undulations  belonging  to 
one  of  these  systems  fall  upon  the  spar^  they  are  divided  into  two 
pencils  of  unequal  intensity^  but  owing  to  the  extremely  brief 
duration  of  each  system,  the  pencils  produced  by  several  hundred 
of  these  systems  in  succession  are  simultaneously  (so  far  as  the 
eye  can  perceive)  thrown  upon  the  same  spot ;  the  greater  inten- 
sity of  the  light  produced  by  some  of  these  systems  compensates 
for  the  feebler  intensity  of  others,  and  the  resultant  effect  is  the 
production  of  two  beams  which  are  of  equal  intensity  whatever 
be  the  position  of  the  spar.  The  result  of  the  analysis  is  the  same 
as  that  which  would  have  been  yielded  by  a  compound  ray,  con- 
sisting of  two  other  rays  polarized  in  planes  at  right  angles  to  each 
other,  one  plane  coinciding  with  the  principal  section  of  the  crystal, 
and  the  other  being  at  right  angles  to  it. 

Since  the  vibrations  of  a  polarized  ray  always  occur  in  the 
same  plane,  we  may,  with  the  assistance  of  a  rude  illustration, 
form  some  idea  of  the  reason  why  it  appears  to  be  possessed  of 
sides.  If  we  imagine  the  reflecting  surface  to  be  made  up  of  a 
series  of  parallel  fibres  lying  only  in  one  direction,  these  fibres 
would  allow  the  passage  of  all  the  rays  in  common  light  which 
undulate  in  a  plane  parallel  to  their  direction,  and  would  reflect 
the  rest :  whilst  polarized  light,  if  undulating  in  a  plane  parallel 
to  the  fibres,  would  be  wholly  transmitted ;  but  if  its  undulations 
were  in  a  plane  at  right  angles  to  the  fibres  it  would  be  wholly 
reflected. 

(ii6)  Light  may  also  be  polarized  at  other 
angles  by  a  series  of  successive  reflections  from 
several  transparent  plates ;  a  pile  of  glass  plates, 
as  shown  at  fig.  88,  is  often  made  use  of  for  this 
purpose;  part  of  the  light  is  transmitted  what- 
ever may  be  the  angle  of  incidence :  but  the  light 
polarized  by  reflection  is  always  equal  in  quantity 
to  that  which  is  polarized  by  transmission,  and 
it  is  polarized  in  a  plane  at  right  angles  to  it. 

(117)  In  all  cases  where  a  polarized  beam  is  received  on  a  re- 
flecting or  analysing  surface,  the  plane  of  reflection  of  which  does 
not  coincide  with  the  plane  of  polarization,  the  plane  of  polariza- 
tion becomes  changed.  The  rotation  of  the  plane  of  polarization 
is  always  towards  that  of  reflection,  and  the  amount  of  this 
rotation  depends  upon  the  angle  of  incidence  which  the  ray  forms 
with  the  analysing  plate.  If  the  light  be  incident  upon  the  ana- 
lysing plate  at  the  polarizing  angle,  the  plane  of  polarization  is 
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brought  to  coincide  with  that  of  reflection :  but  the  rotation  of  the 
plane  of  polarization  is  less  in  proportion  as  the  angle  of  incidence 
differs  more  from  the  polarizing  angle :  a  corresponding  alteration 
in  the  plane  of  polarization  is  effected  by  refraction  upon  the 
transmitted  beam^  but  in  an  opposite  direction. 

(iiS)  Colours  of  Polarized  Light. — When  a  beam  of  polarized 
light  is  transmitted  in  particular  directions  through  plates  of  doubly 
refiracting  bodies^  a  series  of  splendid  phenomena  are  observed^  de- 
pendent upon  the  production  of  colours,  which  vary  with  the  cir- 
cumstances of  the  experiment.  The  simplest  method  of  rendering 
these  colours  visible  consists  in  adjusting  two  reflectors,  so  that 
the  image  polarized  by  reflection  from  the  first  may  be  extinguished 
in  the  second.  The  first  is  called  the  polarizing,  the  second  the 
analysing  plate.  By  introducing  a  thin  plate  of  any  doubly  re- 
fracting substance,  such  as  mica,  quartz,  or  sulphate  of  lime,  cut  in 
a  direction  parallel  to  that  of  the  optic  axis,  the  image  suddenly 
reappears  in  the  analysing  plate,  but  it  is  tinged  of  a  particular 
colour.  If  while  the  ray  falls  perpendicularly  on  the  interposed 
plate,  the  plate  be  turned  round  in  its  own  plane,  two  positions 
will  occur  in  which  the  image  completely  disappears ;  these 
positions  are  at  right  angles  to  each  other.  In  one,  the  principal 
section  of  the  plate  coincides  with  the  plane  of  polarization,  and  in 
the  other  it  is  perpendicular  to  it.  The  colour  does  not  change 
during  this  rotation,  but  only  varies  in  intensity.  But  if  the 
crystal  remain  fixed,  and  the  analysing  plate  be  made  to  rotate, 
the  colour  will  pass  through  every  grade  of  the  same  tint,  into  the 
complementary  colour,  and  at  each  succeeding  quadrant  the  hue  is 
exactly  complementary  to  that  which  was  exhibited  in  the  preced- 
ing one.  This  remarkable  phenomenon  is  most  distinctly  seen  by 
substituting  a  rhombohedron  of  calcareous  spar  for  the  analysing 
plate,  so  as  to  obtain  two  images  of  the  polarized  beam ;  on  turn- 
ing the  spar  round,  the  two  images  will  be  seen  tinged  of  com- 
plementary hues  in  all  parts  of  the  revolution ;  and  if  the  two 
images  be  allowed  to  overlap  a  little,  the  overlapping  portions  will 
in  all  positions  be  white.  By  varying  the  thickness  of  the  inter- 
posed crystalline  laminse,  the  tints  will  vary  according  to  the 
thickness,  and  the  succession  of  tints  will  follow  the  same  order 
as  in  Newton's  rings,  so  that  when  the  laminse  exceed  a  certain 
thickness  the  light  is  white.  The  production  of  these  colours  is 
not  confined  to  crystallized  minerals,  but  they  are  obtainable  in  a 
less  degree  with  substances  of  animal  origin,  such  as  quill,  horn, 
or  membrane. 

(119)    If  the  plate  interposed  between  the   polarizing   and 
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analysing  surfaces  be  cat  from  a  imiaxal  crystal  in  a  direction 
yerpendicttlar  to  that  of  the  optic  axis,  tlie  transmitted  ray  vill 
still  be  coloored,  but  the  phenomenon  is  diEFerent,  and  etill  more 
beautiful.  A  series  of  colonred  rings  will  be  observed,  intersected 
by  a  cross,  which,  in  one  position  of  the  analysing  plate  will  be 
white  (fig,  89,  i) ;  on  causing  the  analyser  to  rotate  through  an 
arc  of  90°,  the  white  cross  will  be  succeeded  by  a  black  one  (fig. 
89,  3),  and  the  rings  of  colours  will  exhibit  tints  complementary 
to  those  before  observed ;  at  the  nest  quadrant  the  colours  of  the 
first  reappear,  whilst  at  the  succeeding  quadrant  they  are  again 
complementary.  Rotation  of  the  crystal  on  its  own  axis  produces 
no  change  in  the  tints  or  in  the  position  of  the  cross. 

FlQ.  89. 


The  general  explanation  of  these  &icts  is  not  difficult  :- 

If  p  p  (fig.  90)  be  a 
section  of  the  interposed  Fio.  90. 

plate,  I  the  divei^ng 
polarized  beam,  t  t  the 
tourmaline,  c  t  vr  a  sec- 
tion of  the  screen  on 
which  the  image  is  re- 
ceived, it  is  obvious  that 
the  rays,  i  v,  which  tra- 
verse the  plate  f  f,  pa- 
rallel to  the  optic  axis, 

will  suffer  no  (iange ;  but  all  the  lateral  rays,  i  u,  i  w,  which  fall 
npoD  p  P  more  or  less  obliquely,  according  to  their  distance  from 
the  line  1  v,  will  be  doubly  refracted  in  opposite  planes ;  one  of 
these  rays  will  thus  be  retarded  upon  the  other,  and  as  soon  as 
th^  are  brought  iuto  the  same  plane  by  the  action  of  the  analysing 
tourmaline,  they  interfere,  and  give  rise  to  the  brilliant  colours 
which  aie  obaerred.     The  formation  of  the  cross  is  occasioned  by 
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the  absence  of  any  change  ia  the  plane  of  polarization  of  those 
rays  which  traverse  the  principal  section  of  the  crystal  which  either 
coincides  with  the  plane  of  polarization,  or  is  perpendicular  to  it; 
these  rays,  consequently,  do  not  interfere  when  analysed  by  the 
tourmaline.  The  arms  of  the  cross  are  alternately  white  or  black, 
according  as  the  axis  of  the  tourmaline  is  parallel  to  the  original 
plane  of  polarization,  or  is  at  right  angles  to  it. 

With  biaxal  crystals,  such  as  aragonite,  carbonate  of  lead, 
nitre,  and  borax,  the  phenomena  are  even  more  beautiful,  a  double 
system  of  rings  being  formed,  in  which  the  curves  are  of  a  different 
order,  owiug  to  the  more  complicated  phenomena  resulting  from 
the  mutual  action  of  the  optic  axes ;  the  surface  of  the  section 
being  oblique  to  both  these  axes :  the  greater  the  angle  formed 
with  each  other  by  tbe  axes,  the  further  will  the  rings  be  asunder. 
The  two  axes  are  inclined  to  each  other  in  nitre  at  an  angle  of  5°  ao'; 
in  aragonite  at  an  angle  of  1 8°  1 8';  in  borax  at  an  angle  of  39°;  and 
in  topaz  the  angle  is  between  49°  and  50'^:  the  position  of  the  inter- 
secting  cross  varies  when  the  cr}'stalline  plate  is  made  to  rotate ;  and 
the  colours  become  complementary  when  the  analyser  is  turned 
round.  The  general  outline  of  these  6gures  is  represented  fig.  91. 
Fio.  91. 


A  peculiarly  interesting  connexion  has  been  established  be- 
tween these  phenomena  and  the  state  of  molecular  tension  in  the 
solid,  by  the  discovery  that  these  appearances  may  at  will  be  pro- 
duced in  uncrystallized  media,  such  as  glass,  or  in  regular  crys- 
tals, whenever  homogeneity  is  interfered  with  in  regular  prc^ression. 
This  fact  is  rendered  evident  by  the  application  of  pressure  later- 
ally, to  a  strip  of  glass  which  previously  exerted  no  doubly  refrac- 
tive influence.  The  parts  compressed  acquire  a  negative  double 
refraction ;  and  they  are  separated  by  a  neutral  line,  where  the 
particles  of  tbe  solid  retain  tbeir  normal  condition,  from  those  on 
the  opposite  edge,  which  have  become  dilated,  and  show  positife 
double  refraction.  This  want  of  homogeneity  exists  permanently 
in  glass  which  has  been  imperfectly  annealed  ;  and,  according  to 
the  form  given  to  it  by  grinding,  it  is  possible  to  alter  the  tensioD 
o|  the  particles  iu  different  dircctioDs,  and  produce  the  phenomena 
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of  uniaxal  or  of  biaxal  ^i<^*  92* 

crystals ;  thus  a  square 
or  a  circular  plate  be- 
longs to  the  uniaxal 
system  (as  shown  in  fig. 
92)^  while  an  elliptic 
plate  occasions  rings  re- 
ferable to  the  biaxal 
form. 

(120)  Coloured  Circtdar  Polarization, — ^Tbere  are,  however, 
cases  in  which  the  plane  of  polarization  of  the  ray  is  continually 
changing  during  its  entire  progress  through  the  medium  employed 
to  produce  the  colouration;  in  some  substances  the  plane  of 
polarization  revolves  from  left  to  right  (like  the  hands  of  a  clock) ; 
in  others  from,  right  to  left.  Rock  crystal  was  the  substance  in 
which  this  effect  was  first  observed.  If  a  polarized  ray  be  trans- 
mitted through  a  plate  of  rock  crystal  cut  in  a  direction  perpen- 
dicular to  that  of  the  axis  of  the  prism,  the  plane  of  polarization 
undergoes  rotation  in  a  degree  proportioned  to  the  thickness  of  the 
plate.  The  amount  of  this  rotation  differs  for  each  colour,  and 
increases  according  to  the  increase  of  the  refrangibility  of  the  ray. 
If  the  incident  light  be  white,  the  emerging,  light,  when  examined 
by  an  analysing  plate,  is  therefore  seen  to  be  coloured.  The 
central  portion  only  of  the  pencil  of  light  (which  traverses  the  plate 
vertically,  parallel  to  its  optic  axis)  exhibits  these  phenomena ;  at 
oblique  incidences,  the  usual  law  of  interference  prevails,  and 
coloured  rings  are  formed.  Certain  crystals  of  quartz  produce  left- 
handed,  certain  other  crystals  of  it,  right-handed  polarization.  In 
left-handed  quartz  the  central  colours  ascend  in  the  scale,  when 
the  analyser  is  turned  in  the  direction  of  the  hands  of  a  watch, 
the  succession  being  red,  orange,  yellow,  green,  &c.,  and  the  rings 
appear  to  expand  with  the  revolution  of  the  analyser.  When  homo- 
geneous, light  is  employed,  each  colour  disappears  at  a  particular 
angle  of  the  analyser.  In  crystals  of  quartz  of  a  different  hemi- 
hedral  form,  or  in  which  the  secondary  planes  of  the  crystal  are 
arranged  differently  from  those  of  the  left-handed  variety,  the 
same  phenomena  occur,  but  in  the  opposite  direction.  Chlorate 
of  soda,  which  crystallizes  in  forms  belonging  to  the  regular  system, 
yields  hemihedral  crystals,  and  exhibits  a  power  of  rotation  over 
the  polarized  ray,  analogous  to  that  of  quartz ;  the  rotation  being 
right-handed  or  left-handed,  according  as  the  crystal  is  hemihedral 
to  the  right  or  to  the  left. 

There  are  also  some  liquids  which  produce  circular  polarization  of 


172 


COLOURED   CIRCULAR    POLARIZATION. 


a  similar  kind.  Solution  of  sugar-candy,  for  example,  gives  a  right- 
handed  rotation ;  oil  of  lemons  does  so  likewise.  Certain  varieties 
of  oil  of  turpentine  produce  a  left-handed  rotation.  In  all  these 
cases  the  degree  of  the  rotation  effected  by  liquids  is  much  less 
than  that  produced  by  quartz ;  and,  consequently,  the  light  must 
traverse  a  much  greater  depth  of  the  liquid  to  produce  the  effect. 
Oil  of  turpentine  has  a  power  not  exceeding  y-,  of  that  of  quartz. 
Dilution  with  an  inactive  liquid  does  not  destroy  or  even  weaken 
the  power,  provided  that  the  depth  of  the  column  be  increased  in 
proportion  to  the  extent  of  the  dilution.  A  mixture  of  two  sub* 
stances  acting  oppositely  produces  a  result  exactly  equal  to  the 
difference  between  the  two. 

Biot,  who  discovered  the  phenomenon  of  circular  polarization, 
has  applied  it  to  chemical  purposes.  It  may  be  used,  for  example, 
to  ascertain  the  purity  of  syrups ;  crystallizable  cane  sugar  causes 
a  right-handed  rotation,  while  the  molasses,  or  uncrystallizable 
syrup,  produces  a  rotation  of  the  ray  to  the  left.  The  observation 
is,  however,  too  delicate  to  admit  of  practical  application  to  the 
purposes  of  the  refiner.  In  order  to  measure  the  extent  of  the 
rotation,  the  solution  for  trial  is  placed  in  a  long  glass  tube  shown 
hi  0  0  (fig.  93),  closed  at  t]ie  two  ends  by  flat  plates  of  glass.  This 

Fig.  93. 


tube  is  placed  within  a  metallic  tube,  rs,  for  the  purpose  of  excluding 
stray  light.  A  beam  of  homogeneous  light,  obtained  by  transmis- 
sion through  red  glass,  is  polarized  by  reflection  from  the  mirror 
a  b.      A  NicoPs  prism^*  or  other  polarizing  eye-piece,  n^  is  to 

*  The  Nicol's  prism  affords  a  convenient  means  of  obtaining  a  polarised 
beam,  depending  upon  the  principle  of  total  reflection  (99).  It  ia  prepared  m 
the  following  manner :  A  long  rnomboidal  prism  of  Iceland  spar  is  diTided  in 
half  by  a  ^ane  perpendicnlar  to  the  plane  of  the  longer  diagonal  of  thlb 
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monnted  as  to  admit  of  rotation  around  the  line  d  i;  this  eye- 
piece is  provided  with  a  vernier,  m,  which  traverses  a  circle,  p  q, 
divided  to  degrees,  for  the  purpose  of  measuring  the  angular  rota- 
tion of  the  eye-piece.  The  eye-piece  is  then  so  adjusted,  that 
when  the  polarized  beam  becomes  no  longer  visible,  the  vernier 
stands  at  o^.  Now,  if  the  tube,  o  o,  full  of  solution,  be  placed  on 
the  supports,  a,  b,  so  that  it  shall  be  traversed  by  the  reflected  ray, 
t  d,  light  becomes  visible  to  the  observer  at  n,  but  on  causing  the 
eye-piece  to  rotate  to  the  right  or  to  the  left  (according  to  the 
nature  of  the  solution),  the  image  again  disappears;  the  amount 
of  the  movement  to  the  right  or  to  the  left  expresses  the  amount 
of  rotatory  power  exerted  by  the  liquid  under  the  circumstances. 

An  experienced  observer  usually  substitutes  the  white  light  of 
day  for  that  of  the  red  glass.  In  this  case  the  rotatory  power  is 
measured  from  a  particular  violet  tint,  the  teinte  de  passage  of  French 
writers,  which,  from  the  suddenness  with  which  by  a  slight  rotation 
it  passes  into  red  on  the  one  side,  or  into  blue  on  the  other,  is  the 
most  favourable  for  accurate  observation.  The  tube,  with  its  liquid 
contents,  is  interposed  between  the  polarizing  mirror  and  the  eye- 
piece, previously  adjusted  to  zero,  and  the  rotation  is  estimated  by 
the  angular  motion  necessary  to  produce  the  violet  tint.* 

It  is  remarkable  that  the  vapours  of  oil  of  turpentine  and  of 
some  other  liquids  which  exhibit  the  power  of  circular  polarization, 
display  the  phenomenon  when  seen  through  very  long  tubes, 
though  more  feebly  than  the  liquids  themselves. 

(i2i)  Faraday  has  discovered  a  new  modification  of  this  pecu- 
liar form  of  polarization,  which  homogeneous  transparent  solids  and 
liquids  exert  upon  light  with  various  degrees  of  intensity,  when 
subjected  to  magnetic  power  of  very  exalted  degree.  Some  of 
these  singular  results  will  be  more  particularly  described  at  a 
future  point  (272). 

The  study  of  the  chemical  effects  of  light  will  be  postponed 
(880  et  seq)  until  after  the  chemical  properties  of  the  elementary 
bodies  have  been  described. 


base  ;  the  line  of  section  passing  through  the  opposite  obtuse  solid  andes  of 
^e  prism,  so  as  to  divide  it  obliquely  into  two  equal  portions ;  the  two  nalreB 
of  tbe  prism  are  then  re-unit«d  by  means  of  Canada  balsam.  When  light  is 
transmitted  through  tlie  prism  parallel  to  its  length,  the  incident  light  falls 
Tery  obliquely  upon  the  layer  of  Canada  balsam  ;  and  as  the  balsam  has  a 
imaller  refractive  index  than  the  ordinary  ray,  this  ray  experiences  total  re- 
flection, whilst  the  extraordinary  ray  alone  is  transmitted,  because  the  refrac- 
tire  index  of  the  balsam  bein^  ^eater  than  that  of  the  extraordinary  ray, 
total  reflection  does  not  occur  m  its  case. 

*  Full  detaUs  of  the  most  approved  method  of  conducting  the  operation 
tre  g^ven  by  Clerget,  Ann.  de  Chimie,  III.  xxvi.  175. 
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CHAPTER  V. 

HEAT. 

§  I.  Ejppansion. — Measurement  of  Temperature. — §  II.  Means  of 
maintaining  Equilibrium  of  Temperature,  —  §  III.  Heat  of 
Composition. 

(122)  Upon  the  due  understanding  of  the  principles  and  appli- 
cations of  beat,  much  of  the  svccessful  prosecution  of  chemical 
research  depends.  There  is  scarcely  a  chemical  operation  in  which 
heat  is  not  either  emitted,  absorbed,  or  purposely  applied  to  pro- 
duce the  required  result.  Heat  in  one  mode  of  its  manifestatioa 
presents  tlie  closest  analogy  with  light,  which  it  very  generally 
accompanies.  In  this  condition  it  is  known  as  radiant  heat ;  and 
it  is  in  this  form  that  the  main  supply  of  heat  is  transmitted  from 
the  sun  to  the  surface  of  the  earth. 

It  is,  however,  after  heat  has  fallen  upon  the  surface  of  an 
object  and  has  become  absorbed,  that  its  most  important  effects 
are  manifested.  It  is  onlv  then  that  the  sensation  of  warmth  is 
experienced ;  then  it  is  that  expansion  takes  place  in  the  heated 
body ;  and  it  is  then  only  that  the  phenomena  of  liquefaction  or  of 
evaporation  may  ensue.  Heat  may  also,  after  its  absorption,  be 
again  transmitted  from  the  heated  body,  by  secondary  radiation,  to 
other  objects  around,  or  it  can  be  propagated  more  slowly  by 
conduction  from  particle  to  particle  through  the  mass. 

Heat  likewise  is  susceptible  of  entering  for  a  time  into  the 
composition  of  a  body,  and  of  altering  its  physical  state.  When 
a  solid  becomes  liquid,  it  unites  for  a  time  with  a  quantity  of 
heat,  which  is  perfectly  definite ;  for  instance,  a  pound  of  ice  in 
imdergoing  liquefaction,  always  requires  a  uniform  quantity  of  heat 
t3  produce  this  effect;  the  water  obtained  appears  no  warmer 
than  the  ice ;  and  the  heat,  though  it  for  a  time  ceases  to  affect 
the  senses,  is  not  lost,  but  is  again  given  out  when  the  water 
passes  back  into  the  state  of  ice.  The  heat  which  disappears  in 
liquefaction  is  said  to  have  become  latent;  and  it  again  becomes 
sensible  as  the  solid  condition  is  resumed. 

In  considering  the  relations  of  heat,  the  subject  may  therefore 
naturally  be  subdivided  into  three  sections : — 

The  first  of  these  embraces  the  phenomena  of  expansion^  and 
their  application  to  the  measurement  of  temperature^  including  the 
principles  of  the  thermometer  and  the  pyrometer :  the  second  refers 
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to  the  modes  in  which  the  equilibrium  of  temperature  is  sustained 
or  restored — viz.,  by  conduction,  by  convection,  and  by  radiation : 
and  the  third  relates  to  heat  in  combination,  including  specific  heat, 
the  processes  of  congelation  and  liquefaction,  and  those  of  ebullition 
and  evaporation. 

Before  passing  to  the  immediate  consideration  of  these  sub- 
jects, it  will  be  advantageous  briefly  to  review  the  principal  means 
at  our  command  for  procuring  a  supply  of  the  heat  by  artificial 
means. 

(123)  Sources  of  Heat* — i.  The  sun  obviously  affords  the 
main  supply  of  warmth  to  the  globe.  It  may  furnish  some  aid 
towards  a  conception  of  the  enormous  amount  of  heat  continually 
emanating  from  the  sun,  when  we  state  that,  calculating  from  the 
mean  distance  of  the  earth  from  the  sun,  and  from  the  area  which 
the  earth  exposes  to  the  solar  ray,  the  quantity  of  heat  which  reaches 
the  earth  is  not  at  any  given  moment  more  than  the  two  thousand 
three  hundred  and  eighty  millionth  part  of  that  emanating  from 
the  sun. 

2.  There  are,  however,  many  other  sources  whence  heat  may 
be  procured.  Friction  is  one  of  them.  It  is  remarkable  that  the 
supply  of  heat  from  this  source  is  apparently  unlimited.  Some 
savage  nations  employ  the  friction  of  two  pieces  of  dry  wood  as  a 
means  of  obtaining  Are ;  and  it  is  known  among  ourselves  that  the 
axles  of  wheels  and  other  parts  of  machinery  exposed  to  rapid 
motion  combined  with  pressure,  are  liable  to  become  so  much  heated 
as  to  char  or  ignite  the  woodwork  in  their  immediate  vicinity. 

In  order  to  obtain  some  idea  of  the  amount  of  heat  produced 
by  friction,  the  following  experiments  were  instituted  by  Rumford 
(Phil.  Trans.,  1798,  p.  80)  : — A  brass  cannon,  weighing  113  lb., 
was  made  to  revolve  horizontally  with  a  pressure  of  about  10,000  lb. 
against  a  blunt  steel  borer,  at  the  rate  of  32  revolutions  per  minute ; 
iu  half  an  hour  the  temperature  of  the  metal  had  risen  from  60^ 
to  130^ ;  this  heat  would  have  been  sufficient  to  have  raised  5  lb. 
of  water  from  32°  to  212®.  The  experiment  was  subsequently 
varied  by  placing  the  cannon  in  a  vessel  of  water,  and  friction  was 
again  applied ;  in  this  case,  i8f  lb.  of  water  at  60®  were  actually 
made  to  boil  in  2^  hours.  The  heat  thus  obtained  was  calculated 
by  Bumford  to  be  somewhat  greater  than  that  given  out  during 
the  same  period  by  the  burning  of  nine  wax  candles  each  J  inch 
in  diameter. 

One  of  the  most  curious  proofs  of  the  extrication  of  heat  by 
friction  was  afforded  in  an  experiment  by  Davy,  in  which  two 
pieces  of  ioe^  made  to  rub  against  each  other  in  vacuo,  at  a  tern* 
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perature  below  32°,  were  melted  by  the  heat  developed  at  the  sur- 
faces of  contact. 

The  experiments  of  Joule  {Phil.  Trans.,  1850,  p.  61)  appear 
to  show  that  the  actual  quantity  of  heat  developed  by  friction  is 
dependent  simply  upon  the  amount  of  force  expended^  without 
regard  to  the  nature  of  tlie  substances  rubbed  together.  He  fouud, 
as  a  mean  of  forty  closely  concordant  experiments^  that  when  water 
was  agitated  by  means  of  a  horizontal  brass  paddle- wheels  made  to 
revolve  by  the  descent  of  a  known  weight,  the  temperature  of  i  lb. 
of  water  was  raised  1°  F.  by  the  expenditure  of  an  amount  of  force 
sufficient  to  raise  772  lb.  to  the  heiglit  of  one  foot.  When  cast- 
iron  was  rubbed  against  iron^  the  force  required  to  raise  i  lb.  of 
water  1°  F.  was  found,  as  a  mean  of  twenty  experiments,  to  be 
about  775  lb.,  and  by  the  agitation  of  mercury  by  means  of  an 
iron  paddle-wheel  it  was  found  to  be  774  lb. 

The  conclusion  drawn  from  these  experiments  was — that  the 
quantity  of  heat  capable  of  raising  the  temperature  of  1  lb.  of 
water  (between  55°  and  60°)  by  1®  F.  requires  for  its  evolution 
the  expenditure  of  a  meclianical  force  adequate  to  lift  772  lb.  i  foot.* 
3.  Percussion,  which  is  a  combination  of  friction  and  compres« 
eion,  is  a  method  of  eliciting  heat  which  is  frequently  practised,  as 
is  seen  in  the  use  of  the  common  steel  and  flint,  where  the  com- 
pression extricates  heat  enough  to  set  fire  to  the  detached  portions 
of  steel.  It  is  not  an  uncommon  practice  among  blacksmiths,  to 
show  their  agility  and  dexterity  by  hammering  a  piece  of  cold 
iron  on  the  anvil  until  it  becomes  red-hot  from  the  heat  extricated 

by  compression.  It  is,  however,  remarkable  that  iron 
once  heated  in  this  way  cannot  again  be  made  red-hot 
by  hammering  unless  it  has  been  subsequently  heated 
in  the  forge.  Many  other  similar  instances  might 
be  adduced :  in  the  rolling  of  brass  and  of  copper,  for 
example,  the  bars,  as  they  issue  from  the  rollers,  be- 
tween which  they  have  been  subjected  to  enormous 
pressure,  become  much  heated,  although  they  were 
quite  cold  when  they  entered  the  rolling-mill. 


Fig.  94. 


*  This  may  be  expressed  in  terms  of  the  French  metrical 
system  as  follows : — A  unit  of  heat,  or  the  heat  capable  of 
raising  i  gramme  of  water,  i^  C.,  is  equivalent  to  a  force  which 
would  lift  423*55  grammes  through  a  height  of  i  metre. 

The  apparatus  employed  in  the  determination  of  the 
amount  of  heat  given  out  during  the  friction  of  water  con- 
sisted of  a  brass  paddle-wheel  furnished  with  eight  sets  of  vanes, 
revolving  between  four  sets  of  stationary  vanes.  Fig.  94,  No.  i 
shows  a  vertical  section  of  the  paddle,  and  No.  2  a  transverse 
section  of  the  vessel  and  paddlo.    This  paddle  was  fitted  se» 
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4.  Another  aource  usually  resorted  to  for  pracaHng  heat  arti- 
ficially is  chemical  action.  Whenever  this  occurs  vith  high  iiitea- 
mty,  hest  is  eTolved,  and  it  is  very  generally  accompanied  by  ex- 
tricatLon  of  light,  of  which  a  common  fire  affords  the  best  practical 
Ulostration.  The  chemical  actions  which  are  constantly  going  on 
in  living  animals  are  also  never-ceasing  sources  of  a  reguUted 


eorelj  into  ■  copper  reuel,  c,  fig.  95,  provided  with  a  lid  in  which  wen  two 
Fia.  9fi. 


■pertorea,  one  aHowine  the  passage  of  the  ftiis  without  actnul  eentart  w 
it|  tha  other,  t,  for  the  iDsertion  of  a  thermomoter  graduated  to  hnndredthB  of 
ft  degree  F.  A  weighed  quantity  of  water  was  introduced  into  the  veBsel, 
and  ita  temperature  aicertained  with  minute  precvBiou.  In  order  to  prevent 
Ion  of  heat  by  conduction,  the  Tesael  WM  aapported  upon  a  wooden  itocl, 
and  connected  by  a  piece  of  hoiwood,  4,  with  the  apparatus  for  prodiicmg 
rotation.  Motion  was  given  to  the  axis  by  the  descent  of  two  leaden 
weights,  one  of  which  ia  shown  at  w,  fig.  95.  These  weights  were  suspended 
by  atringi  over  two  wooden  pulleys,  one  of  which  is  shown  at  p,  resting  on 
frietioa  rollers,/^  and  tlie  pulleys  were  connected  by  fine  tniiie  with  we 
roller  r,  which,  by  means  of  a  pin  could  he  readily  connected  with,  or  de- 
tached fpoTB,  the  calorimeter,  c.  The  descent  of  the  weights  waa  measured 
on  the  acale,  s.  ■  ,      ■ 

A  similar,  bat  smaller  apparatus,  made  of  iron  instead  of  braat,  witli  ait 
lotatoiT  and  eight  stationary  vanes,  was  used  for  measuring  the  Lml  ueo- 
dnced  by  the  friction  of  mercury.  The  apparatus  for  measuriug  ti«  ImW. 
produced  by  the  friction  of  solids,  consisted  of  a  vertical  aiis  •■*rrput  k  ut- 
veiled  cast-iron  wheel,  against  which  a  stationary  bevelled  wJtw)  ***  }"«•*< 
by  a  lever:  the  wheels  were  eaoloaed  in  a  caat-iron  v«*eiJ  biM  •^e*. 
tnemuy.  .   <_  j*     

The  rise  of  temperature  in  each  experiment  amoontM  »  «*  •*"  '■ 
water  to  about  0*563  F.    In  the  01 
experiment  in  one  aeriea  wu  3°'4i, 


■o7-. 


178  SOURCES    OF   HEAT. 

emission  of  heat^  and  they  differ  only  from  those  of  the  furnace  in 
the  more  moderate  and  subdued  amount  of  heat  emitted  in  a  given 
time  and  in  a  given  space. 

5.  Accumulated  electricity  is  another  source  of  intense  heat. 

6.  In  addition  to  the  above-mentioned  sources  of  heat^ 
Pouillet  {Ann.  de  Chimie,  II.  xx.  141)  has  shown  that  the  simple 
act  of  moistening  any  dry  substance  is  attended  with  slight  yet 
constant  disengagement  of  heat.  With  bodies  of  mineral  origin, 
when  reduced  to  a  fine  powder  with  a  view  of  increasing  the 
extent  of  surface^  the  rise  of  temperature  does  not  exceed  firom  half 
a  degree  to  2^  F. ;  but  with  some  vegetable  and  animal  substances, 
such  as  cotton,  thread,  hair,  wool,  ivory,  and  well-dried  paper,  a 
rise  of  temperature  varying  from  2°  to  even  10°  or  11°  F.  has  been 
observed. 

7.  Besides  these  sources  of  heat  there  can  be  no  doubt  of  the 
existence  of  a  nucleus  of  intensely  heated  matter  within  the  body 
of  the  earth  itself,  although  it  has  no  sensible  effect  upon  the 
superficial  temperature  of  the  globe.  If  a  thermometer  be  buried 
30  or  40  feet  beneath  the  surface,  it  is  found  to  undergo  no  change 
with  the  alternations  of  the  seasons,  but  on  proceeding  to  greater 
depths  the  thermometer  is  found  to  rise  progressively,  though  not 
quite  uniformly  at  all  places.  If  it  be  assumed  that  on  the 
average  this  increase  of  temperature  is  1°  F.  for  every  50  feet  of 
descent,*  and  if  this  rate  of  progression  be  continued  uniformly 
as  the  depth  increases,  it  would  be  at  the  rate  of  100^  per  mile; 
so  that  at  a  depth  of  a  mile  and  a  half  the  temperature  would  be 
as  high  as  that  of  boiling  water,  and  at  the  depth  of  40  miles,  a 
temperature  of  4000®  F.  would  be  attained,  considerably  beyond 
the  melting  point  of  cast  iron  or  even  of  platinum.  The  existence 
of  this  central  heat,  which  rises  to  a  degree  sufficiently  high  to 
fuse  the  rocky  constituents  of  the  earth's  crust,  is  abundantlj 
manifested  in  the  torrents  of  melted  lava  which  are  from  time  to 
time  poured  forth  in  volcanic  eruptions;  and  the  occurrence  ot 
rocks  at  great  depths,  which  bear  evident  marks  of  igneous  action, 
attests  the  high  temperature  of  the  interior  of  the  earth.  This 
central  heat  is  prevented  from  reaching  the  surface  by  the  low  con- 
ducting  power  of  the  envelope  composing  the  strata  upon  the  surface. 

(124)  Nature  of  Heat — Mechanical    Theory   of  Heat. — ^Two 


*  Cordier  considers  i^  in  45  feet  not  too  hi^h  an  estimate.  The  increase  of 
temperature  in  six  of  the  deepest  mines  of  Northumberland  and  Durham  is 
i^F.  for  44  feet ;  in  the  Saxon  argentiferous  lead  mines,  it  was  found  to  be 
I  in  60  feet,  and  the  same  increase  of  temperatiure  was  observed  in  boring  the 
well  of  Grenelle  at  Paris. — {Lyell,  Prino.  ChoL  7th  ed.  p.  514.) 
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principal  yiews  of  the  nature  of  heat  have  been  entertained  since 
experimental  science  has  been  actively  cultivated.  One  of  these 
views,  which  is  supported  chiefly  by  the  phenomena  of  latent  heat, 
regards  heat  as  an  extremely  subtle  material  agent,  the  particles  of 
which  are  endowed  with  high  self-repulsion,  are  attracted  by  matter, 
but  are  not  influenced  by  gravity.  On  the  other  theory  heat  is 
supposed  to  be  the  result  of  molecular  motions  or  vibrations. 

The  latter  view  was  powerfully  advocated  by  Count  Rumford, 
tod  by  Davy,  who,  in  the  early  part  of  the  present  century,  insti- 
tuted an  important  series  of  experiments  upon  the  production  of 
heat  by  friction.  Many  philosophers  were  subsequently  induced 
to  adopt  the  theory  of  the  vibratory  nature  of  heat  as  maintained 
by  these  eminent  men.  The  opinions  of  Davy  upon  this  subject 
are  thus  stated  by  him  in  his  treatise  on  Chemical  Philosophy, 
p.  95.  "  It  seems  possible  to  account  for  all  the  phenomena  of 
heat  if  it  be  supposed  that  in  solids  the  particles  are  in  a  constant 
state  of  vibratory  motion,  the  particles  of  the  hottest  bodies  moving 
with  the  greatest  velocity,  and  through  the  greatest  space ;  that  in 
fluids  and  elastic  fluids,  besides  the  vibratory  motion,  which  must 
be  conceived  greatest  in  the  last,  the  particles  have  a  motion  round 
their  own  axes,  with  difierent  velocities,  the  particles  of  elastic 
fluids  moving  with  the  greatest  quickness ;  and  that  in  ethereal  sub- 
stances [meaning  by  this  term  light,  heat,  and  electricity]  the 
particles  move  round  their  own  axes,  and  separate  from  each  other, 
penetrating  in  right  lines  through  space.  Temperature  may  be 
conceived  to  depend  upon  the  velocities  of  the  vibrations ;  in- 
crease of  capacity,  on  the  motion  being  performed  in  greater  space, 
and  the  diminution  of  temperature  during  the  conversion  of  solids 
into  fluids  or  gases,  may  be  explained  on  the  idea  of  the  loss  of 
vibratory  motion,  in  consequence  of  the  revolution  of  particles 
round  their  axes,  at  the  moment  when  the  body  becomes  fluid  or 
aeriform,  or  from  the  loss  of  rapidity  of  vibration  in  consequence  of 
the  motion  of  the  particles  through  greater  space.'' 

The  experiments  of  Joule  on  the  definite  amount  of  heat  de- 
veloped by  friction  {Phil.  TVans.  1850)  have  recalled  the  attention 
of  philosophers  to  these  views ;  and  the  mathematical  theory  of 
heat  propounded  by  Carnot,  in  accordance  with  them,  has  under- 
gone recent  revision,  particularly  by  Clausius,  Rankine,  and  W. 
Thomson,  in  consequence  of  which  the  hypothesis  involved  in  the 
term  the  mechanical  theory  of  heat  has  been  favourably  received. 
Upon  this  view,  although  the  ideas  of  Davy  quoted  above  have 
been  adopted  with  extensions  and  modifications  by  some  writers, 
it  is  not  necessary  to  assume  the  particular  kind  of  motion  in  the 

n2 


180  DISTINCTION  BETWEEN  HEAT  AND  TEMPERATURE. 

interior  of  bodies  which  may  be  conceived  to  be  the  cause  of  the 
peculiar  phenomena  of  heat,  but  only  to  suppose  that  a  motion  of 
the  particles  exists^  and  that  the  heat  is  a  measure  of  the  vis  viva 
of  this  motion.  The  important  principle  of  the  theory  is  this : — 
In  all  cases  where  mechanical  effect  is  produced  by  heat,  a  quantity 
of  heat  is  used  up,  proportional  to  the  mechanical  effect  produced : 
andy  conversely,  the  same  quantity  of  heat  can  be  again  generated 
by  the  expenditure  of  just  so  much  mechanical  effect. 

There  can  be  no  doubt  that  this  theory  will  bear  important 
fruit,  from  the  new  lines  of  research  which  it  suggests ;  but  at 
present  its  postulates  rest  on  grounds  by  no  means  obvious,  and  it 
is  too  speculative  to  render  its  further  prosecution  at  this  point 
advisable. 

§  I.  Expansion — measurement  of  temperature. 

(125)  Difference  between  Heat  and  Temperature, — ^The  effect 
of  a  hot  or  of  a  cold  subslauce  upon  our  sensations  enables  us  to 
distinguish  the  one  from  the  other;  but  the  impression  thus  produced 
is  only  comparative,  and  affords  no  exact  criterion  of  the  amount 
of  heat,  the  sensation  produced  being  referable  to  the  temperature 
of  that  part  of  the  body  to  which  it  is  applied  at  the  particular 
moment.  Heat  and  cold  are,  in  fact,  merely  relative  terms  ;  cold 
implying  not  a  negative  quality  antagonistic  to  heat,  but  simply 
the  absence  of  heat  in  a  greater  or  less  degree.  It  is  singular  that 
intense  cold  produces  the  same  sensation  as  intense  heat,  and  a 
freezing  mixture,  as  well  as  boiling  water,  will  blister  the  part  to 
which  it  is  applied. 

Heat  produces  no  alteration  in  the  weights  of  bodies ;  conse- 
quently the  balance  cannot  be  employed  as  a  measure  of  its  amount. 
All  bodies,  however,  when  heated,  acquire  an  increase  in  bulk,  and 
return  to  their  original  dimensions  in  cooling,  and  the  measure  of 
the  amount  of  expansion  is  universally  employed  as  the  measure  of 
temperature. 

It  is  necessary  to  draw  a  distinction  between  the  terms  heat 
and  temperature,  which  are  applied  to  indicate  very  different  things. 
By  the  term  heat  is  meant,  in  philosophical  language,  the  power, 
whatever  it  be,  which  excites  in  us  the  sensation  of  warmth  :  by 
temperature  is  meant  the  energy  with  which  the  heat  in  a  body 
tends  to  transfer  itself  to  other  bodies.  In  other  words,  the  tem- 
perature of  a  body  is  that  modification  of  heat  which  is  perceptible 
to  the  senses  or  can  be  measured  by  the  thermometer.  If  two  or 
more  masses  of  matter,  of  the  same  or  of  different  kinds,  such  as 
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mercury,  oil,  water,  or  spirit  of  wine,  when  brought  into  contact 
with  a  thermometer,  cause  the  mercury  which  this  instrument 
contains  to  stand  at  the  same  point,  they  are  said  to  have  the 
same  temperature.  But  the  temperature  of  a  body  affords  no  in- 
dication of  the  actual  quantity  of  heat  which  it  contains.  A  pint 
of  spring  water  may  raise  a  thermometer  to  the  same  degree  as  a 
gallon  of  the  same  water,  though  it  is  obvious  that  the  larger 
quantity  of  the  liquid  contains  the  greater  amount  of  heat. 
Again,  suppose  a  thermometer  to  stand  in  water  at  50°  in  one 
instance,  and  at  100^  in  another,  in  equal  quantities  of  the  liquid  ; 
it  would  be  a  mistake  to  suppose  that  in  the  latter  case  the  water 
is  twice  as  hot  as  in  the  former.  The  zero  of  the  thermometer 
scale  is  entirely  arbitrary,  and  does  not  indicate  the  complete 
absence  of  heat,  which  may  be  abstracted  continuously  from  bodies 
even  though  they  may  have  been  already  cooled  to  0°. 

(ia6)  Expansion  of  Solids. — Solids,  as  might  be  expected  from 
the  exertion  of  cohesion  among  their  particles,  expand  less  for  equal 
elevations  of  temperature  than  either  liquids  or  gases.  Solids 
generally  expand  uniformly  in  all  directions,  and  on  cooling  return 
to  their  original  shape.  Lead,  however,  is  so  soft  that  its  particles 
slide  over  each  other  in  the  act  of  expansion,  and  do  not  return  to 
their  original  position.  A  leaden  pipe,  if  used  for  conveying  steam, 
permanently  lengthens  some  inches  in  a  short  time,  and  the  leaden 
flooring  of  a  sink  which  often  receives  hot  water  becomes,  in  the 
course  of  use,  thrown  up  into  ridges  and  puckers. 

Mitscherlich  [Poggendorff,  Ann.  x.  137)  has  discovered  that 
all  those  crystals  which  possess  a  doubly  refracting  action  upon 
light,  expand  imequally  in  different  directions  when  heated.  The 
shape  of  a  crystal  of  calcareous  spar,  for  instance,  is  slightly  altered 
when  heated :  the  obtuse  angles  become  more  acute,  and  the  incli- 
nation of  the  faces  of  the  crystal  to  each  other  becomes  lessened 
%\'  by  an  elevation  of  temperature  from  32°  to  2ia°  F.  The 
crystal  elongates  most  in  the  direction  of  the  optic  axis,  and  indeed 
it  actually  contracts  at  the  same  time  in  directions  at  right  angles 
to  this.  Such  crystals,  however,  form  no  exception  to  the  general 
rule  that  the  bulk  of  bodies  is  increased  by  heat.  It  has  been 
ascertained,  for  instance,  that  a  crystal  of  calc  spar  increases  in 
bulk  between  32°  and  212°,  to  the  extent  of  1  part  in  510. 

Different  solids  expand  very  unequally  for  equal  additions  of 
heat :  zinc,  for  example,  dilates  much  more  than  iron,  and  iron 
more  than  glass.  The  total  expansion  of  a  body  may  be  obtained 
Toy  nearly  by  multiplying  the  linear  expansion  (or  expansion  in 
length)  by  three.      The  following  table  gives  some  measurements 
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of  the  expansion  both  in  length  and  bulk  which  is  experienced  by 
various  solid  bodies  : — 

Expansion  of  Solids. 


1*000,000  ParU  at  53**  F. 


English  Flint  Glass 

Glass  tube  (French) 

Platinum    .    . 

Palladium  .    . 

Tempered  Steel 

Antimony  .    . 

Iron  .... 

Bismuth     .     . 

Gold. 

Copper 

Brass 

Silver 

Tin    . 

Lead 

Zinc  . 


At  aia»  p. 
beoome. 


I -000,8 1 1 

i'ooo,86i 
1*000,884 
1*001,000 
1*001,079 
1*001,083 
1*001,182 

I  001,392 
1*001,466 

I*OOI,7l8 

I '001,866 
1*001,909 

1001,037 

1*002,848 
1*002,942 


Bxpansion. 


In  Length. 


in 

1248 

m 

114S 

m 

1131 

m 

1000 

in 

926 

m 

III 

m 

in 

718 

in 

682 

m 

582 

m 

63^ 

m 

534 

m 

516 

in 

35» 

m 

340 

In  Balk. 


I  in  416 
I  in  382 
I  in  377 

I  in  333 
I  m  309 

I  in  307 

I  in  282 

I  in  239 

I  in  227 

I  in  194 

I  in  179 

I  in  175 
I  m  172 
I  in  117 
I  in  113 


Anthority. 


Lav.  &  Laplace 

iDulong 
and  Petit 
Wollaston 
Lav.  and  Lapl. 
Smeaton 
Dulong&  Petit 
Smeaton 

(LaToisier 
and 
Laplace 

Smeaton 


The  following  results^  which  were  obtained  by  Daniell,  with 
bars  heated  in  a  cylinder  of  baked  blacklead  ware^  and  measured 
by  his  pyrometer  scale  (i34)>  show  the  expansion  of  certain  solids 
at  high  temperatures.     {Phil.  TVans.  1832,  p.  456.) 

Linear  Expansion  of  Solids, 


1,000,000  Parts,  at  6a''  F. 

At  aia*. 

At  bda**. 

At  FuBing  Point. 

Blacklead  Ware  . 
Wedgewood  Ware 

Platinum  .... 

Iron  (Wrought)  . 

Iron  (Cast)  .  .  . 

Gold 

Copper  .... 

Silver 

Zinc 

Lead 

Tin 

1000244 
1000735 

1000735 

1000984 

1000893 
IOOIO25 
IOOI430 
IOO1626 
1002480 
1002323 
IOOI472 

1000703 
1002995 

1002995 

1004483 

1003943 
1004238 
1006347 
1006886 
1008527 

(  1009926  maximtmiy 
1  but  not  fused. 
\  1018378  to  the  fusing 
(  pomt  of  cast-iron. 
1016389 

1024376 
1020040 
1012621 
1009072 
1003798 

The  addition  of  heat  beyond  a  certain  point  overcomes  the  co- 
hesion of  the  solid,  and  it  assumes  the  liquid  form.  The  quantity 
of  heat  required  to  effect  this  varies  greatly  with  the  nature  of  the 
substance;  some  solids  melting  at  a  much  lower  temperature  than 
others. 
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(127)  Expansion  of  Lipids, — Liquids  expand  proportionately 
much  more  rapidly  than  solids.  They  differ^  also,  in  expansibility 
to  a  much  greater  extent ;  generally  the  most  volatile  are  most 
expansible.  This  is  remarkably  shown  in  the  case  of  the  liquids 
obtained  by  the  condensation  of  the  gases  (182),  which  are  even 
more  rapidly  dilated  by  heat  than  aeriform  bodies. 

Expanrion  of  Liquids. 


Atja^P. 

Ataia^F. 

Bxpantion. 

Anthoritj. 

1,000,000  parts  of  Mercury  become 
„              Water         „ 

Oil 
„               Alcohol       „ 

1,018,153 
1,046,600 
1,080,000 
1,111,000 

I  in  55    ^ 
I  m  31*3  J 

I  in  125  > 

lin    9     ) 

Begnault 
Dalton 

In  the  annexed  diagram  (fig.  96)^  the  curves  show  the  variation 

Fio.  96. 


880 


$J^ 


tso 


mo 


in  the  rate  of  expansion  oflfered  by  some  important  liquids.  In 
each  case,  the  volume  occupied  by  1000  parts  of  the  liquid  at  its 
own  boiling  point  serves  as  the  starting  point  of  the  comparison. 
The  portions  of  the  horizontal  lines  to  the  right  of  the  point  where 
they  are  cut  by  each  curve,  indicate  the  bulk  of  each  liquid  at  tem- 
peraturesbelowthe  boiling  point;  these  temperatures  are  represented 
on  Fahrenheit s  scale  in  the  left  hand  column,  and  in  Centigrade 
agrees  on  the  right  hand.  For  instance,  w  represents  the  curve  of 
water,  commencing  at  1000  in  the  left  hand  upper  comer  of  the  table. 
1000  parts  of  water  at  212°,  when  cooled  36°  below  the  boiling  point, 
or  to  176^  F.,  occupy  a  bulk  of  986  parts ;  at  144°  F.  below  boiling, 


184 


EXPANSION    OF   LIQUIDS. 


or  at  68®,  these  looo  parts  will  have  become  960  parts^  the  curve 
cutting  the  vertical  Hdc  marked  960.  m  indicates  the  contraction 
of  mercury ;  w,  water ;  a,  alcohol ;  s,  wood-spirit ;  f,  formic  ether ; 
CI,  chloride  of  silicon :  b,  ordinary  ether.  It  has,  however, 
been  found  by  comparing  together  liquids,  not  at  the  same  tempe- 
ratiu'e,  but  at  equal  distances  from  the  boiling  poii^t  (the  point  at 
which  cohesion  is  just  about  to  yield  to  the  repulsive  action  of  heat), 
that  in  many  liquids  of  analogous  chemical  composition  the  expan- 
sion is  very  nearly  uniform.  The  same  thing  has  also  been 
observed  between  some  liquids  which  present  no  analogies  in  their 
nature.  This  subject  has  been  investigated  with  great  care  by 
Pierre  {Ann,  de  Chimie,  III.  xv.  325 ;  xix.  193  ;  xx.  5  :  xxi.  ^^6 ; 
xxxi.  118 ;  and  by  Kopp,  Poffff,  Annal.  Ixxii.  i  and  223 ;  Ldebig's 
Annul,  xciii.  157 ;  xciv.  257 ;  and  xcv.  307).  In  most  instances 
there  is  a  very  satisfactory  agreement  between  the  results  obtained 
by  these  observers  upon  the  same  liquid.  Some  of  their  results 
are  embodied  in  the  following  table.  The  bulk  of  each  liquid  at 
its  boiling  point  is  taken  as  10,000.  The  numbers  in  the  table 
indicate  the  volume  of  the  liquid,  first  at  jV^  F.  below  the  boiling 
point  of  each  liquid,  and  again  at  a  still  lower  temperature,  126*^ 
below  that  point ;  the  most  expansible  liquids  being  placed  first 
in  the  table. 


looooPartg  of  the  foUowiDg  Liquids 
at  Boiling  Point. 


Ether 

Bichloride  of  Silicon 
Chloride  of  Ethyl     .     . 

Acetate  of  Ethyl    .  . 

Formiate  of  Ethyl  . 

1  Acetate  of  Methyl  .  . 

[  Butyrate  of  Methyl  . 

CButyrate  of  Ethyl  .     . 
(Valerate  of  Methyl      . 

r  Bromide  of  Methyl     . 
iBromide  of  Ethyl  .     . 

^Bichloride  of  Tin    .     . 
(.Terchloride  of  PhoAphoms 

Benzol  

I  Butyric  Acid  .  .  , 
Acetic  Acid  .... 
Formic  Acid      .     .     . 

{Iodide  of  Methyl  .  . 
Iodide  of  Ethyl      .     . 

Datbh  Liquid  •     .     .     • 


Formolft. 


(C«  H.  0), 

Si  CI, 
C«  H,  CI 

C.  H.  O.  C.  H,  0, 

C,  H.  O,  C,  HO, 

C,H,O.C,H,0, 

C,  H,  0,  C,  H,  0, 

C,  H,  0.  C,  H,  0, 
C,  H,  0.  C.,  H.  0, 

C,  H,  Br 
C,  H,  Br 

8a  CI. 
PCI, 

C„H. 
HO,  C,  H,  0, 
HO,  C.  H,  0, 
HO,  C,  H  0, 

C.H.I 
C.H.I 

C«  H.  CI. 


Volame  at 

12°  F. 

below  boiling. 


9384 

9390 
9419 

9424 

9430 

9431 
9438 

9446 

9445 
9438 
945a 

9475 
9484 

9486 

9497 
9520 

9j6o 

9494 
95  H 

9499 


Volame  at 

1*6"  F. 

below  boiling. 


9027 

9053 
9064 

9065 

9075 
9065 
9084 

9091 

9130 
9157 

9145 
9164 

9207 

9264 

9163 
9187 

917I 


Ob- 


P. 


*i 


» 


If 


M 


P. 
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Firtfl  of  the  ftiDoiring  Liqaidt 
atBoiUnff  Point. 


FonnnlA. 


■ 

r 


Monochlorinated    Hydro- *> 
chloric  Ether  ...    J 

IMonochlorinated    Datch') 
Liqaid     ....    J 
BichlorixiatedHydroohlo-) 
ric Ether.     ...    J 

Wood  Spirit      .     •     . 

•  Alcohol 

FouaelCHl    .... 

Bifulphide  of  Carbon  . 
Sulphnroos  Ether  .  . 
Bromine  ..... 
Bichloride  of  Titanium  . 
Terehloride  of  Arsenic  . 
Bromide  of  Elayl  .  . 
Terbromide  of  Phoephomi 
Bibromide  of  Silicon 
Water 


C,  H,  Cl.  CI 
C,H,C1,,  Ha 

c^H,ci,,a 

C,H,0,HO 
C,  H,  0,  HO 
C.oH»0,HO 

C.S, 

(C,  H,  0,  SO.), 

Br 

TiCl, 

AbCI, 

C,H,Br. 

PBr, 

Si  Br, 

HO 


Volnme  at 

73°  F. 

below  boiliiig. 


9481 

95^8 

9451 

9488 

953<5 
9503 

95^1 

953^ 

9547 

9553 
9560 

9562 

9621 

9627 

9747 


Yolnme  at 

ia6°  F. 

n>elow  boiling. 

Ob. 
aerrer. 

P. 

912I 

9190 

»t 

9094 

*j 

9225 

i9 

9192 

99 

9201 

»» 

9215 

»> 

9*47 

*> 

9247 
9256 
9264 

*> 
9> 

9353 

>t 

9340 
9627 

9* 

The  expansiou  of  the  different  liquids  used  in  these  experi- 
ments was  determined  by  inclosing  in  tubes  similar  to  those  em- 
ployed for  thermometers^  known  bulks  of  the  liquid  at  a  particular 
temperatmre^  and  measuring  the  expansion  experienced  in  each  case, 
making  the  necessary  correction  for  the  dilatation  of  the  glass  en- 
velope. In  fact,  a  number  of  thermometers  were  prepared^  in  each 
of  which  one  of  the  various  liquids  under  experiment  was  substi- 
tuted as  the  expansible  material  in  place  of  mercury. 

In  comparing  corresponding  compounds  obtained  from  wood- 
spirit  and  from  alcohol  (two  homologous  organic  liquids)^  a  re- 
markable parallelism  in  their  rates  of  expansion  has  been  observed. 
The  acetates  of  oxide  of  ethyl  and  of  methyl  correspond  closely 
with  each  other,  and  with  the  butyrates  of  the  same  substances. 
The  bromides  of  ethyl  and  of  methyl  also  correspond.  So  do  the 
iodides  of  ethyl  and  of  methyl.  Wood-spirit  and  alcohol  do  not 
differ  greatly  from  each  other,  or  from  an  allied  compound  pro- 
duced during  fermentation,  which  has  received  the  name  of  fousel 
oil :  but  the  expansion  of  the  homologous  butyric,  acetic,  and 
formic  acids  differ  rather  more  widely.  Formiate  of  oxide  of  ethyl 
is  metameric  with  acetate  of  oxide  of  methyl  (that  is  to  say,  it  is 
composed,  in  100  parts  of  the  same  chemical  elements,  in  precisely 
the  same  proportions),  and  both  expand  also  in  exactly  the  same 
IBtio ;  but  this  uniformity  of  expansion  in  metameric  bodies  is  not 
always  observable;  considerable  differences  are  found  to  exist,  for 
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example^  between  the  rates  of  expanuon  of  the  metamerides  Dutch 
liquid  and  monochloriaated  hydrochloric  ether^  and  between  mono- 
chlorinated  Dutch  liquid  and  bichlorinated  hydrochloric  ether. 

Two  elements^  however^  such  as  chlorine  and  bromine^  which 
are  most  closely  allied  in  chemical  properties,  and  which  form 
compounds  which  have  the  same  crystalline  form,  may  yet  com- 
bine with  the  same  element,  and  produce  liquids  which  have 
totally  different  rates  of  expansion.  For  instance  Dutch  liquid  and 
bromide  of  elayl  differ  considerably,  and  no  correspondence  exists 
between  the  expansion  of  bibromide  of  silicon  and  of  bichloride  of 
silicon. 

(128)  Expansion  of  Gases, — When  the  temperature  rises  be- 
yond a  certain  point  in  liquids,  they  change  their  state,  cohesion 
is  entirely  overcome,  repulsion  predominates,  and  the  aeriform 
condition  supervenes.  Expansion  for  equal  increments  of  heat  is 
in  gases  far  greater  than  in  solids  or  in  liquids.  If  the  open 
extremity  of  a  tube,  on  the  other  end  of  which  a  bulb  is  blown, 
be  plunged  into  water,  the  heat  of  the  hand  will  be  sufficient  to 
dilate  the  air  in  the  bulb  so  as  to  cause  a  part  to  escape.  In 
gases,  as  cohesion  is  entirely  overcome,  no  such  variety  in  expan- 
sion is  exhibited  as  in  the  case  of  liquids  and  of  solids ;  it  may, 
without  sensible  error,  be  assumed  that  in  gases,  and  also  in 
vapours  at  considerable  distances  above  their  points  of  condensa- 
tion, the  expansion  is  alike  in  all,  under  like  variations  of  tempe- 
rature and  pressure.  From  the  freezing  to  the  boiling  point  of 
water,  they  increase  in  bulk  more  than  one  third,  1000  parts  at  32° 
becoming  1366  at  212®.* 

(129)  Thermometers. — ^Whether  the  body  be  in  the  solid,  the 
liquid,  or  the  gaseous  condition,  the  expansion  is  always  propor- 
tionate to  the  heat  employed ;  and  the  same  body,  with  the  same 
initial  temperature,  always  expands  to  the  same  extent  by  the 
addition  of  the  same  amount  of  heat :  for  example,  a  substance 
at  the  temperature  of  50°  will,  however  often  it  be  heated  to  100°, 
always  expand  to  the  same  bulk ;  and  on  cooling  to  its  original 
temperature  of  50°,  it  will  always  return  to  its  original  bulk. 

By  ascertaining  exactly  the  extent  of  this  expansion,  a  ready 


•  Begnault  {Ann,  de  Chimie,  III.  iv.  5  and  v.  52)  and  Mantis  (i6.  III. 
iv.  3^0)  have  published  independent  and  elaborate  investieationa  on  the  ex- 
pansion which  various  gases  undergo  by  the  application  01  heat.  According 
to  their  experiments,  tne  coefficient  of  expansion  is  not  rigidly  uniform  for  all 

gases ;  the  expansion  being  greatest  for  those  which  are  most  readily  oon- 
ensible,  whilst  for  the  gases  which  have  resisted  all  efforts  to  liquefy  thesit 
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Fio.  97. 


and  available  measure  of  temperature  is  afforded  ;  and  accordingly 
an  instrument  termed  a  thermometer  (from  OipfxoQ  hot^  fiirpov  a 
measure)  has  been  constructed  for  this  purpose. 

Air^  from  the  delicacy  of  its  indications^  and  the 
regularity  of  its  expansion,  would  seem  to  be  the 
material  best  fitted  to  measure  changes  of  temperature, 
and  indeed  it  was  the  substance  first  tried.  The  air 
thermometer  consisted  simply  of  a  bulb  of  glass,  with 
a  narrow  elongated  stem  dipping  into  some  liquid 
(fig.  97) :  as  the  bulb  became  heated  the  air  expanded, 
and  depressed  the  liquid  in  the  stem ;  as  it  cooled 
the  air  contracted,  and  the  liquid  rose ;  a  scale  attached 
to  the  stem  gave  the  amount  of  the  expansion  or  con- 
traction. But  the  size  of  the  instrument  and  the 
extreme  delicacy  of  its  indications  limited  the  range 
through  which  it  could  be  employed,  and  impaired 
its  utility.  It  was  also  soon  observed  that  diffe- 
rences of  atmospheric  pressure,  entirely  independent  of  tempe- 
rature, caused  an  alteration  in  the  bulk  of  the  air :  this  may 
be  seen  by  introducing  such  an  instrument  under  the  receiver  of 
an  air  pump,  and  moving  the  handle ;  the  slightest  motion  causes 
great  alteration  in  the  height  of  the  column  of  liquid  in  the  ther- 
mometer. This  difficulty  was  obviated  by  a  modification  of  the 
instrument  in  which  atmospheric  pressure  was  altogether  excluded  : 
two  bulbs  were  blown  at  the  extremities  of  a  stout  tube,  which 


learcely  anj  appreciable  differences  are  observed.    The  following  table  con- 
tains a  summary  of  the  results  of  these  experiments  :— 

Expansion  of  Ocues  by  Heat, 


1000  Parte  nX  ^tP  F.  beooma^ 

At  aia<*  F. 

SegnKilt. 

> 
Magnns. 

Hydrogen 

Carbonic  Oxide 

Atmospheric  Air 

Nitrogen 

Hydrochloric  Acid   .    .    •    .    . 

Carbonic  Acid 

Protoxide  of  Nitrogen  .... 

Cyanogen    

Sulphurous  Acid 

1366*13 
1366-88 
136706 
136682 
1368*12 
1370-99 

1371-95 
138767 

1390-28 

1365659 
1366508 

1369087 

1385-618 
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was  bent  twice  at  right  angles^  and  a  liquid 
was  included  in  the  stem  (fig.  98).  The 
instrument  in  this  form,  however,  would  not 
indicate  general  changes  of  temperature,  but 
only  differences  between  the  temperature  of 
the  two  bulbs;  if  one  were  warmer  than 
the  other,  the  air  expanded  in  that  bulb  and 
drove  the  liquid  in  the  stem  towards  the 
other  bulb ;  it  was  hence  termed  the  dkfft* 
rential  thermometer  or  thermoscope,  and 
formed,  in  a  limited  number  of  cases,  an 
instrument  of  great  sensitiveness  and  utility. 
(130)  The  next  great  improvement  in  the 
thermometer  was  made  by  the  Florentine 
academicians :  they  substituted  the  expansion 
of  a  liquid  for  that  of  air,  employing  spirit  of 
wine  for  this  purpose,  and  they  divided  the  stem  of  the  instrument, 
arbitrarily  as  before,  by  means  of  small  dots  of  enamel,  placed  at 
equal  distances  upon  the  tube.  As  the  scales  of  different  instru- 
ments were  not  divided  u()on  any  uniform  principle^  the  results 
which  they  furnished  did  not  admit  of  direct  comparison.  This 
evil  was,  however,  removed  by  Newton,  who  applied  Hooke's 
observation,  that  the  melting  point  of  ice  always  occurred  at  a 
fixed  temperature;  and  finding  that  the  boiling  point  of  water 
under  certain  standard  circumstances  was  equally  uniform,  he 
proposed  these  as  fixed  points,  between  which  the  scale  should  be 
divided  into  a  certain  number  of  equal  parts ;  the  scale  being  con* 
tinned  above  and  below,  with  similar  divisions,  as  far  as  might  be 
necessary.  Unfortunately,  this  interval  has  in  different  countries 
been  differently  subdivided.  In  England,  Fahrenheit's  division 
into  180°  is  principally  employed;  the  zero,  or  cP,  upon  this 
scale  being  32  of  these  degrees  below  the  freezing  point  of  water. 
In  France,  and  generally  on  the  Continent,  the  Centigrade  division 
prevails ;  the  interval  between  the  freezing  and  the  boiling  points 
being  subdivided  into  100^,  the  degrees  being  counted  upwards 
and  downwards  from  the  freezing  point,  which  is  reckoned  o^ ;  the 
lower  temperatures  being  indicated  by  the  prefix  of  t^e  negative 
algebraic  sign  — . 

Reaumur,  whose  division  is  still  used  in  Germany  and  Russia, 
divided  the  same  interval  into  80^,  making  his  zero  at  the  freezing 
point  of  water. 

The  conversion  of  degrees  upon  one  scale  into  those  of  another 
is  easily  effected  by  the  use  of  the  following  formulae : — 
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Fahreoh^t  to  Centigrade, 
Centigrade  to  Fahrenheit, 
B&tamnr  to  Fahreuh^t, 
Fahrenheit  to  B&nmur, 


i  (F°  -  32)  =  C°. 
1  0°  +  32  =¥". 
!  R°  +  32  =F°. 
i(F°-  32}  =  R°. 


The  annexed  cat  (fig.  99}  exhibits  the  three 
scales  placed  side  by  side,  and  shows  the  corre- 
sponding valnes  throngh  a  contdderable  range  of  tem- 
perature.* 

The  employment  of  spirit  of  wine  as  the  expan> 
sible  liquid  for  measnring  temperature,  is  attended 
with  advantages  where  low  temperatures  are  con- 
cerned, inasmncb  as  spirit  of  wine  has  never  yet  been 
solidified  by  cold.  But  owing  to  the  low  tempera- 
ture at  which  the  spirit  boils,  it  cannot  be  applied 
for  high  raises  of  temperature ;  the  heat  of  boiling 
water  would  be  sufficient  to  burst  the  thermometer, 
in  consequence  of  the  generation  of  the  vapour  of 
alcohol  within  the  instrument.  For  most  purposes 
mercnry  is  a  more  convenient  thermometric  liquid ; 
it  embraces  a  considerable  range  of  temperature, 
freesing  at  39°  below  0°  F.  and  not  fwiling  under 
600"  F.  It  has  also  the  advantage  of  not  adhering  to 
the  aides  of  the  tubes. 

(131)  A    good    merenrial    thermometer    should 
answer  to  the   following  tests:  when  immersed  in  |av| 
melting  ice,  the  column  of  mercury  should  indicate 
exactly  32°  F. ;  when  suspended   with  its  scale  im-  " 
mersed  in  the  steam  of  water  boiling  ia  a  metallic   ' 
vessel,  as  represented  in  (ig.  100  (the  barometer  stand- 
ing at  30  inches),  the  mercury  should  remain  sta- 
tioiury  at  312°.     When  the  instrument  is  inverted, 
the  mercury  should  fill  the  tube,   and    fall   with  a 
metallic  click,  thus  showing  the  perfect  exclusioa  of 
air.     The  value  of  the  degrees  throughout  the  tube 
shooM  be  uniform :  to  ascertain  this,  a  little  cylinder 
of  mercury  may  be  detached  from  the  column   by  a 
slight  jerk,  and  on  inclining  the  tube  it  may  be  made 
to  pass   from  one  portion  of  the  bore  to  another. 
If  the   scale   be  properly  graduated,  the  column  will  occupy  an 
equal  number  of  degrees  in  all  parts  of  the  tube. 


*  A  tabla  of  the  degrees  of  the  Centifp^de  tcale,  with  their  compuative 
Tslnes  on  that  of  f  ahtenheit,  will  be  found  in  the  Appendix,  Part  III- 
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The  expaasion  of  wblcb  a  thermo- 
^°°-  meter  thus  takes  cogDisance  is  not  the 

entire  expaDsioa  of  the  mercoiy,  but 
the  difference  between  the  expamion  of 
the  mercury  and  of  the  glass :  both 
expand,  but  the  mercury  expands  the 
more  rapidly  of  the  two,  and  the  column 
of  metal,  therefore,  rises  in  tbe  stem  of 
tbe  instrumeDt. 

If  a  thermometer  be  graduated  im- 
f^\  mediately  after  it  has  been  sealed,  it  is 
'■'  ^  liable  to  undergo  a  slight  alteration  in 
tbe  fixed  points  of  the  scale,  owing  to 
the  gradual  contraction  of  the  bnlb, 
which  does  not  attain  its  permanent  di- 
mensions until  after  a  lapse  of  several 
months.  This  contraction  is  probably 
due  to  the  pressure  of  the  atmosphere. 
From  this  circumstance,  the  freesing 
poiat  may  become  elevated  from  ^  to  j  a  degree;  aud  thus  the 
graduations  throughout  the  scale  indicate  a  temperature  which  it 
higher  than  the  true  one  by  the  amount  of  the  error.  In  some 
thermometers,  even  after  long  use,  the  bulb,  as  Despretz  and  Pierre 
have  shown,  after  exposure  to  a  heat  not  exceeding  that  of  boiling 
water,  does  not  at  once  contract  in  cooling  to  its  proper  dimen- 
sions ;  and  thus  a  temporary  displacement  of  tbe  graduation  is 
caused  every  time  such  instrumeuts  are  heated  to  aia". 

(132)  The  variety  of  circumstances  under  which  t her mometen 
are  used,  necessarily  demands  a  considerable  variety  in  their  form. 
It  is  desirable,  for  delicate  experiments,  to  reduce  the  mass  of 
the  instrument,  in  order  to  diminish  tbe  amount  of  heat  required 
to  raise  its  temperature  to  that  of  tbe  bodies  with  which  it  is 
brought  into  contact ;  but  where  minute  subdivisions  of  a  degree 
require  notice,  it  is  better  to  employ  a  thermometer  with  a  large 
bulb  and  a  fine  bore.  A  useful  form  of  the  instrument  is  the  self- 
registering  maximum  and  minimum  thermometer.  The  maximum 
thermometer  consists  of  a  mercurial  thermometer,  with  a  horizon- 
tal stem,  in  the  bore  of  which  a  smalt  piece  of  steel  wire  is  in- 
cluded above  the  mercury.  As  the  mercury  expands  it  pushes  the 
steel  before  it,  and  when  the  mercury  contracts,  and  recedes  to- 
wards the  bulb,  the  wire  does  not  follow  it.  The  minimum  tem- 
perature ia  observed  by  a  spirit  thermometer,  arranged  like  the 
mercurial  one,  but  the  index  consists  of  a  small  piece  of  enamel. 
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sunk  below  the  surface  of  the  liquid  column.     As  the  spirit  de- 
scends^ it  carries  the  index  with  it  by  capillary  adhesion,  as  soon 
as  its  extremity  reaches  the  sur&ce  of  the  liquid ;  but  the  liquid^  on 
expanding,  readily  passes  by  the  enamel,  and  leaves  it  at  the  lowest 
point  to  which  the  column   had  retreated.     SLv^s  thermometer  is 
constructed  upon  a  somewhat  similar  principle,  but  it  is  less  port- 
able, and  more  liable  to  derangement.     A  simpler  form  of  maxi- 
mum thermometer  has  been  constructed  by  N^retti  and  Zambra ; 
it  is  merely  an  ordinary  thermometer,  placed  horizontally,  with  a 
contraction  in  the  tube,  just  above  the  bulb,  so  that  it  allows  the 
mercury  to   pass   when   it   expands,  but  owing  to  the  narrowing, 
the  metal  does  not  recede  when  the  temperature  falls.     It  there^ 
fore  indicates  the  highest  temperature  attained  since  the  last  observa- 
tion.    The  true  place  of  the  mercurial  column  is  restored  by  placing 
the  instrument  vertically,  and  giving  it  a  slight  swinging  motion. 
(133)  Increaseofthe  Ratioof  Dilatation  with  Rise  of  Temperature. 
— ^A  scale  divided  upon  the  principles  already  described  evidently 
depends  for  accuracy  on  the  supposition  that  equal  increments  of 
heat  produce  an  equal  amount  of  expansion.  With  due  precautions, 
a  pound  of  water,  at  32°,  mixed  with   a  pound  of  water  at  a  12^, 
should  yield  a  mixture  in  which  the  thermometer  should  stand  at 
122^,  the  exact  mean.     Yet  it  is  not  true  that  even  in  the  same 
substance  equal  increments  of  heat  at  different  temperatures  pro- 
duce an  equal  amount  of  expansion  : — for  example,  the  expansion 
of  mercury  for  the  10°  between  30°   and  40°,  is  less  than  its 
expansion  for  the  10^  between  200^  and  210^.     In  the  mercurial 
thermometer,  for  temperatures  between  freezing  and  boiling  water, 
it  may  nevertheless  be  assumed,  without  sensible  error,  that  equal 
increments  of  heat  raise  the  thermometer  through  an  equal  number 
of  d^rees.     The  increase  in  the  capacity  of  the  glass  bulb,  espe- 
cially if  the  thermometer  be  made  of  crown  glass,  almost  exactly 
compensates  for  the  increasing  rate  of  the  expansion  of  mercury ; 
though  for  temperatures  above  this  point  the  compen^tion  is  not 
so  exact.     The  general  result  is,  that  for  all  bodies,  in  proportion 
as  the  temperature  rises,  the  expansion   increases ;  the  distance 
between  the  particles  augments  with  the  heat,  and  consequently 
their  mutual  cohesion  is  more  readily  overcome.     The  total  expan- 
sion of  mercury,  for  example,  for  3  progressive  intervals  of  180°  F., 
according  to  Regnault,  is  the  following:  between  32^  and  212^  it 
is   I  part  in  5508;  between  212°  and  392°  it  is  i  in  54*61 ;  and 
between  392^  and  572^  1  in  54*01.     Platinum   is  more  equable 
in  its  expansion  than  any  of  the  metals,  but  it  exhibits  a  similar 
increase  in  the  rate  of  its  expansion  as  the  heat  rises. 
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The  following  table  embodies  some  experimental  results  ob* 
tained  upon  this  point  by  Dulong  and  Petit : — 

Increase  of  Mean  Dilatation  in  Bulk  by  Heat. 


Ifaf^nsl    Am>%l^.^j1 

Eipansion  for  each  Degree  F. 

jiAsenai  empiojea. 

Between 

38**  and  aia® 

Between 
ja^  and  39a^ 

Between 
3a®  and  siJ* 

Between 
3a«  and  66a<'. 

Glass     ...»     - 

I  in  69660 
I  in  67860 
I  in  50760 
I  in  34920 
I  in  9990 
I  in  9915*7 
I  in  11664 

I  in  65340 

I  in  9665 
I  in  9776 
I  in  1 1480 

I  in  59220 
I  in  65340 
I  in  40860 
I  in  31860 
I  in  9518 
I  in  9047*6 
I  in  11372 

I  in  95827 

Platinum    .     .    . 
Iron  ..... 

Copper  .... 

Mercury    .    .     . 
Do.  (Eegnault)     . 
Mercury  in  Glass 

1     . 

The  temperature  of  572°  F.,  as  measured  by  an  air  thermo- 
meter, if  measured  by  the  expansion  of  mercury,  in  an  ordinary 
thermometer,  would  be  indicated  as  586^,  because  the  apparent 
dilatation  of  the  mercury  increases  as  the  temperature  rises. 

(134)  Pyrometers. — Since  the  expansion  of  dissimilar  metals 
for  equal  additions  of  heat  is  unequal,  it  is  evident  that  if  a  com- 
pound bar,  consisting  of  two  such  metals  as  brass  and  steel,  be 
formed  by  riveting  equal  plates  of  each  metal  together,  the  appli- 
cation of  heat  would  occasion  curvature  of  the  bar ;  the  concavity 
being  upon  the  side  of  the  steel,  the  metal  which  expands  least. 
On  this  principle,  a  very  delicate  solid  thermometer  has  been  con- 
structed by  Breguet.  It  consists  of  a  compound  ribbon  of  three 
metals,  platinum,  gold,  and  silver,  which  are  rolled  out  into  a  veiy 
thin  lamina  and  coiled  into  a  cylindrical  spiral,  to  the  lower  ex- 
tremity of  which  an  index  is  attached,  the  upper  end  of  the  spiral 
being  fixed.  The  silver  expands  much  more  than  the  platinum,  so 
that  the  coil  twists  and  untwists  as  the  temperature  rises  and  fidls. 
The  value  of  the  degrees  is  ascertained  by  comparison  with  a 
standard  thermometer. 

For  the  estimation  of  high  degrees  of  temperature,  such  as  the 
heat  of  furnaces  and  the  fusing  points  of  many  metals,  instruments 
of  a  different  description,  usually  termed  pyrometers  (irom  trip 
fire),  are  required.  The  most  accurate  of  these  is  Daniell^s  register 
pyrometer,  which  is  shown  in  fig.  loi.  It  consists  of  two  parts,  the 
register,  i,  and  the  scale,  2.  The  register  is  a  solid  bar  of  black- 
lead  earthenware,  a,  highly  baked.  In  the  axis  of  this  a  hole  is 
drilled,  reaching  from  one  end  of  the  bar  to  within  half  an  inch  of 
the  other  extremity.  In  this  cylindrical  cavity  a  rod  of  platinum 
or  of  iron,  a  a,  6  inches  long,  is  placed.     Upon  the  top  of  the  bar 
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teste  a  cylindrical  piece  of  poreelwn,  c  c,  oufficiently  long  to  pro- 
ject a  short  distance  beyond  the  extremity  of  the  black  lead  bar, 
to  serve  as  an  index.     It  is  confined  in  its  position  by  a  ring  or 


strap  of  platinum,  d,  passing  round 
the  top  of  the  black  lead  tube,  which 
is  partly  cut  away  at  the  top ;  tlie 
ring  is  tiglitened  by  a  wedge  of  porce- 
lain, e.  When  exposed  to  a  high 
temperature,  the  expansion  of  the 
metallic  rod,  a  a,  forcea  the  indei 
forward  to  a  distance  equal  to  the 
I    V  difference   in   the  amount  of  expan- 

^  sion  between  the  metallic  rod  and  the 

black  lead  bar,  and  when  cool,  it  will 
remain  protruded  to  the  same  dis- 
tance, which  will  be  greater  or  less, 
iccordlng  to  the  temperature;  the  exact  measurement  of  this 
distance  is  effected  by  the  '  scale,'  2.  This  scale  is  independent 
of  the  register,  and  consists  of  two  rules  of  brass,  /  g,  joined 
together  by  their  edges  accurately  at  a  right  angle,  aud  fitting 
naare  upon  the  two  sides  of  the  black  lead  bar.  Kear  one  end 
of  this  double  rule  a  small  brass  plate,  h,  projects  at  a  right 
aosle,  which,  when  the  instrument  is  used,  is  brought  down  upon 
the  shoulder  of  the  register,  formed  by  the  notch  cut  away  for 
the  platinum  strap.  To  the  extremity  of  the  rule  nearest  this 
Ijraas  plate,  is  attached  a  moveable  arm,  d,  turning  at  its  fixed  ex- 
tronity  upon  a  centre,  i,  and  at  the  other  end  carrying  an  arc  of  a 
arde,  I,  the  radius  of  which  is  exactly  5  inches,  accurately  divided 
into  degrees  and  thirds  of  a  degree.  Upon  this  arm,  at  the  centre, 
k,  another  lighter  arm,  c,  is  made  to  turn,  carrying  upon  the  ex- 
taremit?  of  its  longer  limb  a  nonius,  a,  which  moves  on  the  face 
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of  the  arc^  and  subdivides  the  graduation  into  minutes.  The 
shorter  arm^  which  is  half  an  inch  in  lengthy  crosses  the  centre, 
and  terminates  in  an  obtuse  steel  point,  m,  turned  inwards  at  a 
right  angle. 

To  use  the  instrument,  the  metallic  rod  is  placed  in  the  re- 
gister, the  index  is  pressed  firmly  down  upon  its  extremity^  and 
secured  tightly  by  the  platinum  strap  and  the  wedge.  The  posi- 
tion of  the  index  is  then  read  ofi*  on  the  scale,  by  placing  the  re- 
gister in  the  re-entering  angle  for  its  reception,  with  the  cross-piece 
firmly  held  against  the  shoulder,  and  the  steel  point,  m,  resting  on 
the  top  of  the  index,  in  a  notch  cut  for  it,  which  coincides  with  the 
axis  of  the  rod.  A  similar  observation,  made  after  the  instrument 
has  been  heated  and  allowed  to  cool,  gives  the  value  of  the  ex- 
pansion. The  scale  of  the  pyrometer  is  compared  with  that  of  the 
mercurial  thermometer,  by  observing  the  amount  of  expansion 
between  two  fixed  points,  such  as  the  freezing  of  water  and  the 
boiling  of  mercury. 

(135)  A  combination  of  the  thermometer  with  the  pyrometer 
gives  a  range  of  temperature  extending  through  wide  limits.  The 
means  of  attaining  very  elevated  temperatures  are  much  more  under 
command  than  those  of  procuring  great  degrees  of  cold. 

The  following  table  gives,  in  degrees  both  of  Fahrenheit's  and 
of  the  Centigrade  scale,  some  remarkable  points  of  temperature : — 


Greatest  artificial  cold  produced  by  a  bath  of  ^ 
Protoxide  of  Nitrogen  and  Bisulphide  of  > 
Carbon  in  vacuo  (Natterer) ) 

Greatest  cold  by  a  hath  of  Carbonic  Acid  and 
Ether  in  vacuo  (Faraday)     ...... 

Greatest  natural  cold  recorded  by  verified 
thermometer  (Sahine) 

Mercury  freezes 

Freezing  mixture  of  Snow  and  Salt .... 

Ice  melts 

Maximum  Density  of  Water 

Mean  Temperature  of  London  (Daniell)    .    . 

Blood  Hoat - 

Boiling  point  of  Water 

Mercury  boils 

Bed  heat \ 

Silver  melts 

Cast-Iron  melts 

Highest  heat  of  wind  furnace  .    . 


-  Daniell. 


«»Fali. 

*»Cen. 

— 220 

—140 

—166 

— IIO 

-56 

—  49 

—  39 

—  39*4 

—  4 

—  20 

33 

0 

39"  3 

4'0 

49*7 
98 

36-6 

212 

100 

662 
080 

350 
526 

2786 
3280 

1022 

i.'>30 
1804 

(136)  The  amount  of  force  exerted  by  expansion  or  contraction 
from  the  efiects  of  heat  or  of  cold  is  enormous ;  for  it  is  equal  to 
that  which  would  be  required  to  elongate  or  compress  the  material 
to  the  same  extent  by  mechanical  means.     According  to  the  ex* 
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periments  of  Barlow^  a  bar  of  malleable  iron,  of  a  square  inch  in 
section,  is  stretched  ^  ^l^^  of  its  length  by  a  ton  weight ;  a  similar 
elongation  is  produced  by  about  i6^  F.  In  this  climate  a  varia- 
tion of  80^  between  the  cold  of  winter  and  the  heat  of  summer  is 
frequently  experienced.  In  that  range,  a  wrought-iron  bar,  to 
inches  long,  will  vary  in  length  two  of  an  inch ;  and  will  exert  a 
strain,  if  its  two  extremities  be  securely  fastened,  equal  to  50  tons 
upon  the  square  inch. 

In  many  instances  in  the  arts  this  effect  is  turned  to  useful 
account.  With  this  view  the  wheelwright  makes  the  iron  tire  of 
his  wheels  a  little  smaller  than  the  wheel  itself,  and  applies  the  tire 
in  a  heated  state ;  on  cooling,  it  contracts,  and  binds  the  parts 
firmly  together.  For  the  same  reason,  in  fastening  together  the 
plates  of  steam-boilers,  the  rivets  are  used  whilst  red-hot.  But,  on 
the  other  hand,  this  force  of  expansion  requires  often  to  be  care- 
fnUy  guarded  against.  Iron  clamps  built  into  furnaces  frequently 
destroy  by  their  expansion  and  contraction,  the  masonry  which 
they  are  intended  to  support.  In  laying  down  pipes  for  the  con- 
veyance of  gas  and  water,  it  is  necessary  to  fit  the  lengths  into 
sockets  where  the  material  used  as  stuffing  to  tighten  the  joint 
allows  sufficient  play  for  the  alterations  in  length  of  the  metal  by 
changes  of  temperature.  For  the  same  reason,  a  small  interval  is 
left  between  the  ends  of  the  iron  bars  in  laying  down  a  line  of 
rails.  Each  tube  of  the  Britannia  Bridge,  across  the  Menai  Straits, 
is  liable,  from  changes  of  temperature,  in  the  course  of  twenty- 
four  hours,  to  an  elongation  and  contraction  varying  from  half  an 
inch  to  three  inches. 

Brittle  substances,  such  as  glass  and  cast-iron,  often  crack  on 
the  sudden  application  of  heat,  because  a  sudden  dilatation  is  pro* 
duced  upon  the  surface  before  the  heat  has  time  to  reach  the  in- 
terior, and  thus  the  cohesion  is  destroyed.  The  thicker  the  plate 
the  greater  is  its  liability  to  fracture.  Sudden  cooling,  by  inducing 
unequal  contraction,  has  a  similar  effect. 

A  knowledge  of  these  effects  of  expansion  explains  why  the  wires 
of  certain  metals,  such  as  iron  and  platinum,  may  be  soldered  into 
glass ;  whilst  other  metals,  such  as  silver,  gold,  or  copper,  separate 
and  crack  out  as  the  joint  cools.  The  expansion  of  iron  or  of 
platinum  differs  from  that  of  glass  by  only  a  very  small  amount, 
whereas  other  metals  vary  from  it  greatly^  and  contract  far  more  in 
cooling. 

(137)  A  remarkable  exception  to  the  law  of  contraction  by  the 
removal  of  heat,  exists  in  the  case  of  water.  Water  follows  the 
regular  lair  until  it  reaches  a  point  between  39^  and^4o^ ;  theuj 
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instead  of  contracting^  it  begins  to  expand^  and  continues  to  do  so 
till  it  reaches  the  freezing  point.  About  39^  it  is  at  its  point  of 
greatest  density^  and  just  before  it  freezes  it  occupies  a  space  as 
great  as  it  did  at  48^.  If  water  at  39^*2  be  taken  as  i,  at  32^  it 
has  a  density  of  0*99988  (Pierre). 

By  dissolving  table  salt  in  water^  the  point  of  maximum  density 
is  lowered^  and  the  solution  goes  on  contracting  regularly  at  tem- 
peratures considerably  below  39^^  until,  in  sea- water,  the  anomaly 
disappears,  the  maximum  density  occurring  according  to  Despretz 
at  25°'38,  a  temperature  below  its  point  of  congelation,  which  the 
tame  observer  estimates  at  27^*4.  Various  other  salts  besides 
culinary  salt  (chloride  of  sodium)  have  the  effect,  when  dissolved 
in  water,  of  lowering  its  point  of  maximum  density ;  but,  amongst 
the  numerous  liquids  examined  by  Pierre,  no  other  liquid  besides 
water  was  found  thus  to  expand  whilst  the  temperature  was 
falling. 

(138)  Correction  of  Gases  for  Temperature, — It  has  been  already 
mentioned  that  aeriform  bodies  expand  more  than  either  solids  or 
liquids  for  equal  additions  of  temperature,  and  that  the  rate  of 
expansion  for  all  gases  and  vapours  is  equal  and  uniform,  at  all 
degrees  of  heat  and  under  all  varieties  of  pressure.-  It  becomes, 
therefore,  a  matter  of  importance  to  estimate  the  amount  of  this 
expansion  in  all  experiments  where  the  quantities  of  gases  require 
to  be  determined,  and  where  their  weight  is  to  be  inferred  irom 
measurement  of  their  bulk.  Provided  that  the  temperature  of  the 
gas  be  known,  the  calculation  is  easily  made.  Experiment  has 
shown  that  for  every  degree  of  heat  upon  Fahrenheit's  scale,  an 
amount  of  expansion  takes  place  equal  to  ^-^  ^^  ^^^  hulk  that  the 
gas  occupied  at  32^  F. ;  that  is  to  say,  that  a  quantity  of  any  gas 
which,  at  the  temperature  of  32°,  measures  491  parts,  for  every 
additional  degree  increases  in  bulk  i  part ;  so  that  at  33^  it  will 
occupy  492  parts,  at  34°  493,  at  40°  499,  at  60°  519  parts.  In 
England,  all  comparisons  of  gases  are  referred  to  the  temperature 
of  60°.  Suppose  it  be  required  to  ascertain  the  volume  which  9*2 
cubic  inches  of  coal  gas,  measured  at  70^,  would  have  when  re- 
duced to  60°: — Since  70— 32=38,  491  parts  of  any  gas  at  32^, 
would,  at  70^,  have  increased  in  bulk  38  parts,  or  would  have  be- 
come equal  to  529  parts.  Again,  60  —  32  =  28,  so  that  a  gas, 
which  at  32°  occupied  491  parts,  would,  at  60°,  occupy  a  space 
equal  to  519  parts.  The  volume,  therefore,  of  any  gas  at  70° 
would  bear  the  same  proportion  to  the  bulk  which  it  would  occupy 
at  60^  as  529  does  to  519,     And  hence 

^29  :  519  :  :  9*9  :  4?  (=9*026  cubic  inches). 
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If  the  gtm,  instead  of  being  measured  at  70^^  had  been  measnrcd 
at  50^^  and  it  were  desired  to  rednce  the  9*2  cubic  inches  to  the 
standard  temperature  of  60^;  since  50—32  =  18,  the  gas^  which 
occupied  491  parts  at  32^,  would  have  expanded  to  509  at  50^. 
The  proportion  to  the  volume  at  60^,  which  would^  as  before,  be 
519,  is  given  as  follows  : — 

509  :  519  :  :  9*2  :  a?  (=  9*380  cubic  inches). 

In  this  case,  the  observed  volume  is  less  than  the  corrected  one ; 
before,  it  was  greater.  An  additional  and  independent  correction 
of  the  volume  of  the  gas  for  the  deviation  of  the  barometric  pres- 
sure from  the  standard  (40)  is  needed  after  the  correction  for  the 
temperature  has  been  made. 

(139)  Liquids  and  gases  immediately  adjust  their  bulk  to  the 
alteration  of  temperature ;  but,  according  to  observations  made  in 
the  Arctic  Expeditions,  solids  do  not  immediately  do  so  in  all  cases : 
it  was  frequently  observed  in  the  metallic  scales  of  many  of  the 
instruments,  that  full  contraction  did  not  occur  until  a  concussion 
had  been  given  to  the  apparatus ;  the  metal  then  contracted  sud- 
denly and  completely. 

(140)  Process  for  Taking  the  Specific  Gravity  of  Gases, — The 
principal  corrections  required  in  the  delicate  operation  of  taking 
the  specific  gravity  of  a  gas  with  accuracy,  have  now  been  pointed 
out.  Beguault  in  his  elaborate  researches  has  reduced  the  number 
of  corrections  ordinarily  required,  by  counterpoising  the  globe  in 
which  the  gas  is  to  be  weighed  by  a  second  globe  of  equal  size, 
made  of  the  same  glass;  a  practice  which  had  previously  been 
adopted  by  Front,  in  his 
carefiil  investigations  on  the 
density  of  the  atmosphere. 
The  film  of  hygroscopic 
moisture  which  always  ad- 
heres to  the  glass  is  equal 
in  both  globes ;  and  as  the 
bulk  of  air  displaced  is  also 
equal  in  both  cases,  the  cal- 
culation for  its  buoyancy 
may  be  dispensed  with.  The 
following  is  a  brief  descrip- 
tion of  the  method  adopted 
by  Begnault: — A  balance, 
capable  of  weighing  two 
pounds,  and  sufficiently  sen- 
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fiitive  to  tarn  with  the  T^t,h  part  of  a  grain  when  loaded,  is  placed 
upoa  a  chest  provided  with  folding  doors,  within  which  the  glass 
globes,  each  of  the  capacitjr  of  about  600  cubic  inches,  attached  to 
the  scale-pans,  are  freeljr  suspended.  The  globe  b,  (ig.  102,  is  her- 
metically sealed ;  the  globe  a,  for  weighing  the  gases,  is  provided 
with  a  stop-cock ;  the  air  is  exhausted  from  a  as  perfectly  ss 
possible,  and  it  is  connected  with  an  apparatus  which  supplies  the 
gas  to  be  weighed,  the  gaa  having  been  carefully  purified  and  dried. 
The  globe  ia  again  exhausted  very  completely,  the  last  portions  of 
air  being  thus  displaced  by 
P10. 103.  the  gas,  and  it  is  a  second 

time  filled  with  the  gas ;  this 
process  must  be  repeated  a 
third  time,  and  the  gas  will 
then  be  free  from  atmo> 
spheric  air.  To  avoid  the 
need  of  any  correction  for 
temperature,  the  globe  is 
this  time  placed  in  a  vessel 
of  melting  ice  (fig.  103),  in 
order  to  cool  the  gas  to  33° 
F.,  which,  by  the  French,  i> 
always  taken  as    the  stan- 

dard.    When  the   globe  it 

*■      ^ 'tss=  filled  with  gas,  and  sufficient 

time  has  elapsed  for  it  to  ac- 
quire the  temperature  of  the  ice,  the  vessel  of  mercury,  ii,  into 
which  the  escape-tube  dips,  is  removed,  so  as  to  equalize  the  pressure 
within  the  globe  with  that  of  the  air ;  the  stop-cock  is  closed,  and 
the  globe  withdrawn,  wiped  carefully  with  a  damp  cloth,  to  avoid 
rendering  the  surface  electric,  and  it  is  then  suspended  to  the  scale, 
pan.  It  is  not  weighed,  however,  until  after  the  lapse  of  a  couple  of 
hours,  by  which  time  the  equilibrium  of  its  temperature  with  the 
atmosphere  is  restored,  and  the  production  of  currents  (146]  around 
it  is  obviated.  The  weight  is  then  accurately  noted;  the  globe  ia  again 
plunged  in  ice,  the  gas  removed  by  the  air-pump,  and  the  elasticity 
of  the  gas  which  still  remains  in  it  is  measured  accurately  by  the 
gauge  attached  to  the  air-pump.  The  empty  globe  is  again  with- 
drawn from  the  ice  and  weighed  as  before ;  the  diSerence  of  the 
two  weights  will  give  the  weight  of  a  bulk  of  gas,  the  elasticity  <rf 
which  is  equal  to  that  of  the  atmosphere,  as  marked  by  the  hdght 
of  the  barometer  H',  diminished  by  the  elasticity,  h,  of  the  remaio- 
ing  gas,  as  measured  by  the  gauge.     If  the  capacity  of  the  gh>b^ 
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has  been  previously  accurately  determined,  the  corrected  weight 
of  the  gas  will  be  obtained  by  the  following  proportion  : — 


The  standard 
pressure. 

As  H 


The  observed        The  observed 
pressure.  weight. 

W—h       :  :  W 


Corrected 
weight. 

fV 


Renault  has  in  this  manner  determined  the  weights  of  i  litre 
of  each  of  the  following  gases,  at  32^,  and  under  a  pressure  of 
29*92:2  inches  of  mercury  at  32° : — 


One  litre  of 

Grammes. 

Air,     mean  of  8  Expts.     •     . 

►      =      1*293187 

Oxygen,      „     3  Expts.     .     , 

,      =       1-429802 

Nitrogen,    „     6  Expts. 

=       1-256167 

Hydrogen,  „     3  Expts.     .     , 

.      =      0-089578 

Carbonic  Acid,  5  Expts.     •     . 

.     =      I-9774H 

From  these  data  it  is  easy  to  determine  the  weight  of  100  cubic 
inches  of  each  gas  in  grains.  The  litre  has  a  capacity  of  61  024 
cubic  inches;  the  gramme  is  equal  to  15*433  grains;  and  the  ex- 
pansion of  air  between  32°  and  60°  by  heat  is  such,  that  ioo,oco 
parts  become  105,701.  The  barometric  pressure  of  29*922  inches 
at  32^  would  be  equal  to  a  column,  at  60°,  of  30005  inches  of 
mercury.  Calculating  from  these  numbers,  the  weight  in  grains 
of  the  under-mentioned  gases  under  a  pressure  of  30  inches  of 
mercury  (the  column  being  measured  at  60^)  is  as  follows : — 


100  Cubic  Inches  weigh, 


Air  .  .  . 
Oxygen  .  . 
Nitrogen .  • 
Hydrogen  . 
Carhonio-Acid 


At  32°  F. 

At  60°  F. 

Sp.Gr.Air=i 

Oraini. 

Oraina. 

32-698 

30935 

I -0000 

3<^i53 

34203 

1*1056 

31762 

30119 

097 13 

2-265 

2*  143 

0*0692 

50000 

47303 

1-5290 

If  the  amount  of  condensation  which  the  constituents  of  a 
compound  gas  undergo  in  the  act  of  combination  be  known,  it  is 
easy  to  check  the  experimental  determination  of  its  density,  and 
to  calculate  the  specific  gravity  of  the  resulting  compound  by  the 
following  rule : — 

Multiply  the  specific  gravity  of  each  of  the  component  gases  or 
vapours  by  the  volume  in  which  it  enters  into  the  formation  of  the 
compound  ;  add  these  products  together^  and  divide  by  the  number 
of  volumes  produced  after  condensation  has  occurred, 
^     Suppose  for  example  it  be  desired  to  know  the  specific  gravity 
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of  protoxide  of  nitrogen  :  2  volumes  of  this  gas  are  formed  b;  the 

Qtiion  of  2  volumes  of  nitrogen,  and  i  volume  of  oi;gen  ^— 

Specific  gravity  of  nitrogen  =  09713x3  =    1*9436 

Specific  gravity  of  oxygen       =   1*1056x1   =   1*1056 

a)3'04»a 

Calculated  specific  gravity  of  protox.  nitrogen  =   i'524i 

Again,  the  specific  of  gravity  of  ammonia  may  be  found  as  foUom : 
4  volumes  of  ammonia  contain  2  volumes  of  nitn^n,  and  6 
volumes  of  hydrogen  ; — 

Specific  gravity  of  nitrogen     =  0*9715x2  =   1*9426 
Specific  gravity  of  hydrogen    =  00692x6  =  0*4152 

Calculated  specific  gravity  of  ammonia         =  0*5894 

(141)  Determination  of  the  Specific  Gravity  of  Vapoun. — A 
difiierent  method  of  procedure  is  required  in  taking  the  speinfie 
gravity  of  a  vapour.  This  is  an  operation  which  the  chemist  has 
frequently  occasion  to  perform,  as  it  often  throws  light  upon  the 
composition  of  the  body.  Two  methods  have  been  proposed  tat 
attaining  the  object ;  one,  devised  by  Gay  Lnssac,  is  suitable  fix 
liquids  which  boil  at  a  temperature  approaching  the  boiling  point 
of  water :  the  other  is  applicable  not  only  to  these  liquids  but  to 
all  that  boil  below  the  boiling  point  of  mercury.  This  latter 
method,  contrived  by  Dumas,  is  the  tmlj 
one  that  will  be  here  described. 

A  thin  glass  globe  or  balloon  (a,  fig.  104} 
of  3  or  4  inches  in  diameter,  is  drawn  off  at 
the  neck  into  a  capillary  tube,  5  or  6  india 
in  length ;  the  open  extremity  of  this  tube 
is  attached  to  a  desiccating  tube  filled  with 
chloride  of  calcium  (63),  and  this  is  con* 
nected  with  the  air-pump.  The  air  is  ex- 
hausted from  the  apparatus,  and  then  slowly 
re-admitted,  repeating  the  process  three  at 
four  times.  By  this  means  any  film  at 
moisture  which  might  be  adhering  to  the 
interior  of  the  globe  is  removed,  and  it  ii 
filled  with  air  in  a  dry  state :  the  tempeia- 
l  ture  and  pressure  of  the  atmosphere  at  the 
I  time  are  noted  down.  The  balloon  having 
beeu  detached  from  the  air-pump,  it  is  accu- 
rately weighed :  this  weight  represents  that 
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of  the  balloon  and  the  air  which  it  contains.  The  capillary 
tube  is  then  inserted  into  the  liquid  which  is  designed  to 
furnish  the  vapour,  the  specific  gravity  of  which  is  required :  by 
gently  warming  the  globe,  the  enclosed  air  expands,  and  a  small 
quantity  of  it  is  expelled.  As  the  globe  cools  the  air  again  con- 
tracts and  the  liquid  rises.  loo  or  150  grains  of  the  liquid  hav- 
ing been  thus  introduced,  the  globe  is  next  firmly  attached,  by 
means  of  copper  wire,  to  a  wooden  handle,  c,  and  by  its  means  is 
depressed,  as  represented  in  fig.  104,  completely  beneath  the  sur- 
face of  a  liquid  (water,  oil,  or  chloride  of  zinc,  according  to  the 
temperature  required),  which  is  gradually  heated  till  it  is  30^  or 
40^  above  the  boiling  point  of  the  liquid  of  which  the  vapour- 
density  is  required.  The  liquid  in  the  globe  is  thus  made  to  boil 
briskly,  and  is  converted  into  vapour^  which  expels  the  air  and 
takes  its  place. 

After  the  vapour  ceases  to  escape  from  the  aperture  of  the 
capillary  tube,  the  bath  is  maintained  at  a  steady  temperature 
for  a  few  minutes,  to  allow  the  balloon  and  its  contents  to  acquire 
the  temperature  of  the  liquid  in  which  they  are  immersed.  The 
temperature  is  then  observed  by  the  thermometer,  t,  and  at  the 
same  moment  the  capillary  tube  is  sealed  by  the  flame  of  the  blow- 
pipe. The  balloon  is  afterwards  removed  from  the  bath,  and  allowed 
to  cool ;  it  is  thoroughly  cleaned,  and  a  second  time  accurately 
weighed.  The  weight  thus  obtained  represents  that  of  the  balloon 
with  that  of  the  liquid  which  remained  within  it  in  the  form  of 
vapour  at  the  moment  of  the  sealing.  The  capillary  neck  is  now 
plunged  beneath  th^  surface  of  water  (or  of  mercury),  and  is  then 
broken  off.  If  the  operation  be  successful,  the  vapour  becomes 
condensed,  and  the  liquid  enters  the  globe,  so  as  either  completely 
to  fill  it  or  to  leave  only  a  small  bubble  of  air.  The  globe,  with 
the  water  which  it  contains  is  next  carefully  weighed,  and  the 
capacity  of  the  balloon  is  thus  ascertained,  since  252*5  grains  of 
water  are  contained  in  the  space  of  a  cubic  inch.  The  bubble  of 
air  is  then  decanted  into  a  graduated  tube,  and  its  bulk  measured; 
or  the  globe  may  be  completely  filled  up  with  water  and  again 
weighed;  the  difference  of  the  last  two  weighings  will  represent  the 
weight  of  a  quantity  of  water  which  corresponds  in  bulk  to  that  of 
the  bubble  of  air. 

All  the  data  necessary  for  calculating  the  specific  gravity  ot 
the  vapour  are  thus  furnished,  as  will  be  seen  from  the  following 
example : — 
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BY   EXPERIMENT. 

G^nins. 

(i)  Weight  of  the  balloon  full  of  dry  air,  at  a  pressure' 

of  29*1  inches  barometer,  and  a  temperature 

of  57"^  F 

(2)  Weight  of  the  balloon  full  of  alcohol  vapour,  sealed)      ^ 

at  212°,  barometer  at  29*1  inches         .  J       ^ 

{3)  Weight  of  the  balloon  with  the  water  that  entered)^ 

on  opening  the  capillary  neck  under  water     j 

Cubic  Incb**! 
(4)  Residual  air     •  •  •  •         •  •  o*2CX) 

BY  CALCULATION. 

Gndnf. 
By  (3)  the  weight  of  the  balloon  full  of  water  was     .  8102*0 

By  (i)  the  weight  of  the  balloon  full  of  air  was  •  1187*2 


DiflFerence :  weight  of  the  water     ....  6914*8 
Add  -g-lr  for  the  weight  of  air  displaced  by  the  water  .         8*4 


6923*2 


Cubic  Inches.- 
Dividing  6923*2  by  252*5,  we  obtain,  as  the  contents^ 

of  the  balloon,  in  cubic  inches     .  .  .}       ^  ^  " 

Add  to  this  the  bulk  of  the  residual  air  .  •  .         0*200 


(5)  The  sum  gives  the  capacity  of  the  balloon  at  57^ . 
Add  the  increase  of  volume  due  to  expansion  at  212^  . 

(6)  The  capacity  of  the  balloon  corrected  to  the  tem-)  , 

perature  of  212°  becomes  •  .  •  .)        ^ 


27*619* 
0043 


*  Where  rigid  accuracy  is  desired,  it  is  necessary  to  calculate  thedifferer 
between  the  capacity  of  the  globe  at  the  temperature  of  the  air,  and  that 
the  temperature  at  sealing,  and  to  add  this  oifierence  to  the  capacity  as  > 
culated  above.     When  the  temperature  at  sealing   is  very  elevated,  ' 
"^*«  (UKiuires  some  importance;  but  it  is  insignificant  in  most  of 

'^^o  vapour   densities  obtained  by  experiment  d 

~-'<-4-!/*al    rAttiilfa    unA  a  fair  annmT-im«l'.i« 
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Cubic  Inches. 
2J*6ig  cubic  inches  of  air  measured  at  57°,  with  baro-' 

meter  at  29* i  inches,  would  become  at  60°  •      27*083 

with  barometer  at  30  inches         ... 

Grains. 
And  would  weigh         •  .  .  .  .  .  8*37 

Now  (by  i)  the  weight  of  the  balloon  filled  with  dry^      ^ 

air  was  ......  ,j        ' 

Deduct  the  weight  of  the  air  •  •  •  .  8*37 


(7)  The  difference  gives  the  weight  of  the  empty  balloon  1 1 78*83 


Cubic  Inch. 
The  0*2  cubic  inch  of  residual  air  measured  at  57^,] 

and  at  29*1  inches  barometer,  would  becomes       0*252 

at  212^  and  29*1  barometer        •  .  .) 

Grain. 
(8)  And  would  weigh   .•••••         0*06 

Cubic  Inches. 
But  (by  6)  the  capacity  of  the  balloon  at  212^  was    .        27*662 

Deduct  dilated  residual  air   .  •  •  .  .         0*252 


The  difference   gives   the   space  occupied  by  alcohol) 

vapour,  at  212°  and  29'!  barometer     .  .J        '  ^ 

Now  27*41  cubic  inches  of  vapour,  measured  at  212°] 

and  29*1  barometer,  if  they  could  exist  uucon- 1  ^  ^ 

densed  as  vapour,  at  60°,  and  at  30  inches  [  ^  ^ 

barometer,  would  become  .  .  .  ./ 

Grains. 
But  (by  2)    the    united  weight   of  the  balloon,  the)     « 

vapour,  and  the  residual  air  was  found  to  be  . )       ^ 

Deduct  the  weight  of  the  residual  air  (8)  .  .         0*06 


The   difference   Gives    the  weight    of    balloon  and)      » 

^                      °  11189-14 

vapour  .          .          .          .          .          .  .j        ^    ^ 

Deduct  the  weight  of  the  empty  balloon  (7)      .  .   1178*83 


The  difference  gives  the  weight  of  20*565  cubic  inches) 

of  alcohol  vapour  at  60°    .  .  .  .)  ^ 

100  cubic  inches  of  alcohol  vapour  would,  therefore,  weigh  50*123 
grains  at  60^  and  30  inches  barometer.  Now,  100  cubic  inches 
of  air  weigh  31  grains,  at 60^  and  30  inches  barometer;  therefore, 
50*123  divided  by  31  gives  1*617  ^  *^®  specific  gravity  of  the 
vapour  of  alcohol,  from  the  foregoing  experiment. 
V    Deville  and  Troost  {Comptes  Rendus,  xlv.  82 1,  and  xlix.  239)  have 
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extended  this  method  of  Dumas  to  the  determination  of  the  dennty 
of  vapours  of  bodies  of  very  high  boiling  point.  They  employ  light 
vessels  of  porcelain^  instead  of  the  glass  balloon^  and  seal  the  exit 
tube  by  means  of  the  oxyhydrogen  jet.  The  constant  tempera- 
ture at  which  the  density  of  the  vapour  is  determined^  is  obtained 
by  placing  the  porcelain  vessel  in  the  vapour  of  a  body  vehich  boils 
at  a  much  higher  temperature  than  the  substance  subjected  to  ex- 
periment ;  the  distillation  of  the  body  which  furnishes  the  vapour- 
bath  being  conducted  in  vessels  of  iron.  Boiling  mercury^  for 
example^  gives  a  vapour  of  constant  temperature  of  662^ ;  the  vapour 
of  boiling  sulphur  is  estimated  at  824^;  that  of  cadmium  at 
1580^;  and  that  of  zinc  at  1904^.  But  since  the  determination  of 
these  high  temperatures  is  liable  to  some  uncertainty^  a  compara- 
tive experiment  is  made  in  a  separate  porcelain  vessel^  by  employing 
a  substance  like  iodine^  which  furnishes  a  very  heavy  vapour^  the 
density  of  which  at  measurable  temperatures  is  exactly  knovm.  The 
experiments  thus  give  the  direct  relation  between  the  density  of 
the  vapour  under  trial,  and  that  of  iodine  at  equal  temperatures. 

§  II.  On  the  Equilibrium  of  temperature. 

(142)  All  bodies,  when  heated,  return  sooner  or  later  to  the 
temperature  of  surrounding  objects ;  the  tendency  of  heat  being 
constantly  to  preserve  or  recover  an  equilibrium.  This  balance 
is  restored  either  by  transmission  from  particle  to  particle,  ia 
which  case  the  process  is  termed  conduction :  or  by  convection,  or 
the  motion  amongst  the  j^articles  of  liquids  or  gases :  or  by  radiO' 
tion  between  bodies  at  a  distance  from  each  other. 

Conduction. 

(143)  If  we  place  the  end  of  a  short  strip  of  glass  and  of  a 
strip  of  metal,  of  equal  length,  in  the  flame  of  a  lamp,  we  shall 
soon  be  sensible  that  heat  reaches  the  fingers  more  rapidly  through 
the  metal  than  through  the  glass ;  and  shall  have  a  clear  proof 
that  these  two  substances  differ  greatly  in  their  power  of  conduct** 
ing  heat.  Of  all  known  substances,  metals  possess  the  greatest 
amount  of  conducting  power,  but  even  they  differ  considerably 
when  compared  with  each  other.  It  may  be  taken  as  a  rule, 
although  it  is  liable  to  numerous  exceptions,  that  the  denser  the 
body  the  better  it  conducts  heat. 

Despretz,  many  years  since,  and  Langberg,  as  well  as  Wiede- 
mann and  Franz,  more  recently,  have  published  a  series  of  experi* 
ments  upon  the  relative  power  possessed  by  different  solids  for  tho 
conduction  of  heat.     In  the  experiments  of  the  observers  lasfe 
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named  {Pogg.  Annal.  Ixxxix.  497)^  bars  of  each  substance  similar 
in  dimensions  were  exposed  at  one  extremity  to  a  uniform  source 
of  heat^  and  the  progress  of  the  temperature  along  each  bar  was 
measured^  at  intervals  of  %  inches^  by  means  of  a  thermo-electric 
pair.  They  concluded  that  the  conducting  power  for  heat  in  metals 
follows  the  same  order  as  their  power  of  conducting  electricity. 

Calvert  and  Johnson  [Phil.  TVans.  1858)  have  investigated  the 
same  subject  by  a  still  more  direct  method.  Their  plan  of  opera- 
ting consisted  in  employing  two  vessels  made  of  vulcanized  caout- 
chouc^ on  account  of  its  feeble  conducting  power  for  heat.  The  bars 
of  the  metals  under  trial  were  each  2*36  inches  long^  and  0*393  ^^^^ 
square.  Each  bar  in  succession  was  passed  through  an  opening 
in  one  of  the  sides  of  each  vessel  into  which  it  projected  one- 
sixth  of  its  lengthy  the  intervening  portion  being  covered  with 
vulcanized  caoutchouc.  A  given  weight  of  cold  water  sufficient  to 
cover  the  bar  was  then  introduced  into  one  t)f  these  vessels^  and  the 
temperatiure  accurately  observed ;  into  the  other  vessel  a  given 
weight  of  water  at  about  1 94^  was  introduced^  and  the  tempera- 
ture was  maintained  steadily  at  this  point  for  15  minutes  by  the 
occasional  injection  of  steam  in  sufficient  quantity.  At  the  end  of 
this  time^  the  temperatiure  of  the  colder  vessel  was  noted.  A  com- 
parison of  the  rise  of  temperature  experienced  in  this  vessel  when 
bars  of  different  metals  were  employed  in  succession^  furnished  the 
relative  conducting  power^  correction  being  made  for  the  loss  of 
heat  by  radiation  and  transfer  from  one  vessel  to  the  other  during 
the  experiment.* 

The  following  table  gives  some  of  the  results  obtained  in  this 
way,  compared  with  those  of  Wiedemann  and  Franz  : — 

Conducting  Power  for  Heat. 


Metals  Employed. 


Silver  .    .    . 
Gold    .    .    . 
Gold^     . 
Boiled  Copper 
Cast  Copper . 


Calvert  and  Johnson. 

Wiedemann  and 
Franz. 

f 

> 

"C. 
Bise  of  Temp. 

Mean  Con 
BilTer 

tduetivity. 
ss  1000. 

3190 

2695 

1000 
981 
840 

845 
811 

1000 

736 

*  It  is  to  be  regretted  that  the  authors  did  not  test  the  accuracy  of  their 
method  by  repeating  their  experiments  with  bars  of  the  same  metals  of  a  dif- 
ferent length — say  of  four  inches ;  they  would  no  doubt  have  then  obtained  the 
•ame  sequence ;  out  the  ratio  of  the  quantities  of  heat  conducted  would  pro- 
bably hare  been  different.  Their  numbers  at  present  must  simply  be 
regarded  as  representing  the  order  qf  conductivity,  but  not  Hie  oonaucting 
power  of  the  metals. 
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Conducting  Power  for  Heat — continued. 


Metals  Employed. 


Mercury  . 
Aluminum 
Rolled  Zinc 
Cadmium . 
Bar  Iron  . 
Tin.-  .  . 
Steel  .  . 
Platinum  . 
Sodium  . 
Cast  Iron  . 
Lead  •  . 
Antimony 
Bismuth   . 


Calvert  and  Johnson. 


Wiedemann  lod 
->  Frana. 


OC. 

BiseofTemp. 


Mean  CondnctiTity. 
Silrer  ax  looo. 


2I*6o* 
21*30 

20*45 
18*40 

13*92 

13*45 
12-65 

12*15 

11*65 

1 1  45 
9-17 

685 
1*95 


665 
641 

577 
436 

422 

397 
380 

365 

359 

287 


119 

145 
no 

84 


85 
18 


In  the  experiments  of  Calvert  and  Johnson^  the  platinum, 
aluminum^  iron^  and  sodium  employed^  were  ordinary  commercial 
samples ;  the  other  metals  are  believed  to  have  been  chemically 
pure.  The  purity  of  the  metals  is  indeed  a  point  of  great  impor- 
tance^ as  the  presence  of  small  quantities  of  foreign  metals  or 
other  substances  greatly  impairs  the  conducting  power  of  the 
mass.  Thus  it  was  found  that  gold  when  alloyed  with  i  per  cent 
of  silver,  lost  nearly  %o  per  cent,  of  its  conducting  power. 

Alloys  of  tin  and  lead,  and  lead  and  zinc,  were  found  to  con- 
duct in  the  ratio  of  the  mean  conductivity  of  the  two  metals,  and 
these  alloys  were  found  by  Matthiessen  to  conduct  electricity  in 
like  manner,  forming  an  exception  to  the  generality  of  the  alloys. 

Some  alloys  of  good  and  bad  conductors,  with  the  inferior 
conductor  in  excess,  give  a  conductivity  no  higher  than  that  of 
the  inferior  metal ;  bronze,  for  example,  and  the  alloys  CuSn, 
CuSug,  conduct  no  better  than  tin.  The  presence  of  carbon  dimi- 
nishes the  conductivity  of  iron.  If  that  of  silver  be  taken  as  looOj 
malleable  iron,  steel,  and  cast  iron,  will  be  represented  thus : — 


Malleable  iron 

Steel 

Cast  Iron 


43^ 
397 
359 


It  is  principally  owing  to  differences  in  conducting  power  that 
bodies  at  the  same  temperature  excite  when  touched  very  different 


*  Manifestly  this  is  erroneous ;  probably  the  apparent  very  high  rate  for 
mercury  is  due  to  the  convective  currents  established  in  the  fluid  metal,  wbkh 
were  not  counteracted* 
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sensations  of  heat  or  of  cold.  A  piece  of  metal  feels  much  hotter 
or  colder  than  a  piece  of  wood  heated  to  the  same  degree^  because 
the  metal^  from  its  superior  power  of  conduction,  according  as  it  is 
above  or  below  the  temperature  of  the  hand^  imparts  heat  or 
receives  it  more  quickly  than  the  wood. 

This  property  of  conduction  is  possessed  by  liquids  in  a  very 
limited  degree.  On  filling  a  teat  tube  with  water,  and  holding  it 
by  the  lower  part,  whilst  the  top  of  the  tube  is  placed  across  the 
flame  of  a  spirit  lamp,  the  water  at  the  top  of  the  tube  may  be 
kept  boiling  for  many  minutes  without  occasioning  the  slightest 
inconvenience  to  the  person  who  holds  it.  Gases  are  inferior  even 
to  liquids  in  conducting  power ;  hence  it  is  that  porous  bodies, 
such  as  wool,  fur,  and  eider-down,  which  imprison  large  bodies  of 
air  within  them,  are  so  well  adapted  for  winter  clothing,  by  pre- 
venting the  escape  of  the  heat  of  the  body  outwards.  For  the 
same  reason,  chiefly,  the  employment  of  double  doors  and  windows^ 
which  include  a  layer  of  air  between  them,  is  so  useful  in  prevent- 
ing the  heat  of  our  apartments  from  escaping  outwards ;  or,  as  in 
the  case  of  fire-proof  boxes  and  icehouses,  in  preventing  that  of 
the  outer  atmosphere  from  penetrating.  In  a  similar  manner  snow 
preserves  the  warmth  of  the  earth  during  the  rigour  of  winter. 

The  rapid  change  of  particles  of  air  which  are  in  contact  with 
the  body,  by  the  action  of  a  wind,  renders  the  human  frame  much 
less  able  to  bear  cold  in  a  windy,  than  in  a  still  atmosphere. 
Voyagers  in  the  Arctic  regions  found  that  if  properly  clad,  they 
could  endure  in  a  still  air,  a  temperature  of— 55°  F.:  while  at  o^ 
with  a  brisk  wind,  it  was  impossible  to  face  the  breeze  with  safety. 
A  parallel  case  occurs  in  liquids :  the  hand  may  with  impunity  be 
kept  stationary  in  water  of  a  temperature  so  high,  that  if  the  hand 
were  in  motion,  severe  pain  would  be  occasioned. 

Many  familiar  contrivances  for  preventing  the  escape  of  heat, 
and  for  facilitating  the  employment  of  hot  bodies,  depend  upon 
the  use  of  inferior  conductors  of  heat ;  thus  a  layer  of  charcoal  is 
generally  interposed  between  the  case  of  the  furnace  and  its  fire- 
clay lining,  in  order  to  confine  the  heat.  The  kettle-holder  is  for 
this  reason  used  to  protect  the  hand  from  the  heat  of  the  metal ; 
whilst  the  handles  of  teapots  are  insulated  from  the  hot  metal  by 
non-conducting  pieces  of  ivory.  Wicker-work  or  matting  is  placed 
imder  hot  dishes  to  separate  them  from  the  dinner  table  by  badly 
conducting  substances. 

Much  of  the  economy  of  fuel  depends  upon  a  judicious  appli- 
cation of  these  principles.  An  instructive  illustration  of  their 
importance  is  exhibited  in  the  manner  in  which  heat  may  be 
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economized  by  an  appropriate  construction  of  the  boiler  of  a 
engine.     The  form  which  answers  this  purpose  moat  perl 
that  which  is  known  as  tl 
Fio.  105.  nish   boiler.     Fig,  105   a 

transTerse  section  of  this 
it  consists  of  two  cylinder) 
one  within  the  other;  t 
the  two  is  the  space  for  the 
the  interior  cylinder  conta 
fire-grate,  ash-pit,  and  tl 
portion  of  the  flue :  th< 
which  would  otherwise  I 
ducted  away  by  the  fii 
and  by  the  masonry  of  tl 
pit,  is  thus  economized,  1 
heated  products  of  com 
pass  through  the  boiler 
whole  length,  which  is  sometimes  as  much  as  40  or  e 
feet;  the  hot  air  then  returns  along  the  outside  of  the 
towards  the  fireplace,  and  once  more  passes  underneath  thi 
before  it  finally  reaches  the  chimney,  c.  Loss  of  heat  frt 
outer  surface  of  the  boiler  is  prevented  by  covering  it 
layer  of  badly  conducting  material.  la  the  boiler  of  the  1 
live,  where  a  stronger  draught  is  necessary,  the  fireplace 
rounded  at  top  and  on  its  two  sides  by  a  double  casing  con 
water,  and  the  hot  air  from  the  furnace  passes  through  the 
of  the  boiler  by  a  number  of  small  tubes,  which  open  at  o: 
into  the  fireplace,  at  the  other  into  the  chimney.  Loss 
from  the  external  surface  is  here  al.io  prevented  by  cas 
boiler  in  some  non-conducting  material,  such  as  felt,  w1 
usually  covered  with  wood. 

(144)  Inequafitr/  in  the  Rate  of  Conduction  in  different 
tiont. — The  r-jaearches  of  De  Senarmont  [Ann.  de  Chimie,  I 
457,  and  xiii.  179,)  have  shown  that  although  the  con( 
power  of  solids  which  are  homogeneous  throughout,  and  of  ( 
which  belong  to  the  regular  system,  is  uniform  in  every  dii 
yet  that  in  all  crystals  which  do  not  belong  to  the  regular 
the  conducting  power  varies  in  diSerent  directions,  aecon 
the  relation  of  the  direction  to  that  of  the  optic  axis  of  the  1 
The  fundamental  fact  is  easily  demonstrated  by  taking  tw( 
of  quartz,  one  cut  parallel  to  the  axis  of  the  prism,  the  ot 
at  right  angles  to  that  axis ;  through  the  centre  of  each 
small  conical  aperture  is  drilled  for  the  reception  of  a  ailvi 
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one  ead  of  which  can  be  heated  in  a  flame,  and 
which]  by  its  conducting  powefj  acta  as  an  uniform 
central  source  of  heat.  If  previously  to  the  appli- 
cation of  beat  the  surfaces  of  the  crystal  be  coated 
with  bees'-wax,  the  wax  in  the  plate  cut  across  the 
axis  (fig.  106,  1)  will  be  melted  in  the  form  of  a 
circle,  of  which  the  wire  occupies  the  centre ; 
whilst  on  the  other  plate  the  wax  will  be  melted 
in  the  form  of  an  ellipse,  the  two  diameters  of 
which  are  as  1000 :  1312,  the  long  axis  coinciding 
with  the  direction  of  the  optic  asis  of  the  crystal 
(6g.  106,  3]  showing  that  the  conducting  power  is 
greater  in  this  direction  than  in  one  at  right 
angles  to  it :  whilst  the  circular  form  of  the  melted 
wax  in  the  first  experiment  shows  the  uniformity 
with  which  heat  is  propagated  in  all  directions 
around,  and  parallel  to,  the  axis  of  symmetry.  In 
crystals  with  two  optic  axes,  the  results  although 
more  complicated,  present  the  same  intimate  connexion  with  the 
direction  of  those  lines  within  the  crystal.  Bodies  which  are  not 
crystalline  also  exhibit  an  inequality  in  their  power  of  conducting 
heat  in  different  directions,  when  their  molecular  structure  is 
altered  by  unequal  tension  or  pressure.  Unauncaled  glass,  and 
plates  of  glass  subjected  to  compression  upon  their  edges,  exhibit 
these  phenomena,  the  shorter  axis  of  the  ellipse  being  in  the  line 
of  pressure  or  of  greatest  density. 

Delarive  and  Decandolle  have  shown  that 
similar  diSercnces  in  conducting  power  occur 
in  wood,  which  conducts  much  better  with 
the  grain  than  across  it ;  that  is,  better  in 
a  direction  parallel  to  the  fibres,  than  acr 
them.  Tyndall  has  not  only  conlirnied  this  I 
fiict,  but  has  also  proved  that  heat  passes 
rather  more  rapidly  in  a  direction  from  the 
external  surface  towards  the  centre,  a  b  (fig. 
107},  than  it  does  in  a  direction  parallel  with 
the  ligneous  rings,  c  d,  (Phil.  Trans.  1853,  p.  izS);  the  greatest 
conducting  power  coinciding  with  the  direction  of  greatest  porosity 
and  readiest  cleavage.  The  heaviest  woods  are  not  always  the 
best  conductors.  American  birch,  though  very  light,  conducts 
better  than  oak  which  is  much  denser,  and  far  better  than  iron> 
wood,  which  has  the  unusual  density  of  i'426. 
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Convection  of  Heat. 
(143)  Althougb  the  power  of  conducting  heat  possessed  by 
liquids  and  gases  is  very  small,  yet  they  admit  of  being  rapidly 
heated  by  a  process  of  circulation  or  conTCction,  which  depends 
upon  the  free  mobility  of  the  particles  that  compose  them.  'When 
heated,  each  particle  expands,  and  becomes  for  the  time  specifically 
lighter.  If  the  heat  be  appliol  at  the 
bottom  of  a  large  flask  nearly  filled  with 
water,  into  which  a  little  bran  has  been 
thrown  to  enable  the  eye  to  follow  the 
motion  occasioned,  the  heated  and  lighter 
particles  will  be  seen  by  the  motion  of  the 
bran  to  ascend,  while  their  place  is  supplied 
by  fresh  particles  from  the  sides ;  these  ia 
turn  come  into  contact  with  the  heated 
glass  at  the  bottom,  and  they  again  make 
way  for  colder  portions.  An  ascending 
current,  as  shown  in  fig.  108,  is  thus  esta- 
blished up  the  middle,  and  descending  cur- 
rents flow  down  the  sides  of  the  flask,  which  are  kept  cool  by  the 
air.  Anything  that  checks  this  free  circulation,  and  occasions 
viscidity  in  the  liquid,  impedes  the  distri- 
bution  of  heat.  Porridge  or  starch,  during 
the  boiling,  requires  to  be  constantly  stirred, 
for  the  purpose  of  presenting  fresh  surfaces 
to  the  source  of  heat,  and  of  preventing  the 
portions  in  contact  with  the  hot  bottom  of 
the  vessel  from  becoming  overheated  and 
'  burned.' 

The  motion  thus  communicated  by  heat 
to  liquids,  has  been  ingeniously  applied  to 
the  warming  of  buildings,  by  the  circu- 
lation of  hot  water  in  pipes.  One  of  the 
most  eflcctive  methods  will  be  understood 
by  examining  fig.  109,  which  representi 
Perkins's  arrangement  for  heating  by  mean* 
of  hot  water  at  a  high  pressure.  In  its 
simplest  form  it  consists  of  a  continuous 
wronght-iron  pipe,  i  inch  in  diameter  ei- 
,  ternally,  with  a  bore  half  an  inch  in  dia- 
meter. The  pipe  is  completely  filled  with 
water   at  p  and  closed    by  a    plug.     The 
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apparatus  is  provided  with  a  chamber  at  e,  of  about  -J  or  { 
the  capacity  of  the  entire  tube,  to  allow  for  expansion  f  this 
chamber  being  left  empty.  About  ^  the  entire  length  of  the 
pipe  is  coiled  up  at  f  c,  and  is  heated  by  a  fiimace,  which  is 
of  necessity  placed  in  the  basement  of  the  building.  At  s  s, 
8  s,  other  coils  are  formed  upon  the  pipe  as  it  passes  through  the 
different  apartments  which  are  to  be  heated.  The  course  of  the 
water  is  indicated  by  arrows.  The  hot  water,  mixed  with  bubbles 
of  steam,  passes  off  from  the  upper  part  of  the  coil,  p  c,  ascends 
by  the  pipe,  a  a,  to  the  highest  part  of  the  building ;  it  then  flows 
off  on  either  side  through  the  coils,  s  s,  s  s,  and  returns  by  the 
pipes,  c  c,  which  unite  into  one  before  delivering  the  cooled 
water  to  the  bottom  of  the  coil,  f  c.  8  8,  s  8  are  stop-cocks  for 
arresting  the  current  through  any  one  of  the  heating  coils,  s  s,  s  s. 

The  importance  of  the  exception  in  the  case  of  water  to  the 
regularity  of  expansion  (137),  in  connexion  with  these  circulatory 
movements  will  now  be  perceived.  During  the  frosts  of  winter 
a  rapid  process  of  cooling  goes  on  from  the  surface  of  the  earth 
and  of  our  lakes  and  rivers  :  the  colder  water  sinks  to  the  bottom, 
fresh  portions  being  supplied  from  below,  until  the  whole  has 
reached  the  temperature  of  40°;  below  this  point  the  colder  water 
being  the  lighter  remains  at  the  top,  thus  protecting  the  mass 
beneath  from  further  reduction  of  temperature  by  its  inferior  con- 
ducting power,  and  preventing  such  a  reduction  at  any  considerable 
depth  as  would  be  fatal  to  the  animals  which  it  contains.  Ice, 
too,  being  lighter  than  water,  floats  upon  the  surface,  and  thus  the 
bottoms  of  our  rivers  are  protected  from  the  accumulations  of 
fit>zen  water,  otherwise  inevitable;  and  which  no  subsequent 
summer  heat  would  ever  sufiBce  to  melt,  or  even  to  reach  from  the 
surface.  In  the  ocean,  where  the  maximum  of  density  occurs 
below  32°,  the  depth  is  so  great  that,  excepting  near  the  polar 
circles,  the  low  temperature  does  not  last  sufficiently  long  to  reduce 
the  entire  mass  to  a  degree  injurious  to  animal  life. 

(146)  Current8  in  Ga8€S — Ventilation, — The  motions  produced 
in  gases  by  the  expansive  action  of  heat  are  still  more  obvious 
and  extensive  than  those  occasioned  by  it  in  liquids.  The  tapering 
form  of  flame  is  due  to  an  expansion  of  the  air,  accompanied  by 
a  powerful  upward  current,  produced  by  the  heat  with  which  it  is 
attended.  A  body  of  heated  air  confined  in  a  light  envelope 
possesses  considerable  ascensional  power,  and  constitutes  the  ordi- 
nary fire-balloon ;  it  was,  indeed,  by  means  of  such  a  balloon  that 
the  first  recorded  aeronautic  excursion  took  place. 

The  application  of  the  currents  produced  in  air  by  differences 

y3 
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of  temperature  to  the  veDtilation  of  our  dwellings  is  a  subject  of 
great  practical  importance.     The  draught  produced  in  the  chimney 
is  due  to  the  heat  derived  from  the  fire^  which  dilates  the  air  in 
the  flue  above  it,  and  renders  it  specifically  lighter  :  it  consequently 
rises  in  the  shaft,  and  the  longer  the  chimney  the  more  powerful 
is  the  draught.     Suppose  the  temperature  in  the  chimney  to  be 
on  the  average  of  its  length  25°  above  that  of  the  outer  air,  which 
may  be  assumed  to  be  at  41^ ;  the  dilatation  of  air  for  each 
1°  F.  is  3-^  of  its  bulk  at  41°,  the  column  of  air  in  the  chimney 
will  therefore  be  dilated  3^5-,  or  -^V*     A  column  of  such  heated 
air,   21   feet  high,  which  we  will  assume  as  the  length  of  the 
chimney,  would  therefore  only  balance  a  column  of  20  feet  in 
height  at  the  temperature  of  the  outer  air,  and  the  ascensional 
force  of  the   heated  air    would  be  that    due  to  the  difference 
in  weight  between  the  21  feet  of  warm  air  and  21  feet  of  colder 
air,  or  equal  to  the  pressure  of  a  column  of  the  colder  air  i  foot 
in  height.     Air  must,  however,  be  supplied  to  the  lower  open- 
ing, iu  order  to  allow  the  equilibrium  to  be  restored ;  and  if  the 
communication  of  the  apartment  with  the  outer  air  be  insufficient 
(as  when  the  doors  and  windows  are  carefuUy  closed,  and  listed 
down,  to  exclude  the  draughts  of  cold  air  that  rush  in  at  every 
crevice  to  furnish  that  required  to  feed  the  chimney),  air  will  enter 
at  the  top  of  the  chimney ;  just  as  when  a  bottle  full  of  air  is 
plunged  with  its  mouth  upwards  under  water,  the  water  enters  at 
the  mouth,  whilst  the  air  escapes  in  gushes  or  bubbles.     The  con* 
sequence  of  cold  air  entering  at  the  top  of  the  chimney  will  be, 
that  it  pours  down  into  the  room,  and,  as  a  necessary  result,  the 
chimney  smokes.     If  the  door  or  the  window  be  opened,  however, 
the  annoyance  ceases.     In  a  room  properly  ventilated,  the  requisite 
supply  of  fresh  air  will  enter  freely,  without  the  necessity  of  setting 
the  door  open. 

In  ventilating  a  room,  it  must  be  remembered  that  the  air  which 
has  been  used,  and  which  requires  renewal,  has  become  heated  by 
respiration  and  by  the  burning  of  lamps  or  candles ;  it  therefore  rises 
and  accumulates  in  the  upper  part  of  the  room.  This  is  easily  seen 
by  opening  the  door  of  a  heated  apartment,  and  holding  a  candle  near 
the  upper  part  of  the  door- way ;  if  the  window  be  not  open,  a  current 
will  generally  be  found  blowing  the  flame  from  the  room.  Midway 
down  the  flame  will  be  stationary,  while  near  the  floor  it  will  be 
blown  strongly  into  the  room.  In  this  experiment  the  lighter  heated 
air  flows  out  above,  while  the  heavier  cold  air  supplies  its  place,  by 
entering  at  the  lower  part  of  the  room.  It  is  for  this  reason  ad- 
visable always  to  make  apertures  for  the  escape  of  heated  air  near 
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the  ceiling ;  but  it  must  be  remembered  that  no  ventilation  can  be 
effectual  which  does  not  provide  for  the  entrance  of  fresh  air,  which 
may  be  previously  warmed  or  not,  and  which  is  best  admitted  at 
the  lower  part  of  the  room.  In  cases  where  there  is  a  sufficient 
height  of  chimney,  a  contrivance  of  Dr.  Amott's  is  a  valuable 
auxiliary  to  the  ventilation ;  it  consists  of  a  balanced  valve,  open- 
ing into  the  chimney,  as  near  the  ceiling  as  practicable.  The 
heated  air  passes  off  through  this  aperture  into  the  chimney,  whilst 
any  momentary  downward  draught  occasioned  by  the  sudden  shut- 
ting of  the  door,  or  otherwise,  causes  the  valve  to  close,  and  thus 
to  prevent  the  escape  of  smoke  into  the  room.      ^ 

The  velocity  of  the  currents  produced  by  heat,  and  the  rate  of 
cooling  effected  by  them  upon  a  thermometer  heated  up  to  a  deter- 
minate  point,  vary  in  different  gases,  being  more  rapid  the  lighter 
the  gas.  In  hydrogen  the  rate  of  cooling  is  much  more  rapid  than 
in  air,  while  in  carbonic  acid  it  is  considerably  less  rapid. 

(147)  TVade  Winds. — The  processes  of  circulation  produced  by 
heat  in  liquids  and  gases,  which  have  just  been  described,  occur  upon 
a  vast  scale  in  the  atmosphere  and  in  the  ocean.  The  important 
phenomena  of  the  trade  winds  arise  from  movements  which  origi- 
nate from  these  causes.  The  temperature  of  the  surface  of  the 
earth  not  being  uniform,  but  being  highest  within  the  tropics  and 
lowest  at  the  poles,  the  air  near  the  equator  rises  in  temperature, 
it  becomes  expanded,  grows  specifically  lighter,  and  therefore 
ascends,  its  place  being  supplied  by  cooler  air  from  the  parts 
adjacent,  but  nearer  to  the  poles.  The  heated  equatorial  air  rises 
to  a  certain  point,  and  then  falls  over  to  supply  the  place  of  the 
cooler  air  just  conveyed  from  the  neighbouring  regions.  In  con- 
sequence of  these  actions,  the  air  upon  the  surface  of  the  earth  is 
continuaUy  moving  from  the  poles  towards  the  equator,  and  above 
this  current  is  another  proceeding  in  the  contrary  direction,  from 
the  equator  towards  the  poles.  The  lower  current,  which  is 
steadily  felt  on  each  side  of  the  equator,  through  at  least  30°  of 
latitude,  is  of  the  utmost  importance  to  navigation,  and  forms 
what  are  called  the  trade  winds.  The  upper  current  does  not 
admit  of  being  so  accurately  traced,  but  there  is  satisfactory  proof 
of  its  existence.  The  summits  of  many  inter-tropical  mountains, 
such  as  the  Peak  of  Teneriffe,  12,180  feet  high,  and  Mouna  Kea, 
in  the  Sandwich  Islands,  18,400  feet  in  height,  are  sufficiently 
elevated  to  reach  into  the  upper  current ;  and  at  the  top  of  these 
mountains  a  strong  south-westerly  wind  blows  continually,  whilst 
the  north-east  trade  wind  is  blowing  at  the  base.  If  the  earth 
frere  stationary,  these  currents  would  set  due  north  and  south. 
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The  surface  of  the  globe,  however,  is  revolving  from  west  to  east, 
at  the  average  rate  of  980  miles  per  hour  in  its  equatorial  part, 
and  the  rapidity  of  motion  gradually  diminishes  towards  the  poles, 
at  which  points  the  motion  almost  vanishes.  Air^  therefore, 
which  flows  towards  the  equator  from  the  poles,  is  moving  more 
slowly  than  those  regions  of  the  earth  towards  which  it  advances. 
Since,  however,  the  objects  upon  the  surface  partake  of  the  motion 
of  the  earth  at  the  particular  spot  on  which  they  rest,  and  as 
therefore  the  earth's  motion  is  not  perceptible,  the  effect  of  a  wind 
travelling  more  slowly  in  Xhe  same  direction  as  that  in  which  the 
earth  is  moving  would  be  precisely  the  same  as  that  of  a  current 
blowing  in  the  opposite  direction,  with  a  velocity  equal  to  the  diffe- 
rence between  the  rates  of  the  two  motions,  supposing  the  earth  to 
be  at  rest :  consequently  the  wind  from  the  north  has  a  set  firom 
the  east,  which  diminishes  as  it  approaches  the  equator,  where  the 
motion  of  the  successive  portions  of  the  surface  becomes  more 
uniform.  From  the  operation  of  these  causes  the  north-east  is  one 
of  the  moat  prevalent  winds  in  our  climate.  For  similar  reasons, 
the  equatorial  current  towards  the  poles  sets  in  a  direction  from 
the  west,  and  retains  its  course  when  it  comes  down  to  the  surface, 
which  it  does  at  and  about  our  latitude,  occasioning  the  westerly 
winds  which  prevail  in  these  islands  so  generally  at  certain  seasons. 

The  land  and  sea  breezes  which  occur  morning  and  evening 
along  the  coasts  of  tropical  countries,  are  due  to  the  action  of 
analogous  causes.  During  the  early  part  of  the  day  the  surface  of 
the  land,  from  the  action  of  the  sun's  rays,  becomes  more  heated 
than  the  ever-moving  ocean  ;  the  air  above  it  expands  and  rises, 
whilst  its  place  is  supplied  by  cooler  air  from  the  ocean — this  con- 
stitutes the  sea  breeze  :  whilst  in  the  evening,  after  sun-set,  the 
land  cools  more  rapidly  than  the  ocean,  and  the  air  resting  upon 
it  contracts  in  bulk,  and  becoming  heavier,  flows  out  during  the 
night  upon  the  sea,  and  produces  the  land  breeze, 

(148)  Gulf  Stream. — Similar  currents,  of  equal  constancy  and 
regularity,  exist  in  the  ocean,  but  they  are  modified  in  their  direc- 
tion by  the  general  distribution  of  land  and  water  on  the  earth's 
surface.  That  part  of  the  ocean  which  is  immediately  under  the 
tropics,  and  between  the  eastern  and  western  hemispheres,  for  ex- 
ample, becomes  highly  heated  ;  the  water  flows  off  on  either  side, 
towards  the  poles,  acquiring  a  westerly  direction  as  it  passes  south 
of  the  coast  of  Guinea,  and,  striking  the  promontory  of  Cape  St 
Roque,  on  the  South  American  coast,  is  split  into  two  streams; 
the  smaller  one  continues  southwards,  towards  Cape  Horn ;  the 
larger  current  maintains  a  north-westerly  course  into  the  Gulf  of 
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Mexico,  where  it  receives  further  accessions  of  heat,  and  is  gradu- 
ally changed  in  its  direction ;  it  passes  along  the  southern  shores 
of  North  America,  and  finally  emerges  northward,  in  the  narrow 
channel  between  the  peninsula  of  Florida  and  the  Bahama  Islands, 
where  it  assumes  the  name  of  the  Gulf  Stream.  The  temperature 
of  this  current  is  found  to  be  9^  or  10°  higher  than  that  of  the 
neighbouring  ocean.  The  current  passes  on,  gradually  widening 
and  becoming  less  marked,  till  it  is  lost  on  the  western  shores  of 
Europe.  A  less  accurately  defined  under-current,  from  the  poles, 
is  constantly  setting  in  towards  the  equator,  to  supply  the  place 
of  the  heated  water  which  takes  the  course  already  described. 
Besides  rendering  important  aid  to  the  navigator,  these  currents 
assist  in  maintaining  an  equilibrium  of  temperature  on  the  earth, 
moderating  the  severity  of  the  polar  frost,  and  tempering  the 
sultry  heats  of  the  tropics.  The  comparative  mildness  of  our 
own  winters  appears  to  be  materially  influenced  by  the  warmth  of 
the  Gulf  Stream. 

Radiation  of  Heat. 

( 149)  A  person  placed  in  bright  sunshine,  or  before  a  blazing 
fire,  must  perceive  that  in  addition  to  the  gradual  mode  of  propa- 
gation from  particle  to  particle,  heat  is  endowed  with  the  faculty 
of  traversing  space,  and  transparent  media  such  as  the  atmosphere. 
This  transmission  of  heat  occurs  in  right  lines,  with  a  velocity 
equal  to  that  of  light  itself;  in  fact,  in  its  propagation  it  follows 
the  same  laws  as  light,  and  like  all  radiant  forces  it  diminishes  in 
intensity  as  the  square  of  the  distance  from  the  active  centre. 

The  great  supply  of  heat  to  the  earth  from  the  sun  is  trans- 
mitted by  the  process  of  radiation.  Some  idea  of  the  amount  of 
heat  thus  received  by  the  earth  may  be  formed  firom  a  rough  cal- 
culation made  by  Faraday,  to  the  effect  that  the  average  amount  of 
heat  radiated  in  a  summer^s  day  upon  each  acre  of  land  in  the 
latitude  of  London,  is  not  less  than  that  which  would  be  emitted 
in  the  combustion  of  sixty  sacks  of  coal. 

Heat,  in  its  radiant  state,  does  not  raise  the  temperature  of  the 
media  which  it  traverses ;  a  tube  full  of  ether  may  be  held  in  the 
focus  of  a  burning  mirror  without  becoming  sensibly  hotter ;  but 
the  moment  that  the  absorption  of  the  rays  is  caused  in  any  way, 
as  by  introducing  a  bit  of  charcoal  into  the  liquid,  the  ether  enters 
into  ebullition  and  is  dissipated  in  vapour. 

(150)  Reflection  of  Heat, — Polished  objects  reflect  the  greater 
part  of  the  heat  which  falls  upon  them ;  the  reflected  and  incident 
tsys  are  always  in  the  same  plane^  and  the  angles  which  they  make 
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with  a  perpendicular  to  the  reflecting  surface  are  always  equal.  By 
means  of  concave  mirrors^  the  rays  of  heat^  like  those  of  light, 
may  be  brought  to  a  focus,  and,  if  suflBciently  intense,  they  will 
ignite  combustible  substances  placed  there.  The  law  of  the 
reflection  of  heat  may  be  roughly  demonstrated  by  holding  a  flat 
sheet  of  tin  plate  in  such  a  position  before  a  common  fire  that  the 
light  of  the  fire  may  be  reflected  from  it,  whilst  the  observer  is 
screened  from  the  direct  rays ;  the  sensation  of  heat  will  be  percep- 
tible upon  the  face  the  moment  that  the  reflection  of  the  fire  is 
seen.  The  same  fact  may  be  shown  in  a  still  more  striking  manner 
by  means  of  two  similar  concave  parabolic  mirrors  (fig.  no,  page 
219)  arranged  opposite  each  other,  at  the  distance  of  10  or  12  feet 
or  more.  If  a  lighted  candle  be  placed  in  the  focus  of  one  of  the 
mirrors,  the  rays  will  fall  upon  its  concave  surface,  and  thence  be  i 
reflected  in  parallel  lines  to  the  surface  of  the  second  mirror,  firom  | 
which  they  will  be  a  second  time  reflected,  and  will  converge  at  its 
focus  ;  a  luminous  spot  being  formed  upon  a  piece  of  paper  held  in 
this  position.  If  for  this  paper  one  of  the  balls  of  a  difierential 
thermoscope  (129)  be  substituted,  the  expansion  of  the  air  in  that 
bulb  will  afibrd  evidence  that  the  heat  as  well  as  the  light  is  le- 
flected.  That  the  rays  take  the  course  described,  and  which  is 
represented  in  the  diagram,  and  that  they  do  not  act  upon  the 
instrument  by  direct  radiation,  is  shown  by  interposing  a  small 
tin-plate  screen  between  the  second  mirror  and  the  thermometer : 
in  this  case  the  liquid  immediately  becomes  stationary ;  while,  if 
the  screen  be  placed  between  the  instrument  and  the  candle,  no 
sensible  efiect  is  produced. 

If,  instead  of  a  candle,  a  red-hot  ball  be  placed  in  the  focus  of 
the  first  mirror,  paper  may  be  scorched,  and  gunpowder  or  phos- 
phorus inflamed  in  the  focus  of  the  second.  Heat,  however,  is 
emitted  in  the  form  of  rays  from  bodies,  whether  such  bodies  be 
luminous  or  not.  A  canister  of  boiling  water  may  be  substituted 
for  the  candle  or  the  red-hot  ball,  and  the  heat  which  it  emits, 
although  less  intense,  will  be  concentrated  by  the  opposite  mirror 
equally  well. 

(151)  Absorption  of  Heat, — Difierent  substances  reflect  heat 
unequally.  Polished  metals  possess  the  power  of  reflection  in  the 
highest  degree,  but  even  the  metals  differ  considerably  in  reflect- 
ing power.  Melloni,  from  his  experiments,  has  concluded  that 
of  100  rays,  silver  reflects  90 ;  bright  lead  reflects  60 ;  whilst  glass 
reflects  but  10. 

By  scratching  the  surface  of  a  body  it  reflects  heat  irregularly, 
in  the  same  way  that  a  sheet  of  white  paper  scatters  the  light 


SFTIOS  AXS  mEruxTiox.  SI 7 

it  reflects;  and  br  cooitiiiv  the  surface  more  or  less  com* 
pletely  vith  Ijunp-Uack,  the  mmoimt  of  heat  which  is  reflected  mar 
be  diminiabed  in  a  degree  i»x>portioned  to  the  alteration  of  the 
mriaoe.  In  diia  case,  that  portion  of  the  heat  which  is  not  rc^* 
fleeted  is  afasoihed.  THien  the  heat  is  all  reflected,  the  tem« 
peratore  of  the  body  remains  unaltered ;  but  when  absorption 
takes  place,  the  t^nperatnre  rises  in  praportion  to  the  quantity 
of  heat  whidi  is  absorbed.  This  difference  mav  be  exhibited  br 
placing  a  lighted  tMper  in  the  focus  of  one  of  the  mirrors,  and 
employing  in  the  second  focus  a  differential  thermoscope«  one 
ball  of  which  is  gilt,  and  the  other  ball  covered  with  lamp-black. 
On  placing  the  gilt  ball  in  the  focus,  scarcely  any  motion  of  the 
liquid  in  the  stem  is  perceived ;  but,  on  reversing  the  balls,  althongli 
no  more  heat  tails  on  the  instrument  than  before,  the  liquid  de- 
scends rapidly :  in  the  first  case,  the  heat  is  for  the  most  part  re- 
flected ;  in  the  second  it  is  absorbed,  and  the  temperature  conse- 
quently rises. 

A  similar  result  may  be  obtained  by  taking  two  bright  tin 
plates,  and  coating  one  sur&ce  of  one  of  them  with  lamp-black. 
On  placing  them  in  a  vertical  position,  with  a  hot  iron  ball  mid- 
way between  the  two  plates  but  not  touching  either  of  them,  the 
blackened  sur£fice  being  directed  towards  the  source  of  heat,  it  will 
be  found  that  the  blackened  plate  becomes  heated  by  absorption, 
while  the  other  remains  cool :  this  may  be  shown  by  causing  a 
cork  to  adhere  to  the  outer  surface  of  each  plate,  by  means  of  a 
little  wax  or  pomatum ;  the  wax  will  melt  upon  the  blackened 
plate,  and  the  cork  will  fall  from  it  much  sooner  than  from  the 
bright  one. 

The  power  of  reflection  seems  to  reside  almost  exclusively  in 
the  surface  of  the  body.  A  film  of  gold  leaf,  not  exceeding 
Tdwoo-  iiich  in  thickness,  answers  the  purpose  of  a  reflector  nearly 
as  well  as  a  mass  of  solid  gold ;  since  a  sheet  of  paper  partially 
gilt,  if  held  within  a  short  distance  of  a  mass  of  red-hot  metal, 
will  become  scorched,  excepting  in  those  points  which  arc  pro- 
tected by  the  metallic  film.  The  absorbing  power  of  a  substance 
is  inversely  proportioned  to  its  power  of  reflecting  heat ;  the  best 
reflectors  are  the  worst  absorbents,  and  vice  versd.  As  is  the  case 
with  light,  so  it  is  found  with  radiant  heat,  that  the  greater  the 
angle  of  incidence  the  more  complete  is  the  reflection, 

(152)  Connexion  between  Absorption  and  Radiation, — The  ex- 
periments of  Leslie  have  proved  the  existence  of  an  important  con- 
nexion between  the  absorbing  and  the  radiating  powers  of  the  same 
substance;  they  are  in  all  cases   directly  proportioned  to  each 
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other.  The  great  diversity  of  radiating  power  possessed  by  dif- 
ferent substances  may  be  exemplified  by  the  foUowing  experiments. 
Let  a  cubic  canister  of  tin  plate  have  one  of  its  sides  covered  with 
lamp-black,  and  a  second  side  with  writing-paper^  let  a  third  be 
scratched  in  various  directions,  and  let  the  fourth  remain  polished. 
On  placing  the  canister,  filled  with  hot  water,  in  the  focus  of  one 
mirror,  and  a  thermoscope  in  the  focus  of  the  other,  it  will  be 
found,  on  presenting  each  side  in  succession  to  the  mirror,  that  a 
different  temperature  is  indicated.  The  heat  radiated  will  be  found 
to  be  greatest  from  the  lamp-black,  less  &om  the  paper,  still  less 
from  the  scratched  face,  and  least  of  all  from  the  polished  surface. 
In  consequence  of  the  more  rapid  radiation  from  blackened  than^ 
from  polished  surfaces  of  the  same  metal,  a  given  quantity  of  a  hot 
liquid  placed  in  a  blackened  vessel  will  sooner  reach  the  tempera^ 
ture  of  the  surrounding  air  than  if  it  be  placed  in  a  vessel  with  a 
polished  surface. 

In  the  economical  applications  of  heat,  constant  scope  is  afforded 
for  the  employment  of  the  powers  of  reftection,  radiation,  and  ab- 
sorption.    The  meat  screen  and  the  Dutch  oven,  when  kept  bright, 
are  instances  of  the  application  of  the  reflection  of  heat  to  bene- 
ficial purposes,  in  directing  the  heat  upon  the  objects  between  them 
and  the  fire.     Tea  made  in  a  silver  teapot,  which,  owing  to  its 
polished  surface,  long  retains  its  high  temperature,  is  superior  in 
flavour  to  that  made  in  black  earthenware,  which  rapidly  loses  its 
heat  by  radiation.     Pipes  for  the  conveyance  of  steam  should  be 
kept  bright  until  they  reach  the  apartment  where  the  heat  is  to  be 
distributed,  and  there  the  surface  should  be  blackened,  in  order  to 
favour  the  process  of  radiation. 

( '  53)  Formation  of  Dew. — The  distribution  of  heat  by  radiation 
is  not  confiued  to  bodies  highly  heated.  All  substances,  whatever 
be  their  temperature,  are  constantly  radiating  a  certain  portion  of 
heat,  the  amount  of  which  depends  upon  their  temperature.  If  the 
bulb  of  a  thermometer  be  placed  in  the  focus  of  a  parabolic  mirror, 
which  is  turned  towards  a  perfectly  cloudless  sky,  in  such  a  direc- 
tion that  the  sun^s  rays  shall  not  fall  upon  the  mirror,  the  tempe- 
rature will  sink  several  degrees ;  at  night,  frequently  as  much  as  15^ 
or  18°.  The  thermometer,  like  all  other  objects,  is  constantly  ra-» 
diating  heat ;  the  mirror  cuts  it  off  from  the  rays  proceeding  from 
surrounding  objects,  and  the  portion  of  space  towards  which  it  is 
presented  not  returning  the  heat  radiated  towards  it  from  the  in- 
strument, the  temperature  of  the  thermometer  necessarily  falls.  A 
similar  experiment  is  easily  made  with  the  conjugate  mirrors.  If  in 
the  focus  of  one  mirror^a  cage  filled  with  ice  (c,  fig.  ii  o)  be  supportecj* 
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and  in  the  focus  of  the  opposite  mirror,  the  bulb,  b,  of  the  diflPerential 
thermoscope,  which  has  been  blackened  to  favour  radiation,  and 


Fig.  iio. 


which  is  screened  from  the  radiation  of  surrounding  objects  by  a 
second  small  mirror  placed  as  at  a,  the  liquid  will  soon  rise  in  the 
stem  connected  with  the  blackened  bulb,  because  the  bulb  radiates 
towards  the  ice,  which  only  partially  returns  the  rays  which  it 
receives ;  and  the  radiation  from  surrounding  bodies  upon  the 
thermoscope  being  prevented,  its  temperature  falls. 

The  principles  of  radiation  were  happily  applied  by  Wells  to 
the  explanation  of  the  phenomenon  of  dew.  Dew  is  formed  most 
copiously  during  a  calm,  clear  night  succeeding  a  hot  day  :  it  is 
deposited  in  exposed  situations  and  upon  the  leaves  of  plants,  and 
on  filamentous  objects  in  general.  As  soon  as  the  sun  dips  below 
the  horizon,  and  in  shady  places  even  before  sunset,  radiation  from 
the  earth  is  no  longer  compensated  by  the  solar  rays ;  the  tempe- 
rature of  the  surface  is,  therefore,  speedily  reduced  below  that  of 
the  stratum  of  air  in  contact  with  it ;  this  stratimi  being  charged 
with  moisture,  is  no  longer  able  to  support  so  much  vapour  in  the 
elastic  form,  but  deposits  it  (just  as  when  a  glass  of  cold  spring 
water  is  brought  into  a  warm  room,  it  becomes  bedewed  with 
moisture  on  its  outside) ;  and  the  force  of  cohesion  collects  the 
water  into  the  pearly  drops  that  stud  the  herbage  and  sparkle  in 
the  sloping  rays  of  the  sun.  On  cloudy  nights  little  or  no  dew  is 
deposited,  because  the  masses  of  suspended  vapour  intercept  the 
rays  from  the  earth,  and  return  them  to  its  surface.  Overhanging 
buildings,  or  the  projecting  branches  of  trees,  in  a  similar  way 
return  the  heat  to  the  objects  beneath  them,  and  prevent  the  re- 
duction of  temperature  which  necessarily  precedes  the  deposition 
of  dew.  On  windy  nights,  the  equilibrium  is  rapidly  restored  by 
the  contact  of  fresh  surfaces  of  air  with  the  radiating  crust  of  the 
earth,  and  little  or  no  dew  is  formed.  Upon  metallic  bodies, 
which  are  bad  radiators^  and  upon  the  hard- beaten  path  or  road. 
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where  the  heat  is  conducted  rapidly  from  the  strata  beneath, 
scarcely  any  dew  is  deposited ;  while  upon  the  branching  shmb, 
the  tufled  grass^  and  the  downy  leaf^  abundance  of  moisture  is 
collected,  these  being  precisely  the  objects  which  derive  most 
benefit  from  its  presence. 

In  India,  near  the  town  of  Hoogly,  about  forty  miles  firom 
Calcutta,  the  principle  of  radiation  is  applied  to  the  artificial  pro- 
duction of  ice.  Flat  shallow  excavations,  firom  one  to  two  feet 
deep,  are  loosely  lined  with  rice  straw,  or  some  similar  bad  con- 
ductor of  heat,  and  upon  the  surface  of  this  layer  are  placed 
shallow  pans  of  porous  earthenware,  filled  with  water  to  the 
depth  of  one  or  two  inches.  Radiation  rapidly  reduces  the  tem- 
perature below  the  freezing  point,  and  ice  is  formed  in  thin 
crusts,  which  are  removed  as  they  are  produced,  and  stowed  away 
in  suitable  ice-houses  until  night,  when  the  ice  is  conveyed  iu 
boats  to  Calcutta.  Winter  is  the  ice-making  season — viz.,  from 
the  end  of  November  to  the  middle  of  February.* 

The  fundamental  fact  of  cooling  by  radiation  of  the  bodies  on 
which  dew  is  forming,  is  easily  verified.  If  a  thermometer  be 
laid  upon  a  grass  plat,  on  a  clear  night,  it  will  be  found  to  indi- 
cate a  temperature  several  degrees  below  that  shown  by  a  second 
thermometer,  suspended  two  feet  or  more  from  the  surface. 

(154)  Law  of  Cooling  by  Radiation, — The  rapidity  of  the 
cooling  of  any  body  by  radiation  depends  upon  the  excess  of  its 
temperature  over  that  of  the  external  air.  The  hotter  the  body, 
the  more  rapidly  does  it  cool ;  and  as  it  approaches  the  tempera- 
ture of  the  air,  the  more  slowly  does  it  lose  its  excess  of  heat. 

Newton  assumed  that  the  quantity  of  heat  lost  by  a  hot 
body,  for  equal  intervals  of  time,  was  proportioned  to  the  excess 


•  A  carious  formation  of  ice  at  the  bottom  of  some  rapid,  clear,  and  rocky 
streams,  is  occasionally  seen  under  the  influence  of  radiation,  during  the  pre- 
valence of  bright  frosty  weather.  Ice  thus  formed  is  termed ^rouno?  tVe.  The 
water  cools  down  to  40  as  usual,  but  below  this  point  the  colder  water  no  lon^^er 
forms  a  protecting  layer,  as  in  still  sheets  or  gently  moving  streams ;  the' 
agitation  produced  by  the  passage  of  the  water  through  its  precipitous  and 
irregular  channel  maxes  the  temperature  uniform  throughout,  till  it  arrives  at 
theireezing  point.  Kadiation,  meantime,  proceeds  through  the  water  from 
the  weeds  and  rocky  fragments  in  the  bed  of  the  stream :  these  become  now 
the  coldest  points,  and  to  them  the  ice  attaches  itself  in  silvery,  cauliflower- 
shaped,  spongy  masses,  sometimes  accumulating  in  quantity  sufficient  to  dam 
up  the  stream,  and  cause  it  to  overflow ;  at  others,  as  the  ice  increases  in  bulk 
and  buoyancy,  it  rises  in  large  flakes,  raising  to  the  surface  portions  of  rock, 
and  even  iron  itself;  it  has  indeed  been  proauctive  of  serious  iuconvenience, 
by  lifting  and  transporting  to  a  consideraole  distance  the  heavy  masses  of  iron 
which  are  used  to  prevent  the  removal  of  the  buoys  employed  to  indicate  the 
i^vigable  channels  of  rivers. 


BELATIYB  ABSORBABILITY  OF  DIFFERENT  KINDS  OF  HEAT.    22f 

x>{  its  temperature  above  that  of  the  surrounding  air ;  so  that  if  a 
body  heated  to  JOO°  in  an  atmosphere  at  o°,  lose  io°  in  one 
minute^  the  same  body  heated  to  50°  would  lose  5°  per  minute, 
the  air  being  also  at  oP,  Later  experiments,  however,  have  shown 
that  this  assumption  is  not  exact,  even  for  low  temperatures,  and 
that  it  becomes  very  inaccurate  at  high  ones. 

An  admirable  series  of  researches  upon  the  rate  of  cooling  by 
radiation  were  made  by  Dulong  and  Petit  {Ann,  de  Chimie,  II.  vii. 
337).  They  employed  a  hollow  sphere  of  thin  brass,  blackened  in 
the  interior,  and  furnished  with  arrangements  for  exhausting  it 
of  air.  For  the  heated  body  they  used  a  thermometer  with  a 
large  bulb,  heated  to  a  determinate  degree,  and  supported  in  the 
centre  of  the  hollow  sphere.  They  then  placed  the  apparatus  in 
water  which  was  maintained  at  a  constant  temperature,  and  they 
observed  that  the  rate  of  cooling  differed  with  the  nature  of  the 
gaseous  medium  contained  in  the  globe.  If  the  temperature  of 
the  sphere  continued  constant  whilst  the  experiments  were  made 
in  vacuo  upon  the  heated  body  at  temperatures  ascending  according 
to  the  terms  of  an  arithmetic  progression,  the  rapidity  of  cooling 
increased  according  to  the  terras  of  a  geometric  progression,  dimi- 
nished by  a  constant  quantity  ;  this  constant  quantity  being  the 
heat  radiated  back  upon  the  cooling  body,  from  the  inner  surface 
of  the  sphere.  If  the  temperature  of  the  sphere  and  that  of  the 
heated  body  were  both  raised  according  to  the  terms  of  an  arith- 
metical progression,  so  that  the  difference  between  the  two  was 
always  constant,  it  was  found  that  the  rate  of  cooling  increased 
as  the  temperature  rose,  according  to  the  terms  of  a  geometric 
progression. 

(155)  Radiation  takes  place  more  freely  in  vacuo  than  in  air.  It 
is  calculated  that  the  solar  rays,  in  traversing  a  column  of  air  6000 
feet  high,  are  deprived  of  one-fifth  of  their  heat  in  consequence  of 
the  imperfect  transparency  of  the  air.  The  absorption  of  heat  is, 
however,  influenced  by  an  important  cause,  to  which  no  allusion 
has  yet  been  made,  and  which  was  first  placed  in  its  true  light  by 
the  experiments  of  MeUoni.  It  may  be  illustrated  in  the  following 
manner : — 

If  a  number  of  sources  of  heat  be  employed,  each  different  in 
kind  and  in  intensity, — such  as  the  naked  flame  of  an  oil  lamp,  a 
platinum  wire  heated  to  redness  in  the  flame  of  a  spirit  lamp,  a 
sheet  of  copper  heated  to  between  700°  and  800°,  in  a  current  of 
heated  air  which  is  rising  from  a  lamp  placed  beneath  it,  and  a 
copper  canister  filled  with  boiling  water, — the  ball  of  a  thermoscope 
covered  with  lamp-black  may  be  placed  at  such  a  distance  from  each 
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of  these  sources  of  heat  that  the  liquid  shall  stand  in  each  case  at 
the  same  point ;  that  is,  the  temperature  to  which  the  thermoscope 
is  exposed  shall  be  equal  in  each  case.  Now,  if  these  distances  be 
noted,  and  if  the  ball  of  the  thermoscope  be  covered  with  a  variety 
of  other  substances  in  succession,  instead  of  with  lamp-black,  the 
thermoscope  when  exposed  to  each  of  the  different  sources  of  heat 
in  succession,  will  appear  to  receive  diflTerent  proportions  of  heat, 
although  placed  at  the  distances  at  which,  when  it  was  coated  with 
lamp-black,  the  heat  appeared  to  be  equal.  Thus,  suppose  that  the 
heat  absorbed,  when  the  lamp-black  was  used,  in  each  case  were 
equal  to  loo :  if  the  thermoscope  were  coated  with  white  lead,  it 
was  found  that,  at  the  same  distance  from  the  naked  flame  as 
before,  it  indicated  a  heat  of  only  53 ;  opposite  to  the  red-hot 
platinum  the  heat  was  56,  instead  of  100  as  with  the  lamp-black: 
with  the  copper  at  750°,  a  heat  of  89  instead  of  100  was  indicated; 
while  opposite  the  canister  of  boiling  water  the  thermoscope  showed 
a  heat  of  100,  corresponding  exactly  with  the  eflfect  upon  it  when 
lamp-black  was  used. 

The  following  table  exhibits  some  of  the  results  which  Melloni 
obtained  by  operating  in  this  way : — 

Relative  Absorbability  of  different  kinds  of  Heat. 


Absorbing  Sarfkoe. 

ic.v<^        Incandes-  i 
{       num. 

Copper  at 
750"  F. 

1 

Copper  at 
a  I  a"  1?". 

Lamp-black     .... 
White  Lead     .... 

Isinglass 

Indian  Ink 

Shell  Lac 

Polished  MeUl     .     .     . 

100 

53 

96 

43 
14 

100 
56 
54 
95 
47 
13*5 

100 

89 
84 

87 
70 

13 

100 
100 

§^ 
85 
72 

13        1 

Lamp-black  appears  to  absorb  all  the  rays  that  fall  upon  it, 
from  whatever  source  they  may  have  originated ;  and  the  amount 
absorbed  by  metallic  surfaces,  although  smaller,  is  nearly  unifomii 
whatever  be  the  source.  It  has  also  been  observed,  that  the  less 
intense  the  source  of  heat,  the  greater  usually  is  the  proportion 
absorbed. 

Franklin,  nearly  a  century  ago,  made  the  observation  that  solar 
heat  is  absorbed  with  greater  or  less  facility  according  to  the  colour 
of  the  object  upon  which  the  rays  fall,  but  that  little  or  no  such 
diflFerence  exists  with  the  heat  of  a  lamp  or  of  a  candle.  He  took 
pieces  of  cloth,  similar  in  texture  and  size,  but  different  in  colour, 
and  placed  them  in  the  sunlight,  upon  newly-fallen  snow,  and  be 
.found  that  the  snow  melted  under  the  pieces  of  cloth  with  greater 
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rapidity  the  darker  the  tint — the  absorption  being  greatest  with 
the  piece  of  black  cloth,  then  followed  the  blue,  then  the  green, 
purple,  red,  yellow,  and  white  pieces,  in  the  order  enumerated. 

(156)  TVansmission  of  Heat  through  Screens. — The  cause  of 
these  remarkable  diflFerences  will  be  best  understood  by  a  consider- 
ation of  the  phenomena  attending  the  transmission  of  heat  through 
bodies  which  allow  it  to  pass  unobstructed,  as  glass  allows  light  to 
pass.  Melloni  terms  those  bodies  which  thus  transmit  heat  diather- 
manous,  or  diathermic  (from  Sia,  through,  and  Ospfiot;,  hot) — those 
which  do  not  allow  this  transmission  of  heat  being  termed  ather- 
manous  or  adiathermic. 

Bodies  that  are  transparent  to  light  are  by  no  means  equally 
so  to  radiant  heat.  This  arises  from  two  causes,  which  require  to 
be  carefully  distinguished  from  each  other,  and  which  may  be  sepa- 
rately illustrated  by  a  parallel  action  on  the  rays  of  light.  A  glass 
containing  pure  water  absorbs  very  little  light,  and  transmits 
almost  all  that  it  does  not  reflect  ?  if  the  attempt  be  made  to 
measure  its  transparency  by  ascertaining  the  distance  at  which  a  page 
printed  in  small  type  is  legible  when  the  vessel  of  water  is  interposed, 
and  afterwards,  when  it  is  removed,  the  difference  in  the  two  cases  is 
hardly  appreciable.  If  a  few  drops  of  a  mixture  of  Indian  ink  and 
water  be  added,  the  transparency  will  be  diminished,  and  the  cha- 
racters will  be  legible  at  a  smaller  distance ;  a  further  addition  of 
ink  will  diminish  the  transparency  more  and  more,  until  the  letters 
can  be  no  longer  discerned.  The  light  that  is  transmitted,  how- 
ever, although  diminished  in  quantity,  is  of  the  same  character  as 
the  incident  light ;  and  a  prismatic  analysis  shows  that  both  con- 
sist of  the  same  colours  in  the  same  proportion  :  if  indigo  be  substi- 
tuted for  Indian  ink,  the  legibility  of  the  page  is  diminished  to  an 
extent  nearly  equal ;  but  the  prism  shows  that  certain  of  the  rays 
have  been  absorbed  more  completely  than  others.  Similar  eflTects 
are  produced  with  the  rays  of  heat.  There  are,  however,  a  number 
of  substances  which  are  almost  perfectly  transparent  to  light — viz., 
among  solids,  gla^,  diamond,  Iceland  spar,  ice,  and  a  great  number 
of  crystals ;  amongst  liquids,  water,  spirit  of  wine,  ether,  turpentine, 
and  a  multitude  of  other  bodies ;  and  among  aeriform  bodies,  at- 
mospheric air,  and  the  greater  number  of  gases.  For  heat,  on  the 
contrary,  there  is  only  one  known  solid  that  approaches  perfect 
diathermacy,  and  that  is  rock  salt;  colourless  gases  possess  the 
property  also  in  a  still  higher  degree ;  but  no  liquid  has  yet  been 
discovered  which  is  free  from  absorptive  action  on  the  thermic  rays. 

The  more  important  parts  of  the  apparatus  employed  by  Mel- 
loni in  these  researches  are  represented  in  fig.  iii.     One  of  his 
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four  principal  sources  of  heat — viz.,  naked  flame,  ignited  plstinnm, 
blackened  copper  heated  to  750°,  or  copper  heated  to  aia",  was 


placed  as  at  u,  on  a  moveable  support,  behind  the  perforated 
Bcreeu,  n  ;  the  rays  being  concentrated,  when  necessary,  by  thecou> 
cave  mirror,  u  :  they  were  received  at  a  suitable  distance  from  this 
upon  the  thermoscope  or  thermo- multiplier,  T.*  If  a  double  screen, 
s,  of  polished  copper  were  interposed  between  the  source  of  heat  and 
the  thermoscope,  the  rays  of  heat  were  entirely  intercepted.  Having 
placed  the  thermoscope  at  such  a  distance  as  always  to  indicate, 
when  the  copper  screens  were  removed,  a  coustant  given  eleratioa  of 
temperature,  a  plate  of  some  substance,  the  diathermacy  of  which 
was  to  be  ascertained,  was  then  introduced  at  p  ;  and  on  observing 
the  difference  of  temperature,  as  marked  by  the  instrument,  the  pro* 
portion  of  heat  which  the  plate  transmitted  was  at  once  aacertained. 
In  tfaia  manner  Melloni  found  that  plates  of  rock  salt  of  great 
transparency,  varying  in  thickness  from  the  7^1  of  an  inch  to  2  or  3 
inches  in  thickness,  transmitted  92  out  of  every  100  rays  incident 
upon  them,  whatever  were  the  source  of  heat  employed  j  the  loss  of 
8  per  cent,  being  mainly  due  to  a  uniform  quantity  which  is  re- 
flected at  the  two  surfaces  of  the  plate;  rock  salt,  therefore,  is  to 
heat  what  pure  colourless  glass  is  to  light.  The  following  ezperi> 
ment  shows  the  independence  of  diathermacy  and  transparency : — 
If  a  cast-iron  ball  heated  to  about  400°  be  placed  midway  between 
the  blackened  bulbs  of  a  thermoscope,  each  bulb  will  recuve  an 
equal  amount  of  heat,  and  the  liquid  will  remain  stationary ;  but 
if  a  plate  of  rock  salt  be  interposed  between  the  iron  and  one  of  the 
bulbs,  and  a  plate  of  glass  of  equal  thickness  be  placed  between 


*  In  these  inqniriei  a  pecalinr  and  very  delicate  thermranetrio  appantnti 
twined  a  lAermo-tnliiplier  (367),  was  generaUy  employed. 
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the  bot  ball  and  the  other  bolbj  it  will  be  found  that  although 
botb  plates  are  almoBt  equally  transparent  to  tight,  yet  the  bolb 
next  the  rock  salt  will  rise  in  temperature  much  more  rapidly  than 
the  one  next  the  glass.  In  liquids,  tbe  independence  of  transpa- 
rency and  diathermacy  is  still  more  striking.  Thus,  out  of  lOo 
rays  that  fell  from  an  argand  lamp,  on  each  of  four  liquids  equally 
transparent — viz,,  water,  sulphuric  acid,  ether,  and  oil  of  turpentine, 
water  transmitted  only  ii,  Bulphuric  acid  17,  ether  21,  and  oil  of 
turpentine  31  j  while  chloride  of  sulphur,  which  is  of  a  reddish 
colour,  allowed  63  of  the  incident  rays  to  pass. 

The  following  table  includes  some  of  the  results  obtained  by 
Melloni,  for  several  solid  bodies  :  in  these  experiments  plates  of 
eqnal  thickness  were  used  in  each  case. 

Diathermacy  of  different  Solids. 


Bub  pUlewMs.giuich  thick. 

Flu.... 

iKnil/^    ,      Copjisr 

^.r^. 

Book  Salt  (limpid) 

SicUian  Sulphur  (jpllow)   .    .     . 

Fluor  Spar  (limpid) 

Ew:k  sit  (clou  jy) 

Berjl  (greenish  yellow)      .    .    . 
reelMid  Spar  (limpid)     .... 
Plato  Glais       . 

Quartz  fsmoky) 

White  Topaz 

Tounndine  (dark  green)  .    .    . 
Citric  Acid 

9^3 

74 

39 

P 

37 

M 
1 

93*3 

? 

i 

38 
34 

»>'3 
60 
43 
'5 

't 
6 
6 
6 

4 
3 

9>-3 

54 

1 

0 
3 
3 

Sugar-Candy  (limpid)    .... 

Diiithermacy  of  lAquid*  contained  in  Glass — stratum  ofliqmdoi6i 
inch.     The  source  of  heat  in  each  case  was  an  argand  oil  lamp. 

Smlphide  of  Carbon  (colourleu)  63   1  Ether ■  11 

DicUoride  of  Sulphur  {red  brown)  63      Sulphuric  Acid  (colourlesB)      .    .  17 
TerchlorideofPhofiphDrua      .    .  63  |  l)o.  (brown)      ...  17 

"Btaenoe  of  Turpentine    .     .     .     ■  31    1  Nitric  Acid ig 

Colsa  Oil  (yollow) 30      Alcohol 15 

OUtb  Oil  (greeniih) 30  I  Distilltid  Water 11 

The  experiments  of  Knoblauch  have  shown  that  even  metallic 
bodies  in  very  thin  films  are  diathermic,  presenting  an  analogy 
with  their  limited  transparency  to  light  in  films  of  similar  tenuity. 
Qold  and  silver  transmit  certain  of  the  rays  of  heat  more  freely 
than  others,  whilst  platinum  appears  to  transmit  all  the  rays  with 
nearly  equal  facility.  On  the  other  hand,  Tyndall  haa  found  in 
confirmation  of  the  resnlta  of  Franz,  that  the  gases  exert  different 
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degrees  of  absorptive  action  on  the  rays  of  heat,  and  even  when 
colourless  that  this  effect  is  strongly  marked.  Coal  gas  exerts  a 
much  stronger  absorptive  effect  than  atmospheric  air,  and  the 
vapour  of  ether  considerably  more  than  that  of  the  bisulphide  of 
carbon.  Certain  rays  are  more  powerfully  absorbed  by  the  colour- 
less  gases  than  others.  For  example,  coal  gas  arrests  the  heat  rays 
from  a  source  below  a  visible  red  heat,  much  more  perfectly  than  it 
absorbs  the  rays  of  the  lime  light  after  they  have  traversed  a  thin 
layer  of  water.* 

It  by  no  means  necessarily  follows  that  a  body  which  is  traud- 
parent  to  light  is  also  able  to  allow  the  passage  of  heat,  and  vice 
versa;  sulphate  of  copper,  which  permits  the  passage  of  blue  light 
abundantly,  arrests  the  rays  of  heat  entirely.  Again,  the  opaque 
black  glass,  used  for  the  construction  of  polarizing  mirrors,  trans- 
mits a  considerable  portion  of  the  thermic  rays.  Smoked  rock 
salt  and  black  mica  also  exhibit  the  same  power. 

Mechanical  arrangement  appears  to  have  even  more  influence 
upon  diathermacy  than  chemical  composition.  Common  table 
salt  is  perfectly  adiathermic.  A  solution  of  rock  salt  is  scarcely 
superior  to  pure  water  in  diathermacy,  and  a  solution  of  alum  is 
equally  diathermic  with  a  solution  of  rock  salt.  This  is  perfectly 
consistent  with  the  effect  which  alteration  of  structure  produces 
on  the  action  of  bodies  on  light.  Common  loaf-sugar  is  opaque 
and  of  dazzling  whiteness,  but  pure  sugar-candy  (the  same  body 
only  in  larger  crystals)  is  colourless  and  transparent :  the  most 
transparent  glass,  by  pulverization,  may  be  reduced  to  a  white 
opaque  powder. 

*  In  conducting  these  experiments,  the  gases  were  placed  in  a  glass  tube, 
the  ends  of  which  were  closeci  by  polished  plates  of  rock  salt,  fitted  air-tight, 
so  as  to  allow  the  tube  to  be  exhausted,  ana  filled  with  the  different  gases  in 
succession.    The  differential  galvanometer  of  Becquerel  (242)  was  employed 
for  measuring  the  differences  of  temperature.    For  this  purpose  each  coQ  of 
the  galyanometer  was  attached  to  a  separate  thermo-multipher,  the  currents 
through  the  two  wires  of  the  galvanometer  being  made  to  pass  in  opposite  direc- 
tions, 80  that,  when  the  two  wore  equal,  the  effect  of  each  upon  the  needle  was 
neutralized,  and  the  needle  stood  at  zero.   When  a  source  of  heat,  of  a  tempe- 
rature of  about  600°  is  placed  at  one  end  of  the  exhausted  tube,  and  a  thermo- 
electric pile  at  the  other  end,  so  that  the  ravs  shall  traverse  the  length  of  the 
tube  before  they  fall  upon  the  face  of  the  pile,  the  needle  of  the  galvanometer 
is  deflected,  but  the  equilibrium  of  the  needle  may  be  restored  by  causing  the 
second  thermo-multiptier  to  approach  the  source  of  heat,  until  it  receives  an 
amount  of  radiation  equal  to  that  which  falls  upon  the  first  multiplier.    If, 
under  these  circumstances,  air  be  admitted  into  the  exhausted  tube,  the  equi- 
librium of  the  needle  is  disturbed,  and  the  absorptive  action  of  the  air  is  ren- 
dered obvious.     On  again  exhausting  the  air,  the  needle  resumes  its  position 
at  zero ;  and,  bv  substituting  other  gases  successively  for  atmospheric  air, 
the  amount  of  deflection  is  found  to  vary  according  to  the  nature  of  the  gas 
employed. 
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As  already  mentioDed,  pure  colourless  rock  salt  is  the  only 
solid  substance  the  diathermacy  of  which  approaches  perfection ; 
and  even  rock  salt,  according  to  the  recent  researches  of  Knoblauch, 
absorbs  certain  of  the  rays  of  heat,  somewhat  more  freely  than 
others.  AH  other  bodies  upon  which  Melloni  has  made  experi- 
ments, transmit  a  quantity  of  heat  which  varies  with  the  nature  of 
the  source,  from  a  second  cause,  which  has  been  termed  thermo^ 
chrosiSy  or  calorific  tint,  which  is  analogous  to  a  diflference  in 
colour  for  objects  transparent  to  light ;  to  this  cause  must  be 
attributed  the  remarkable  difiercnces  in  the  amount  of  absorption 
{^55^>  according  to  the  source  from  which  the  heat  emanates. 

(157)  Refraction, — Radiant  heat,  like  light,  is  susceptible  of 
refraction :  a  large  convex  lens,  placed  in  the  sun's  rays,  not  only 
gives  a  focus  of  intense  light,  but,  as  is  well-known,  constitutes  a 
powerful  burning-glass.  Inflammable  objects  are  easily  ignited  by 
this  means,  and  the  focus  of  heat  is  found  to  correspond  nearly  with 
that  of  the  greatest  light.  Further,  if  a  solar  beam  be  subjected 
to  the  action  of  a  prism  of  transparent  rock  salt,  and  the  coloured 
spectrum  so  obtained  be  examined  by  means  of  a  small  but  sensi- 
tive thermometer,  it  is  found  that  the  rays  of  heat,  like  those  of 
light,  possess  unequal  degrees  of  refrangibility ;  hence,  the  rays  of 
heat  are  not  all  accumulated  in  one  spot,  but  are  distributed  over 
the  entire  spectrum.  There  are,  in  fact,  differences  in  the  rays  of 
heat  corresponding  to  those  of  colour  in  the  rays  of  light.  The 
greater  portion  of  the  rays  of  solar  heat  are  even  less  refrangible 
than  the  red  rays,  for  the  maximum  of  temperature  in  the  solar 
spectrum  is  found  at  a  distance  below  the  extreme  red  rays  as 
great  as  the  brightest  yellow  is  above  them.  By  the  employ- 
ment of  different  sources  of  light,  spectra  are  obtained  in  which 
the  intensity  of  the  light  varies  in  different  parts,  according  to  the 
prevailing  colour  of  the  luminous  rays, — the  yellow  light  of  common 
salt  giving  a  spectrum  most  intense  in  the  yellow  rays,  and  the  red 
light  of  nitrate  of  strontia  giving  a  spectrum  in  which  the  red  rays 
possess  the  greatest  intensity.  In  the  same  manner,  by  varying 
the  source  of  heat  which  is  employed,  the  position  of  maximum 
temperature  in  the  refracted  beam  is  found  to  vary :  the  less 
intense  the  source  of  heat,  the  smaller  is  the  refrangibility  of  the 
heat  radiated.  The  flame  of  a  naked  lamp,  for  example,  emits 
rays  of  heat  of  all  degrees  of  refrangibility,  its  maximum  of 
intensity  being  about  the  middle  of  the  spectrum  ;  from  the 
ignited  platinum,  the  maximimx  heat  falls  nearer  to  the  red; 
from  copper  at  750^  nearer  still  j  and  the  heat  radiated  from  a 
surface  at  212^  contains  scarcely  any  of  the  more  refrangible  rays. 

q2 
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Now  it  is  obvious,  that  a  mixed  pencil  of  heat,  which  falls  upon  a 
diathermic  medium  which  absorbs  certain  of  the  rays  of  heat 
and  not  others,  will  be  altered  in  a  manner  similar  to  that  which 
a  ray  of  light  experiences  in  traversing  a  coloured  glass. 

"With  a  knowledge  of  these  facts,  there  is  no  difficulty  in 
understanding  how  it  is  that  the  sun^s  rays  can  traverse  a  plate  of 
glass  and  experience  but  little  absorption,  and  can  be  brought  to  a 
point  by  a  convex  lens,  or  by  a  glass  concave  mirror,  either  of  which 
remains  cool  while  intense  heat  is  developed  at  its  focus ;  whereas, 
if  the  same  lens  or  concave  mirror  be  held  opposite  to  a  common 
fire,  a  bright  spot  of  light  will  be  obtained  at  the  focus,  but  little 
or  no  heat ;  whilst  the  glass  of  which  the  lens  or  mirror  is  com- 
posed will  become  strongly  heated.  The  rays  which  glass  transmits 
most  readily  are  those  which  abound  in  solar  light,  but  these  are 
precisely  the  rays  which  are  least  abundant  in  incandescent  bodies. 
Advantage  has  long  been  taken  of  this  fact  by  those  who  have  occa- 
sion to  inspect  the  progress  of  operations  carried  on  in  furnaces; 
they  are  able  by  the  use  of  a  glass  screen  to  protect  the  face  firom 
the  scorching  rays  which  the  glass  absorbs,  although  it  offers  do 
impediment  to  the  transmission  of  light. 

This  absorption  of  radiant  heat  by  glass  is  easily  demonstrated 
by  placing  a  canister  of  hot  water  in  the  focus  of  one  of  the  con- 
jugate mirrors  (fig.  no)  and  a  thermoscope  in  the  focus  of  the 
other :  the  air  in  the  acting  ball  of  this  instrument  ceases  to  expand 
the  instant  that  a  glass  screen  is  interposed  anywhere  between  the 
two  mirrors,  in  which  case  the  glass  absorbs  the  rays,  and  becomes 
heated  itself. 

(158)  Probable  Independence  of  lAght  and  Heat, — A  considera- 
tion of  the  preceding  facts  led  Melloni  to  the  discovery  that  by  a 
combination  of  screens  which  allow  light  of  a  given  colour  to 
pass,  radiant  heat  may  be  entirely  arrested ;  and  thus  a  separa- 
tion of  the  two  forces  may  be  effected.  By  transmitting  the 
solar  rays,  first  through  a  glass  vessel  filled  with  water,  which 
arrests  the  less  refrangible  rays,  and  then  through  a  plate  of  a 
peculiar  green  glass  tinged  by  means  of  oxide  of  copper,  which 
stops  the  more  refrangible  rays,  a  greenish  beam  was  obtained, 
which  was  concentrated  by  lenses,  and  furnished  a  greenish  light 
of  great  intensity,  but  yet  produced  no  heating  action,  when 
it  was  allowed  to  fall  upon  the  face  of  a  delicate  thermoscope.  A 
similar  separation  of  light  and  heat  is  effected  in  nature,  in  the 
light  reflected  by  the  moon.  Melloni  concentrated  the  rays  of 
the  moon  by  means  of  an  excellent  lens  of  40  inches  in  diameter, 
Aud  obtained  a  brilliant  focus  of  light  of  0*4  inch  in  diameter. 
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the  intensity  of  which  consequently  was  10,000  times  greater  than 
that  of  the  diffused  light  of  the  moon  ;  upon  directing  this  focus 
of  light  upon  the  face  of  a  very  sensitive  thermo-multiplier,  only 
an  extremely  feeble  indication  of  heat  was  obtained.* — (Melloni, 
Thermochrose,  Part  I.  note,  p.  251.) 

The  foregoing  observations  show  that  in  the  analysis  of  radiant 
heat,  prisms  and  lenses  of  glass  should  not  be  used,  since  they 
lead  to  results  as  incorrect  as  those  which  would  be  furnished  by 
studying  the  phenomena  of  light  by  means  of  coloured  prisms  and 
lenses.  Rock  salt  furnishes  the  only  known  material  of  which  such 
apparatus  can  properly  be  constructed,  and  by  its  means,  rays  pro- 
ceeding even  from  the  human  body  may  readily  be  concentrated 
and  made  to  act  upon  a  therraoscope.  These  researches  of  Melloni 
explain  the  cause  of  the  contraciictory  results  obtained  in  the 
earlier  experiments  on  the  refraction  of  heat. 

In  all  experiments  on  radiated  heat  it  has  been  observed  that 
heat  when  once  absorbed,  whatever  may  have  been  its  original 
source,  acts  in  the  same  manner  in  producing  expansion ;  and  when 
radiated  again  it  does  not  retain  the  peculiarities  of  the  source  from 
which  it  originated :  the  refrangibility  of  the  re-radiated  heat  de- 
pends solely  upon  the  temperature  of  the  surface  which  emits  it  a 
second  time ;  so  that  it  is  immaterial  whether  it  were  originally 
derived  from  the  sun,  from  a  lamp  flame,  from  ignited  platinum, 
or  from  non-luminous  bodies ;  although  it  is  well  known  that  the 
refrangibility  decreases  with  the  temperature  of  the  source  from 
which  it  is  derived.  This  alteration  in  the  refrangibility  of  radiant 
heat  corresponds  with  the  discovery  made  by  Stokes  of  a  similar 
degradation  of  refrangibility  in  light  (104).  Heat  of  low  refrangi- 
bility may,  however,  be  converted  into  that  of  higher  refrangibility : 
for  example,  a  jet  of  mixed  oxygen  and  hydrogen  gases  furnishes 


*  It  ought,  however,  to  be  stated,  that  influenced  by  theoretical  considera- 
tioD8,  Melloni,  in  opposition  to  these  experiments  and  to  his  earlier  opinions, 
maintained,  during  tne  latter  years  of  his  life,  the  identity  of  the  agent  that 
produces  light  ana  heat.  Traces  of  heat,  he  says,  are  found  in  every  luminous 
ray ;  he  supposes  that  the  rays  of  heat  may  be  invisible,  just  as  the  chemical 
rays  beyond  the  violet  end  of  the  spectrum  are  invisible,  because  the  structure 
ofthe  retina  is  not  susceptible  of  undulations  the  frequency  of  which  exceeds 
or  falls  short  of  a  certain  amount.  No  doubt  there  exists  an  average  limit  to 
the  power  of  the  retina  to  receive  luminous  impressions  from  solar  radiations ; 
the  Doundary  between  light  and  darkness  being  almost  imperceptible.  In 
certain  individuals  the  retina  is  insensible  to  the  extreme  rays  at  the  red  end 
of  the  spectrum,  which  are  plainly  discerned  by  others.  A  parallel  case 
occurs  in  the  audibility  of  sounds :  in  some  individuals  the  ear  is  unable  to 
perceive  notes  in  which,  as  in  the  chirp  of  a  cricket,  the  vibrations  exceed  a 
certain  number  per  second,  though  such  sounds  are  distinctly  audible  to  the 
Inqority  of  persons. 
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a  heat  nearly  as  intense  as  any  which  art  can  command^  yet  it 
does  not  emit  rays  which  have  the  power  of  traversing  glass  in 
any  considerable  quantity,  even  though  a  lens  be  employed  for 
their  concentration.  Upon  introducing  a  cylinder  of  lime  into  the 
jet  of  burning  gases,  though  the  amount  of  heat  is  not  thus  in- 
creased, the  light  becomes  too  bright  for  the  unprotected  eye  to 
endure,  and  the  thermic  rays  acquire  the  property  of  traversing 
glass,  as  is  shown  by  their  action  upon  a  thermometer^  the  bulb 
of  which  is  placed  in  the  focus  of  the  lens. 

(159)  By  the  employment  of  tourmalines,  and  by  transmission 
through  bundles  of  mica  placed  at  suitable  obliquities  to  the  inci- 
dent ray,  it  has  been  further  proved  that  radiant  heat  is  also  sus- 
ceptible of  polarization ;  since  the  rays  are  reflected  pind  trans- 
mitted alternately,  according  as  the  planes  of  reflection  from  the 
mica  bundles  coincide,  or  cut  each  other  at  right  angles  :  Knob- 
lauch (Poggendorff,  AnnaL  Ixxiv.  9)  has  also  obtained  distinct  evi- 
dence of  the  diffraction  and  interference  of  the  rays  of  heat.  The 
parallelism  in  the  mechanical  properties  of  radiant  heat  and  of 
light  is  thus  shown  to  be  complete. 

§  III. — Heat  of  Composition. 

(160)  Specific  Heat. — It  has  been  already  stated  (125)  that 
the  temperature  of  a  body  affords  no  indication  of  the  actual 
quantity  of  heat  which  such  a  body  contains.  The  thermometer 
does  not  even  give  the  proportionate  amount  of  heat  which  equal 
bulks  of  the  same  substance  contain,  if  they  be  compared  at  dif- 
ferent temperatures.  It  may,  however,  be  made  to  furnish  an 
estimate  of  the  relative  quantities  of  heat  contained  in  two  diffe- 
rent masses,  either  of  the  same  substance  or  of  different  sub- 
stances. The  mode  in  which  this  is  effected  we  proceed  now  to 
illustrate. 

Equal  bulks  of  different  kinds  of  matter,  at  the  same  tempe- 
rature, contain  very  different  quantities  of  heat.  When  equal 
volumes  of  water,  or  of  oil,  or  of  any  liquid,  at  different  tempe- 
ratures, are  mixed  with  due  precautions,  they  yield  a  mass  the 
temperature  of  which  is  exactly  the  mean  of  the  two.  Thus,  a 
pint  of  water  at  40°,  added  to  a  pint  of  water  at  100^,  gives  2 
pints  of  water  at  70°.  But  if  two  dissimilar  liquids  be  used,  the 
result  is  different.  A  pint  of  water  at  40°  mixed  with  a  pint  of 
mercury  at  100°,  gives  a  mixture  the  temperature  of  which  is  only 
60^ ;  but  a  pint  of  mercury  at  40^  mixed  with  a  pint  of  water  at 
100°,  gives  a  mixture  having  a  temperature  of  80^.  Mercury  is 
therefore  said  to  have  less  capacity  for  heat  than  water.     It  ro* 
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quires  a  smaller  amount  of  heat  to  raise  it  a  given  number  of  de- 
grees in  temperature  than  is  required  to  produce  an  equal  elevation 
of  temperature  in  the  same  measure  of  water.  If  equal  weights 
of  the  two  bodies  be  employed,  instead  of  equal  volumes,  the  dif- 
ference is  still  more  striking.  A  pound  of  mercury  at  40°,  agi- 
tated with  a  pound  of  water  at  156°,  gives  a  mixture  the  tempe- 
rature of  which  is=i5a°'3.  The  water  loses  3°7,  while  the 
mercury  gains  11 2^*3 .  The  quantity  of  heat  which  would  be  re- 
quired to  raise  any  substance  1°  F.  in  temperature,  compared  with 
the  quantity  of  heat  required  to  raise  an  equal  weight  of  water 
I®,  is  called  its  specific  heat :  therefore,  taking  the  specific  heat  of 
water  as  i,  that  of  mercury  will  be  0*033  • — since  iia°*3  :  3^7 
:  :  I  :  ^  (=0-033), 

The  specific  heat  of  liquids  may  be  determined  by  the  process 
of  mixture  just  described.  If  the  body  be  in  the  solid  form,  the 
specific  heat  may  be  ascertained  by  heating  equal  weights  of  the 
different  solids  which  are  to  be  compared,  to  the  same  degree,  then 
immersing  each  in  an  equal  bulk  of  water,  and  observing  the  ele- 
vation of  temperature  produced  in  each  case.  Experiments  con- 
ducted in  this  manner,  show  that  great  differences  in  specific  heats 
exist.  Researches  of  this  nature  are  necessarily  attended  with 
great  difficulty,  owing  to  the  variety  of  sources  of  error,  and  the 
number  of  precautions  required  in  order  to  ensure  accuracy. 
Full  particulars  upon  these  points  are  given  in  the  papers  of 
Dnlong  and  Petit  upon  this  subject  {Ann.  de  Chimie,  II.  vii.  225, 
and  X.  395),  and  of  Regnault  {lb.  II.  Ixxiii.  5,  III.  i.  129,  and 
ix.  322). 

Another  mode  of  ascertaining  differences  in  specific  heat  is 
founded  on  the  different  rates  of  cooling  exhibited  by  equal 
masses  of  dissimilar  composition  ;  those  which  have  the  greatest 
specific  heat  cooling  most  slowly.  Suppose  the  different  bodies  to 
be  compared  have  all  been  heated  to  212°,  placed  in  the  same 
vessel,  and  allowed  to  cool  down  50°,  under  exactly  similar  cir- 
cumstances; by  noting  the  time  occupied  by  each  in  cooling 
through  this  interval,  and  by  comparing  this  with  the  time  re- 
quired by  an  equal  weight  of  water  to  cool  through  the  same 
tiiermometric  interval,  a  series  of  numbers  would  be  obtained 
which  would  represent  approximatively  the  specific  heats  of  the 
bodies  in  question ;  making  the  time  occupied  by  water  in  cool- 
ing, the  unit  of  comparison,  or  i. 

Lavobier  and  Laplace  determined  the  specific  heats  of  a 
variety  of  substances,  by  ascertaining  the  quantity  of  ice  which 
equal  weights  of  the  different  bodies  were  able  to  melt  in  falling 
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from  the  temperature  of  2ia°  to  that  of  32®.  This  process  is 
excellent  in  principle,  but  in  practice  the  difficulties  which  attend 
it  render  the  results  inaccurate. 

The  following  table  gives  a  few  of  the  results  of  Begnault 
upon  specific  heat,  obtained  by  the  process  of  mixture  or  immer- 
sion : — 

Specific  Heats  of  Equal  Weights  between  32°  and  212^. 

Water I'ooooo  Brass 0*09391 

Oil  of  Turpentine     .  0*42593  Silver o"O570i 

Charcoal    ....  0*24150  Tin 0*05623 

Glass 0*19768  Mercury    ....  0*03332 


Iron 011379 

Zinc 0*09555 

Copper      ....     0*09515 


Platinum  ....     0*03243 

Gold 0*03244 

Lead 0*03140 


Any  circumstance  which  alters  the  relative  distances  between 
the  particles  of  which  a  body  is  composed,  at  the  same  time  alters 
its  specific  heat.  Mechanical  compression  sufficient  to  produce  a 
permanent  alteration  in  density  is  attended  by  a  corresponding 
decrease  in  specific  heat : — For  instance,  the  specific  heat  of  a 
piece  of  soft,  well  annealed  copper  was  found  to  be  from  0*09501 
to  0*09455  ;  the  same  copper,  after  hammering,  had  a  specific  heat 
of  from  0*0936  to  0*0933  *  ^^  being  again  thoroughly  annealed,  so 
as  to  recover  its  former  density,  its  specific  heat  was  from  0*09493 
to  009479,  or  almost  exactly  the  same  as  at  first.  To  this  dimi- 
nution of  specific  heat  by  compression  may  be  partially  due  the 
heating  of  cold  metallic  bars  observed  during  the  operation  of 
rolling ;  they  become  denser,  and  consequently  have  less  capadtj 
for  heat. 

In  like  manner  the  sudden  compression  of  aeriform  bodies  is 
attended  with  the  evolution  of  a  very  large  amount  of  heat^  which 
may  even  rise  high  enough  to  ignite  tinder  and  other  inflammable 
substances.  On  rarefying  air  the  opposite  eflects  are  observed. 
One  evidence  of  this  fact  is  aflbrded  by  the  mist  which  is  formed 
within  a  glass  receiver  while  it  is  undergoing  exhaustion.  On 
first  working  the  pistons  of  the  air-pump,  the  sudden  expansion 
deprives  the  moisture  which  all  air  contains,  of  part  of  the  heat 
necessary  for  its  existence  in  the  gaseous  form,  and  it  condenses  in 
minute  drops,  which  speedily  evaporate  again  as  the  equilibrium  of 
temperature  is  restored.  If  compressed  air  be  allowed  to  expand 
suddenly,  by  escaping  into  the  atmosphere,  a  similar  phenomenon 
is  produced  j  a  demand  for  the  heat  which  the  air  had  lost  in 
compression  suddenly  arises^  and  moisture  is  deposited  as  before. 
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These  facts  will  enable  us  to  understand  the  general  distribu- 
tion of  temperature  in  any  vertical  column  of  the  atmosphere  of 
our  globe.  If  the  atmosphere,  without  being  altered  in  weight 
or  quantity,  could  be  reduced  to  a  stratum  of  uniform  density 
throughout,  with  a  uniform  temperature  of  80° ;  it  would  extend 
to  a  height  of  about  28,000  feet.  Now  if  this  air,  throughout 
the  entire  thickness  of  the  stratum,  suddenly  took  the  adjustment 
due  to  its  elasticity,  the  temperature  would  fall  in  every  part  of 
the  column,  (except  at  its  base,  where  it  would  remain  stationary,) 
in  consequence  of  the  alteration  in  the  capacity  for  heat  of  the 
dilated  air ;  at  15,000  feet  it  would  be  about  32^,  and  at  30,000 
feet  it  would  be  about— 30°.  Owing  to  the  cause  just  explained, 
a  progressive  diminution  of  the  temperature  is  experienced,  as  the 
altitude  of  the  observer  above  the  surface  of  the  earth  increases ; 
and  this  depression  of  temperature  is  such,  that  even  in  tropical 
climates,  the  summits  of  lofty  mountains  are  always  crowned  with 
snow.  The  limit  of  perpetual  snow  gradually  descends  (subject, 
however,  to  irregularities,  from  local  causes)  towards  the  level  of 
the  sea,  according  as  the  place  of  observation  approaches  towards 
either  pole.  A  blast  of  cold  air,  therefore,  in  descending  from  a 
lofty  height  would  have  its  temperature  elevated  by  the  mere 
condensation  which  it  experiences  as  it  approaches  the  surface  of 
the  globe,  without  any  supply  of  heat  from  extraneous  sources ; 
and  the  danger  arising  from  its  chilling  influences  would  be  thus 
simply  and  effectually  averted.  Observations  have  shown  that  the 
average  depression  of  temperature  in  ascending  from  the  sea  level 
amounts  to  i^  F.  for  every  300  feet;  and  the  following  table  is 
given  by  Daniell  (Meteorology,  vol.  i.  p.  41)  as  an  approximative 
estimate  of  the  distribution  of  heat  in  the  atmosphere  due  to  this 
cause,  supposing,  as  indicated  in  the  second  column,  that  the 
initial  temperature  of  80^,  is  that  of  the  surface  of  the  earth  near 
the  equator,  and  that  the  initial  temperature  of  o^  F.  indicated  in 
the  third  column  is  that  towards  the  poles. 


Decrease  of  Temperature  in  the  Atmosphere  from  Elevation. 


Altitade  in  Fe«t. 

T«mpentare  "P. 

Temperature  "P. 

0 
5000 
lOOOO 
15000 
30000 
35000 
30000 

80' 
644 

48-4 
I3'8 

-7-6 
—307 

0° 

-i8-5 

-37-8 

— §8-8 

—8a' I 

— 109*1 

—140-3 
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In  proportion  as  the  temperature  of  a  substance  rises,  its 
specific  heat  gradually  increases :  owing,  probably,  to  the  increase 
in  the  bulk  of  the  body  with  the  rise  of  temperature,  and  to 
the  augmentation  of  the  space  between  the  molecules  of  the  heated 
substance.  This  increase  in  the  specific  heat  with  the  rise  of 
temperature  may  be  seen  by  examining  the  annexed  table : — 

Rise  of  Specific  Heat  with  Rise  of  Teinperature. 

{Dulong  and  Petit.) 


Sabftanoe  med. 

Mercury  .... 
Platinum  .... 
Antimony   .... 

Silver 

Zinc 

Copper 

Iron 

Glass 


From  3a»  to 

From  ja*  to 

aia«  F. 

51^  r. 

00330 

00350 

00335 

00355 

0*0507 

00549 
00611 

0-0557 

0*0937 

01015 

00949 

0  1013 

0'13l8 

0-1098 

o'i770 

0*1900 

(161)  A  body  in  the  liqnid  state  has  a  higher  specific  heat 
than  the  same  substance  when  it  is  in  the  solid  form.  This  is 
remarkably  shown  in  the  case  of  water,  in  which  the  specific  heat 
is  double  that  of  ice.  Contrasting  together  the  specific  heats,  as 
obtained  for  the  following  solids,  by  Regnault,  with  the  numbers 
obtained  by  Person,  {Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  136) 
for  the  same  bodies  when  liquefied,  the  amount  of  this  difiference 
will  be  seen  to  be  liable  to  great  variation : — 

Specific  Heat  of  the  same  Substances,  both  in  the  Solid  and  in  the 

Liquid  State. 


Sabtttanoe. 

Solid. 

laqnid. 

Sp.  Heat. 

Tempentore  «>F. 

Sp.  Heat. 

Temperatue  'F. 

between 

between 

Ice   .    .    .    . 

0-5050 

— 33  and    33 

1*0000 

33  and   6S 

Nitrate  of  So< 

la .          0*2783 

33  and  313 

0*4130 

608  and  806 

Nitrate  of  Pot 

ash          0*3387 

.      .              0'3036 

»» 

03318 

663  and  815 

Sulphur     .    . 

ff 

0*2340 

348  and  303 

Phosphorus    . 

.    .          o*ij88 
.    .          00843 

6  and    45 

0-3045 

133  and  213 

Bromine    . 

—108  and  — 4 

o*io6o 

10  and  118 

Tin  ...    . 

.    ,          00563 

33  and  313 

00637 

483  and  662 

Iodine  .    .     . 

00541 

tt 

0*1083 

not  stated 

Lead     .    .    . 

.    .          0*0314 

» 

0*0403 

663  and  843 

Bismuth    .    . 

,    .          00308 

t> 

0*0363 

536  and  716 

Mercury    .     . 

.    .          0*0319 

00333 

33  and  313 

Of  all  solids  and  liquids  water  is  that  which  possesses  the 
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lai^est  amount  of  specific  heat.  This  circumstance  contributes  in 
no  small  degree  towards  moderating  the  rapidity  of  transitions 
from  heat  to  cold,  or  from  cold  to  heat,  owing  to  the  large  quan- 
tity of  heat  which  the  ocean  absorbs  or  emits  in  accommodating 
itself  to  the  variations  of  external  temperature.  Mercury,  on  the 
other  hand,  has  a  very  low  specific  heat,  which  much  enhances  its 
sensibility  to  changes  of  temperature,  and  increases  its  fitness  for 
thermometric  purposes. 

The  determination  of  the  specific  heats  of  gases  and  vapours 
is  attended  with  unusual  difficulties,  and  the  earlier  researches  on 
the  subject,  though  conducted  by  many  philosophers  distinguished 
for  experimental  skill,  gave  discordant  and  unsatisfactory  results. 

Regnault,  taking  the  specific  heat  of  an  equal  weight  of  water 
as  the  unit  of  comparison,  finds  that  of  air  to  be  =  0*2377,  and  he 
gives  the  following  numbers  as  the  results  of  his  investigation  upon 
the  specific  heat  of  various  gases  and  vapours,  and  they  are  probably 
nearer  the  truth  than  any  others  hitherto  obtained.  —  {Comptea 
Bendus,  xxxvi.  676.) 

Specific  Heat  of  Gases  and  Vapours. 


Om  or  Vapour. 


Oxygen 

Nitrogen  .... 
Hydrogen  .... 
Chlorine  .... 
Bromine  .... 
Protoxide  of  Nitrogen 
Binoxide  of  Nitrogen 
Carbonic  Oxide  .  . 
Carbonic  Acid  .  .  . 
Sulphide  of  Carbon  . 
Anunonia  .... 
Marsh  Gas  .... 
Olefiant  Gas  .  .  . 
Chloride  of  Arsenic  . 
Chloride  of  Silicon 
Bichloride  of  Tin  .  . 
Bichloride  of  Titanium 


Equal 
Vols. 


0*2412 
0-2370 
0-2356 
0*2962 
0-2992 

©•34 '3 
0*2406 

0*2399 

0-3  308 

0*4146 

0*2994 

0-3277 

o-357« 
0-7013 

0*7788 

08639 

08634 


Equal 
Wts. 


0-2182 
0-2440 

34046 
O-12I4 
0-0552 
0-2238 
0*2315 
0-2479 
0*2164 

0-1575 
0-5080 

05929 

0-3694 

0-1122 

0*1329 

0-0939 

0*1263 


Oas  or  Vapour. 


Sulphurous  Acid  .  .  . 
Hydrochloric  Acid  .  . 
Sulphuretted  Hydrogen   . 

Water 

Alcohol 

Ether       

Chloride  of  Ethyl  .  .  . 
Bromide  of  Ethyl  .  .  . 
Sulphide  of  Ethyl  .  . 
Cyanide  of  Ethyl    .     .     . 

Chloroform 

Dutch  Liquid  .... 
Acetic  Ether     .... 

Benzol 

Acetone 

Oil  of  Turpentine  .  •  . 
Terchloride  of  Phosphorus 


Equal 
Vols. 


Equal 
Wto. 


0-3489 
0*2302 
0*2886! 
0-2950 
0-7171 
1-2296 
0-6117 
0*6777 
1*2568 
08293 
0-8310 
O-7911 
1*2184 
I -01 14 
0*8341 
2-3776 
0-6386 


0-I553 
0-1845 

0-2423 

0-4750 

045 '3 
0-4810 

0*2737 

0-1816 

0*4005 

o-4«55 
0-1568 
0*2293 
0*4008 

0*3754 
0-4125 

0*5061 

01346 


According  to  the  experiments  of  Regnault,  the  specific  heat  of 
any  gas  is  not  materially  altered  by  change  of  temperature ;  the 
specific  heat  of  a  given  weight  of  any  gas  is  also  constant,  whatever 
may  be  the  variation  of  density  which  it  experiences.  These 
conclusions  are  in  direct  opposition  to  those  of  Delaroche  and 
Berard  upon  the  same  points,  and  need  confirmation* 

An  important  relation  between  the  specific  heat  of  an  ele- 
mentary body  and  its  chemical  equivalent^  or  the  proportion  in 
which  it  enters  into  combination  with  a  fixed  quantity  of  oxygen^ 
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was  pointed  out  by  Dulong  and  Petit,  from  which  it  appears  that 
if  the  specific  heat  of  a  body  in  the  solid  state  be  multiplied  into 
the  chemical  equivaleut  of  the  same  body,  it  gives  a  number  which 
(allowing  for  errors  of  experiment)  coincides  almost  exactly  with 
the  product  obtained  by  multiplying  together  the  specific  heat  and 
the  equivalent  of  any  other  elementary  substance.  This  subject, 
however,  will  be  more  advantageously  examined  hereafter.    (1476) 

Latent  Heat. 

{162)  Disappearance  of  Heat  during  Liquefaction. — ^When 
matter  passes  from  the  solid  into  the  liquid  state,  or  from  the 
liquid  into  the  aeriform  state,  heat  in  lai^e  quantity  disappears, 
and  ceases  for  the  time  to  afiTect  the  thermometer ;  hence,  this 
modification  of  heat  is  called  latent  heat.  For  example,  when  a 
lump  of  ice  at  32^  is  brought  into  a  warm  room,  it  gradually 
thaws  and  is  converted  into  water ;  but  neither  the  ice,  nor  the 
water  in  contact  with  it  rises  in  temperature.  So  long  as  any 
portion  of  the  ice  remains  unmelted,  the  water  continues  to  indi- 
cate the  temperature  of  32^,  as  does  also  the  ice.  Again,  a  pound 
of  water  at  212°,  mixed  with  a  pound  of  water  at  32°  gives  two 
pounds  of  water  at  122^,  which  is  the  mean  temperature ;  but  a 
pound  of  ice  at  32°,  mixed  with  a  pound  of  water  at  212®,  gives 
two  pounds  of  water,  of  which  the  temperature  is  only  51°. 

In  this  case  the  water  has  lost  161°,  whilst  the  ice  has  gained 
only  19°  ;  so  that  142°  have  disappeared,  or  have  become  latent. 
Thus,  in  order  to  convert  a  pound  of  ice  at  32°  into  water  at  32®, 
heat  suflBcient  to  raise  142  lb.  of  water  from  32°  to  ^^^  is  needed. 
Water,  therefore,  may  be  regarded  as  ice  in  combination  with  a 
certain  quantity  of  heat.  This  heat,  however,  is  not  lost,  for  if 
the  progressive  cooling  of  water  be  observed  in  an  atmosphere 
many  degrees  below  the  freezing  point,  it  will  be  found  that  the 
temperature  of  the  liquid  sinks  regularly  until  it  reaches  32**,  when 
it  becomes  stationary,  and  freezing  begins;  the  heat  being  sup- 
plied from  that  which  is  latent  in  the  water.  As  soon  as  the 
whole  has  become  solid,  the  thermometer  again  shows  that  the 
temperature  of  the  mass  sinks,  until  at  length  it  reaches  that  of 
the  surrounding  air.  Some  idea  of  the  quantity  of  heat  that  is 
required  to  convert  ice  into  water,  without  any  apparent  rise  in 
temperature,  may  be  formed  from  the  fact  that  the  simple  conver- 
sion of  a  cube  of  ice  three  feet  in  the  side  into  water  at  32°, 
would  absorb  the  whole  heat  emitted  during  the  combustion  of  a 
bushel  of  coal.  (Faraday.)  Pouillet  has  calculated,  that  the  whole 
of  the  heat  of  the  sun^s  rays  which  fall  upon  the  sur&ce  of  the 
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earth  in  the  course  of  twelve  months,  would  be  expended  in  melting 
a  layer  of  ice  which  covered  the  entire  surface  of  the  globe  for  a 
thickness  of  104  feet. 

This  large  amount  of  heat  latent  in  water,  which  is  given 
forth  as  it  freezes,  furnishes  a  source  of  heat  of  the  greatest  value 
in  mitigating  the  severity  of  any  sudden  setting  in  of  frost, 
as  the  very  act  of  freezing  moderates  the  eflFect  of  the  depression 
of  temperature  on  surrounding  objects,  and  renders  the  transition 
from  heat  to  cold,  and  of  course  the  converse  from  cold  to  heat, 
more  gradual  and  uniform.  Another  very  important  purpose  is 
attained  by  this  gradual  liquefaction  of  ice  :  but  for  this  con- 
trivance the  ice  that  had  accumulated  during  a  long  winter  would 
at  the  first  breeze  from  the  south  be  instantly  converted  into 
water,  and  sweep  before  it,  not  merely  the  habitations  of  man  and 
their  tenants,  but  trees,  rocks,  and  hills.  Such  fearful  catastrophes 
do  now  and  then  occur,  when  a  volcano  such  as  Etna  pours  forth  a 
stream  of  lava  over  its  snow-clad  sides ;  the  flood  that  then  ensues  is 
even  more  destructive  than  the  fiery  torrent  itself.  The  latent  heat 
of  water  is  greater  than  that  of  any  other  body,  but  in  all  cases 
of  liquefaction  there  is  a  similar  disappearance  of  heat ;  the  quantity 
which  becomes  latent  varying  with  the  nature  of  the  substance. 

Person  {Ann.  de  Chimie,  III.  xxi.  333,  and  xxiv.  265)  has  de- 
termined the  latent  heat  absorbed  during  the  fusion  of  a  consider- 
able number  of  bodies,  and  he  concludes  that  the  latent  heat  of 
fusion  is  obtained  by  multiplying  the  difiference  between  the  specific 
heat  of  the  substance  in  its  liquid  and  its  solid  form  by  a  number 
obtained  by  adding  the  nmnber  256^  (an  experimental  constant 
furnished  by  researches  upon  the  latent  heat  of  water)  to  the  melt- 
ing point  ®F.  of  the  substance  in  question.* 

Table  of  Latent  Heat  of  Liquids. 


Water  .  .  .  . 
I7itrate  of  Soda  . 
Nitrate  of  Potash 

Zinc 

Silver     .    .    .    . 

Tin 

Cadmium  .  .  . 
Bismuth.  .  .  . 
Sulphur.    .    .    . 

Lead 

Phosphorus  .  . 
Mercury     .    .    . 


"T. 

Water=i. 

142-65 

I  000 

1 1334 

0-794 

85-26 

0-598 

5063 

0355 

37'9a 

0-265 

2565 

0-179 

2444 

0171 

22-75 

0*159 

1685 

0-118 

965 

0067 

905 

0-063 

5ii 

0035 

•  If  i  =:  the  latent  heat,  d  the  difference  of  the  specific  heat  in  the  liquid 
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The  numbers  in  the  second  column  of  the  table  represent  the 
number  of  degrees  of  temperature  that  an  equal  weight  of  water 
would  be  raised  by  the  passage  of  each  of  the  bodies  ennmerated, 
from  the  liquid  to  the  solid  state,  or  they  may  be  taken  as  the 
number  of  pounds  of  water  that  would  be  raised  i°  of  Fahrenheit 
by  the  heat  emitted  during  the  congelation  of  one  pound  of  each 
of  the  substances  included  in  the  table. 

(163)  Freezing  Mixtures. — The  chemist  avails  himself  of  the 
fact  that  heat  disappears  during  liquefaction,  for  the  purpose  of 
procuring  artificial  cold :  the  action  of  freezing  mixtures  depends 
upon  this  principle.  Many  salts  while  undergoing  solution  pro- 
duce a  very  considerable  reduction  of  temperature.  For  example : 
4  ounces  of  nitre  and  4  of  sal  ammoniac,  each  in  fine  powder, 
when  mixed  with  8  ounces  of  water,  reduce  the  thermometer  fix)m 
50^  to  10°.  Equal  parts  of  nitrate  of  ammonia  and  water  reduce 
the  temperature  from  50^  to  4°.  So,  likewise,  equal  parts  of  water, 
of  powdered  crystallized  nitrate  of  ammonia,  and  of  carbonate 
of  soda  also  crystallized  and  in  powder,  effect  a  reduction  from  50° 
to  — 7^.  The  solution  of  crystallized  sulphate  of  soda  in  com- 
mercial hydrochloric  acid  is  also  attended  with  a  rapid  reduction 
of  temperature.  This  mixture  is  employed  in  the  common  re- 
frigerators, 5  parts  of  the  acid  being  poured  upon  8  parts  of  the  salt 
reduced  to  powder :  the  temperature  may  thus  be  reduced  from 
50''  to  c°. 

The  most  convenient  mixture,  however,  when  procurable,  con- 
sists of  2  parts  of  pounded  ice  (or,  better  still,  of  fresh  snow)  and 
I  part  of  common  salt.  A  steady  temperature  of  —4°  F.  can  by 
its  means  be  maintained  for  many  hours.  Again,  a  mixture  of  3 
parts  of  crystallized  chloride  of  calcium  and  2  of  snow  will  produce 
a  cold  sufficient  to  freeze  mercury  :  if,  before  making  the  mixture, 
both  the  vessel  in  which  the  experiment  is  to  be  performed  and  the 
chloride  be  cooled  to  32°,  such  a  mixture  will  cause  a  thermometer 
when  plunged  into  it  to  fall  to— 50°. 

Even  during  the  liquefaction  of  a  metallic  alloy  by  quicksilver, 
the  same  fact  is  observed :  thus  an  alloy  may  be  formed  by  melting 


and  in  tbe  solid  state,  t  the  roeltin^;  point  on  Fahrenheit's  scale,  the  latent 
heat  may  be  calculated  by  the  formula 

(256  -\-t)d=il. 

The  results  obtained  with  the  metals  do  not  accord  with  Person's  theory, 
as  the  difference  of  their  specific  heats  in  the  solid  and  liquid  states  is  very 
trifling ;  but  for  other  bodies  the  result  calculated  corresponds  pretty  closely 
with  that  furnished  by  experiment.  If  Person's  view  be  correct,  a  consequence 
which  he  ingeniously  draws  from  it  is,  tbat  the  absolute  zero  of  temperature 
would  faU  at—  356°  F. 
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together  207  parts  of  lead,  118  parts  of  tin,  and  208  parts  of 
bismuth  ;  if  this  be  granulated,  by  pouring  it,  when  melted,  into 
water,  it  may  be  dissolved  in  1600  parts  of  mercury,  and  will  cause 
a  thermometer,  if  immersed  in  it,  to  siuk  from  63°  to  14®. 

It  is  owing  to  this  absorption  of  heat  during  the  liquefaction 
of  solids,  that  not  only  in  the  melting  of  ice,  but  in  the  much 
higher  temperatures  required  for  the  fusion  of  many  of  the  metals, 
the  temperature  remains  stationary  so  long  as  any  portion  of 
the  mass  remains  unmelted ;  the  excess  of  heat  is  transferred  to 
the  unmelted '  solid  by  conduction,  and  is  rapidly  absorbed  by 
it  during  its  liquefaction. 

The  following  table  contains  the  temperatures  at  which 
several  substances,  metallic  and  non-metallic,  enter  into  fusion : — 

Table  of  Fusing  Points. 


Name  of  SubeUmce. 

op. 

Auihoritj. 

Mercury 

OU  of  Vitriol 

Bromine 

Ice 

Phosphorus 

Potassium 

Yellow  Wax 

Sodium 

Iodine 

Sulphur 

Tin 

Bismuth 

Nitrate  of  Soda     .... 

Lead  ........ 

Nitrate  of  Potash .... 

Ziuo 

Antimony  (about)      .     .     . 

Silver 

Copper    

Gold 

Cast  Iron 

Wrought  Iron      .... 

—39 
—30 

9*5 
33 

111-5 
136 

143'^ 
2077 

224*0 

239 
451 

591 
620 

642 

773 
900 

1773 
1996 

2016 

2786 

(    above 
(    3380 

Hutchins 
Begnault 
Pierre 

Schrotter 
Bregnault 
Person 
Begnault 
Gky  Lussac 

*    Person 
< 

>     Daniell 

The  fusing  point  of  a  mixture  of  analogous  bodies  is  often  con- 
siderably below  that  of  its  separate  components.  Thus  alloys 
often  have  a  melting  point  much  below  that  of  any  of  the  metals 
which  enter  into  their  formation,  as  is  seen  in  the  case  of  fusible 
metal.  It  has  long  been  practically  known  to  the  glass  maker  and 
the  metallurgist  that  mixtures  of  various  silicates  fuse  at  a  tem- 
perature far  below  that  required  to  melt  any  of  them  alone.  A 
similar  increase  of  fusibility  is  observed  when  many  of  the  chlorides 
1^  mixed  together  before  exposing  them  to  heat.      A  mixture  of 
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equivalent  quantities  of  carbonate  of  soda,  and  carbonate  of  potash, 
melts  below  the  fusing  point  of  either  salt  separately,  and  is  often 
used  to  effect  the  fusion  of  siliceous  minerals  in  analysis.  Schaff- 
gotsch  found  that  acetate  of  potash  melts  at  558^,  acetate  of  soda  at 
606°,  but  a  mixture  of  the  two  salts  in  equivalent  proportions  fuses 
at  435^.  In  like  manner  nitrate  of  potash  melts  at  642^,  nitrate  of 
soda  at  591^^  but  a  mixture  of  the  two  salts  in  equivalent  propor- 
tions liquefies  as  low  as  429^,  or  162^  below  the  melting  point 
of  the  most  fusible  of  the  two  salts. 

The  melting  point  of  ice  is  perfectly  stationary*  at  32°;  but 
water  which  contains  salts  in  solution  has  a  lower  point  of  con* 
gelation.  Sea  water,  for  example,  freezes  at  27^*4,  the  salt  separat- 
ing, and  pure  water  floating  in  the  form  of  ice ;  whilst  water 
which  is  saturated  with  sea  salt  sinks  as  low  as  — 4°  before  freezing. 

In  the  process  of  freezing  as  it  usually  occurs  in  nature  the  act 
of  solidification  goes  on  not  continuously,  but  in  successive  layers, 
and  in  the  intervals  between  these  layers  is  a  stratum  of  ice  slightly 
more  fusible  than  the  mass  either  above  or  below.  This  is  beau- 
tifully seen  by  placing  a  block  of  homogeneous  transparent  ice, 
such  as  that  from  the  Wenham  Lake,  in  the  sun's  rays  afler  con- 
centrating them  by  a  large  convex  lens.  Immediately  that  this  is 
done,  the  interior  of  the  mass  becomes  filled  with  little  flower- 
shaped  figures,  each  flower  having  six  petals,  evidently  composed 
of  water,  while  in  the  centre  is  a  spot  which  shines  with  metallic 
brilliancy,  and  which  looks  like  an  air  bubble,  but  is  really  a  space 
filled  only  with  aqueous  vapour,  and  produced  in  consequence  of 
the  circumstance  that  water  occupies  a  smaller  bulk  than  the  ice 
which  furnished  it.  These  little  flowers  occur  in  horizontal  planes 
parallel  to  the  surface  of  congelation.f — (Tyndall,  Phil,  TVatu. 
1858,  220.)     Faraday  has  suggested  what  seems  to  be  a  very  pro- 


*  Prof.  W.  Thomson  states,  that  in  confirmation  of  the  results  anticipated 
from  a  mathematical  investigation  made  by  his  brother,  and  communicated  to 
the  Eoyal  Society  of  Edinburgh,  January,  1850,  he  finds  experimentally  Uiat 
the  freezing  point  of  water,  a  liquid  which  expands  at  the  moment  of  conge- 
lation, is  lowered  to  a  minute  but  measurable  extent  by  exposing  the  water  to 
pressure.  Some  preliminary  experiments  showed,  that  for  a  pressure  of  8'i 
atmospheres,  the  point  of  congelation  was  lowered  o^'io6  F. :  by  a  pressure 
of  1 6 '8  atmospheres  it  was  reduced  0^*232.  Bunsen,  on  the  other  hand,  found 
the  melting  point  of  paraffin  and  of  spermaceti  to  be  raised  by  increasing 
the  pressure.  Spermaceti,  for  instance,  solidified  at  1 17^*9  under  the  atmo* 
spheric  pressure,  but  under  a  pressure  of  150  atmospheres  it  solidified  at 
123^*6 ;  both  these  bodies  contract  at  the  momeot  of  solidification,  and,  as  had 
been  anticipated  by  Thomson,  the  melting  point  was  raised, 

t  In  certain  exceptional  cases  tiiis  panmelism  is  disturbed.  Possibly  this 
may  be  due  to  the  breaking  up  of  the  original  floe,  and  consolidation  of  iti 
fragments  irregularly,  by  subsequent  regemtion. 
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bable  explanation  of  these  successive  planes  of  freezing,  viz.^  the 
separation  of  saline  particles^  from  each  layer  of  water  as  it  is 
frozen^  (68)  so  that  the  salts  accumulate  below  the  stratum  first 
frozen,  and  form  a  very  dilute  saline  solution^  the  freezing  point  of 
which  is  a  fraction  of  a  degree  below  that  of  pure  water ;  this  thin 
stratum  when  frozen  furnishes  a  layer  of  ice  more  fusible  than  the 
rest ;  a  fresh  layer  freezes  beneath,  gradually  excluding  its  saline 
particles,  which  again  accumulate  below,  forming  a  fresh  more 
fusible  layer,  and  so  on  successively. 

(163  a)  Regelaiion  of  Ice. — It  was  remarked  a  few  years  ago  by 
Faraday  that  when  two  pieces  of  ice  at  ^2,^  with  moistened  surfaces 
are  placed  in  contact,  they  freeze  together,  and  manifest  the 
phenomenon  thence  designated  as  the  regelation  of  ice ;  whereas, 
if  the  surfaces  be  dry,  they  do  not  cohere.  It  is  owing  to  this 
circumstance  that  during  a  thaw  the  particles  of  snow  cohere  firmly 
into  a  solid  lump,  whilst  during  a  frost  there  is  difficulty  in  forming 
the  dry  particles  into  a  compact  mass.  This  regelation  of  ice 
will  occur  when  the  surfaces  of  the  blocks  are  in  contact  even 
though  the  external  air  may  be  at  a  temperature  of  80°  or  90°. 
Certain  solids,  as  flannel,  hair,  or  cotton,  will  freeze  to  ice  even  in 
a  warm  atmosphere,  though  others,  such  as  saline  substances,  gold 
leaf  and  the  metals  will  not  thus  freeze  to  it.  Tyndall  has  followed 
up  these  observations,  and  made  some  interesting  experiments, 
and  deductions  from  them.  He  took  a  sphere  of  transparent  ice, 
and  placed  it  under  a  small  hydraulic  press  between  two  pieces  of 
box-wood  hollowed  out  so  as  to  form  a  flattened  lenticular  cavity. 
The  ice  broke,  but,  on  continuing  the  pressure,  it  froze  again,  and 
in  less  than  a  minute  was  converted  into  a  flattened  transparent, 
lenticular  mass.  This  mass  was  in  its  turn  placed  in  a  shallow 
cylindrical  cavity  of  boxwood  and  again  submitted  to  pressure, 
again  it  was  crushed  and  became  reduced  to  the  form  of  a  flat 
transparent  cake ;  and  this  again  was  placed  in  a  hemispherical 
cavity  in  the  wood  and  subjected  to  the  pressure  of  a  hemispherical 
plug  which  fitted  the  cavity ;  a  third  time  it  was  crushed,  and  after 
a  few  seconds  it  froze  again  into  a  transparent  cup  of  ice.*     Tyndall 


*  These  obserYations  have  been  ingeniously  applied  by  Tyndall  to  account 
for  the  motion  of  glaciers.  These  frozen  rivers  of  ice,  in  descending  from  the 
mountain  sides,  constantly  have  to  force  their  way  through  contracted  gorges 
in  the  rock,  and  fpradualiy  flow  onwards,  melting  away  at  their  base,  whilst 
fresh  portions  of  ice  are  forced  downwards  from  the  upper  regions  of  the 
mountain  by  the  weight  of  the  superincumbent  ice.  It  was  ascertained  by 
Prof.  J.  D.  r  orbes,  in  a  series  of  beaatiful  observations,  that  during  the  descent 
of  the  glacier  through  its  channel,  the  central  portions  of  the  mass  moved  more 
quickly  than  the  portions  on  its  sides:  and  he  likened  the  flow  to  the  descent  of  a 

R 
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considers  that  upon  the  theory  that  heat  is  the  result  of  vibratory 
motion,  the  liquefaction  of  ice^  when  perfectly  homogeneous,  must 
necessarily  take  place  more  easily  upon  the  surface  than  withia 
the  mass ;  and  conversely  the  freezing  of  a  thin  layer  of  water 
between  two  masses  of  ice  should  occur  more  readily  than  upon  the 
surface  of  a  single  mass^  and  hence  he  attempts  to  account  for  re- 
gelation.  The  explanation  appears  however  to  be  insufficient; 
since^  if  true  for  ice,  it  should  hold  good  for  all  substances  solidify- 
ing  after  fusion,  when  two  portions  of  the  solid  are  brought  into 
contact  beneath  the  still  liquid  mass ;  and  it  offers  no  explanatioa 
of  the  freezing  of  ice  to  flannel,  which  apparently  is  due  to  the  same 
cause  as  the  freezing  of  ice  to  ice.  It  has  been  supposed  that  the 
masses  of  ice  are  colder  within  than  at  the  surface,  and  hence  that 
regelation  is  the  result  of  the  absorption  of  heat  by  the  internal 
portions.  Tyndall  has  however  proved  conclusively  that  this  hypo- 
thesis is  at  variance  with  facts,  and  is  indeed  impossible  from  the 
conducting  nature  of  ice  itself.  The  ingenious  theory  of  James 
Thomson,  that  regelation  is  due  to  the  lowering  of  the  freezing 
point  by  the  mutual  pressure  of  two  masses  of  ice,  and  that  the 
absorption  of  heat  due  to  this  liquefaction  freezes  the  contiguous 
layer  of  water,  is  also  quite  inadequate  to  account  for  the  effect, 
even  if  pressure  were  a  necessary  element  in  effecting  regelation. 
At  present  therefore  the  phenomenon  needs  further  elucidation. 

(164)  Evolution  of  Heat  during  Solidification. — When  liquids 
return  to  the  solid  form,  their  latent  heat,  or  heat  of  fluidity^  as  it 
is  sometimes  called,  is  again  given  out.  Water,  if  undisturbed, 
may  be  cooled  down  in  a  narrow  tube  even  20°  below  the  freezing 
point  without  congealing ;  but  the  least  agitation  causes  a  portion 
to  solidify  suddenly,  and  the  latent  heat  emitted  at  the  moment  by 
the  portion  which  freezes  raises  the  temperature  of  the  whole 
mass  to  32°.  Melted  phosphorus,  as  well  as  acetic  and  sulphuric 
acids  and  several  other  substances,  admits,  like  water,  of  being 
cooled  down  several  degrees  below  its  point  of  solidification,  but 
if  agitated,  or  if  touched  with  a  portion  of  its  own  substance  in 
the  solid  form,  it  immediately  solidifies  with  evolution  of  heat. 

A  similar  extrication  of  heat  occurs  when  a  supersaturated 


riscous  liquid,  and  propounded  what  has  been  known  as  the  viscous  theory 
of  glacier  motion.  Viscosity,  however,  is  not  a  property  which  is  exhibited 
hv  ice  ;  and  Tyndall  {Phil.  Trans,,  1857)  has  shown  that  aU  the  phenomena 
of  glacier  motion  are  acciurately  accounted  for  by  this  process  01  croshiogi 
and  subsequent  regelation  into  solid  transparent  ice. 
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solution  cFf  sulphate  of  soda  (70)  is  made  to  crystallize  suddenly 
by  agitation,  the  mass  becoming  sensibly  warm  to  the  hand.  The 
8olidi£k;ation  of  metallic  bodies  is  attended  with  a  like  evolution 
of  heat : — a  fluid  alloy  of  sodium  and  potassium  may  be  easily 
made  by  kneading  the  two  metals  together ;  with  mercury  they 
form  a  solid  amalgam,  and  in  the  act  of  uniting  with  it  they  emit 
sufficient  heat  to  set  fire  to  the  naphtha  that  may  be  adhering  to 
their  surfaces. 

(165)  Disappearance  of  Heat  during  the  Formation  of  Vapour. 
— ^In  the  change  from  the  liquid  to  the  gaseous  state,  the  disap- 
pearance of  heat  is  found  to  occur  to  an  extent  still  greater  than  in 
the  former  cases.  A  vessel  containing  water,  such  as  the  boiler 
of  a  common  still,  placed  over  a  source  of  heat  which  is  tolerably 
uniform  in  temperature^  receives  in  equal  times  nearly  equal  acces- 
sions of  heat ;  the  water  at  first  rises  steadily  in  temperature,  but 
at  length  the  water  boils,  and  the  thermometer  becomes  stationary ; 
no  matter  how  much  the  heat  be  urged,  provided  that  the  steam 
he  allowed  to  escape  freely,  the  temperature  of  the  boiling  liquid 
cannot  be  raised  beyond  a  certain  point :  if  the  vapour  be  made  to 
pass  through  the  worm  of  the  still,  which  is  cooled  by  immersion 
ih  water,  the  steam  will  transfer  part  of  its  heat  to  the  water  in 
the  condenser,  which  rapidly  rises  in  temperature,  whilst  the 
vapour  returns  to  the  liquid  form ;  but  the  quantity  of  water 
that  is  raised  in  the  worm-tub  to  nearly  a  12°  is  very  much  greater 
than  the  quantity  that  is  condensed  into  the  form  of  liquid  in  the 
receiver  of  the  still. 

The  large  amount  of  latent  heat  contained  in  steam,  renders  it 
possible  to  use  steam  as  a  convenient  and  economical  mode  of 
warming  buildings  and  apparatus  which  do  not  require  to  be 
raised  to  a  temperature  beyond  that  of  boiling  water.  In  practice 
it  is  found  convenient  in  warming  a  building  which  is  used  for 
domestic  purposes,  to  allow  one  square  foot  of  radiating  surface  in 
the  steam-pipe  for  every  aoo  cubic  feet  of  space  to  be  heated. 
This  estimate,  however,  is  liable  to  modification,  because  the 
greater  the  extent  of  radiating  and  conducting  surface  exposed  by 
the  windows  in  proportion  to  the  cubic  contents  of  the  apartment 
may  be,  the  more  rapid  is  the  loss  of  heat. 

The  maintenance  of  a  steady  temperature  which  cannot  rise 
above  212^,  is  often  required  in  the  laboratory  in  the  prosecution 
of  various  inquiries^  especially  in  such  as  relate  to  organic  che- 
mistry^ and  for  this  purpose  a  small  steam  bath,  such  as  is  repre- 
sented at  ly.  fig.  1 12,  is  extremely  useful ;  it  may  also  be  employed  to 
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«Miat  in  effecting  the  filtration  of  hot  liquids,  where  it  is  impor- 
tant to  maintain  their  high  temperature.  In  drying  organic  sub- 
stances, a  kind  of  double  oven,  or  hot  closet,  made  of  copper,  as 
exhibited  at  2,  is  a  convenient  mode  of  applying  heat ;  the  inter- 
val between  the  internal  and  external  plates  of  copper  is  filled 
with  water  which  is  heated  by  the  gas  flame  below ;  if  a  higher 


temperature  than  this  be  required,  the  iaterral  may  be  filled  with 
oil ;  the  temperature  in  the  latter  case  may  be  r^ulated  by  a 
thermometer,  introduced  at  a  ;  at  i  is  a  tube  for  the  escape  of 
vapour ;  this  tube  communicates  with  the  drying  chamber. 

(i66)  Ebullition, — The  gradual  absorption  of  heat  in  the  pas- 
sage from  the  liquid  to  the  gaseous  state  is  not  less  essentia]  to 
the  comfort,  and  even  to  the  existence  of  man,  than  the  corres- 
ponding absorption  in  the  passage  from  the  solid  to  the  liquid 
condition.  Were  it  otherwise,  every  attempt  to  boil  a  saucepan 
or  a  flask  of  water  or  other  liquid,  would  be  attended  with  explo- 
sion, from  the  sudden  formatioa  of  vapour,  the  moment  that  the 
boiling  point  was  attained. 

By  the  term  ebidlition,  or  boiling,  is  meant  the  formation,  in 
any  liquid,  of  bubbles  of  vapour  of  an  elasticity  equal  to  that  of 
the  superincumbent  atmosphere  at  the  time. 

Although  the  boiling  point  of  each  liquid,  oBteria  parUmi,  is 
always  fixed,  yet  diflerent  liquids  vary  quite  as  much  in  the  tem- 
perature at  which  this  change  occurs,  as  solids  do  in  their  points 
of  hquefaction.  This  is  shown  by  a  glance  at  the  following  table, 
which  contains  the  boiling  points  of  a  number  of  liquids,  recently 
determined  with  very  great  care,  reduced  to  the  atmospheric 
pressure  of  29*92  inches  of  mercury :  the  speofic  gravities  of  the 
liquids  at  32°  F.  are  also  giren. 
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Tabh  of  Boiling  Points  and  Specific  Gravities  of  Liquids, 


Substanoes  ased. 


Sulpharoos  Acid     . 
Chloride  of  Ethyl    . 
Bromide  of  Methyl 
Aldehyd     .... 
Eormiate  of  Methyl 

Ether 

Bromide  of  Ethyl  . 
Iodide  of  Methyl  . 
BiBulphide  of  Carbon 
Formic  Ether  .  . 
Acetone  .... 
Acetate  of  Methyl  . 
Chloride  of  Silicon  . 
Bromine  .... 
Wood  Spirit  .  .  . 
Iodide  of  Ethyl  .  . 
Acetic  Ether  .  . 
Alcohol  .... 
Terchloride  of  Phosphorus 
Benzol  .... 
Dut<sh  Liquid  .  . 
Butyrate  of  Methyl 
Water  .... 
Formic  Acid  .  .  . 
Butyric  Ether  .  . 
Bichloride  of  Tin  . 
Valerianate  of  Methyl 
Acetic  Acid  .  .  . 
FouselOil  .  .  . 
Bromide  of  Elayl  . 
Terchloride  of  Arsenic 
Bichloride  of  Titanium 
Bromide  of  Silicon  .  , 
Butyric  Acid  .  .  , 
Sulphurous  Ether  .  , 
Terbromide  of  Phosphorus 
Sulphuric  Acid  .  . 
Mercury    .... 


BoUingPt. 

pp. 


I7'6 

51*9 
55*5 
69-4 
92*1 

94-8 
105-8 
iii'4 

118-5 
1277 

^33*3 

1333 
1382 

145*4 

149*9 

158-5 
164-9 

173*1 
173*4 
176-8 

1847 
204'6 

2I2'0 
22 1 '5 

238-8 
240*2 

24I-I 

243*1 
269-8 

270*9 

273*0 

270-6 

308*0 

314*6 

320*0 

347*5 
640*0 

662*0 


Sp.  Or. 
atja'F. 

Anthoritj. 

I*49II* 

Pierre 

0*9214 

>> 

1*6644 

>» 

0*8009 

Kopp 

0*9984 

99 

0-7365 

>> 

1*4733 

Pierre 

2*1992 

>* 

1-2931 

9> 

0*9357 

>» 

0*8144 

Xopp 

0*9562 

>» 

1*5237 

Pierre 

3*1872 

» 

0*8179 

Eopp 

1*9755 

Pierre 

0*9069 

99 

0*8151 

I*6l02 

y> 

*> 

0*8991 

Kopp 

1-2803 

Pierre 

0-9209 

Kopp 

1*0000 

io267t 

>> 

0*9041 

>» 

2*2671 

Pierre 

0*9015 

Kopp 

1*0619  J 

*» 

0*8271 

Pierre 

2*1629 

» 

2*2050 

» 

\& 

>* 

0*9886 

Kopp 

1*1063 

Pierre 

2*9249 

•> 

1*8540 

Marignac 

3*59610 

B^gnault 

The  process  of  ebullition  may  be  beautifully  shown  in  a  com- 
mon glass  flask^  heated  from  below.  At  firsts  bubbles  of  vapour 
are  formed  at  the  bottom  of  the  vessel ;  these  bubbles  are  con- 
densed and  disappear  with  a  peculiar  vibratory  sound  before  they 
reach  the  surface ;  at  length  the  temperature  of  the  whole  mass 
of  liquid  becomes  nearly  uniform,  and  the  bubbles  of  steam  as 
they  are  formed  rise  to  the  surface  and  breaks  emitting  a  perfectly 
transparent^  invisible  vapour,  which  does  not  become  condensed 


•  At  4''. 


t  At  s^""'^ 


X  At  62^-6.  II  At  69°-4. 
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into  the  cloudy  form  commonly  but  erroneously  designated  as 
steam,  until  its  temperature  has  been  sufficiently  reduced  by  the 
external  air  to  bring  it  back  to  the  liquid  form  in  exceedingly 
minute  globules. 

The  temperature  at  which  any  given  liquid  boils^  although 
perfectly  fixed  under  certain  conditions,  is  nevertheless  influenced 
by  several  circumstances,  such  as — i,  the  nature  of  the  vessel  in 
which  it  is  boiled ;  2,  the  presence  of  matters  in  solution  in  the 
liquid ;  and  3,  and  most  important  of  all,  the  variation  of  the 
pressure  of  the  atmosphere  upon  its  surface. 

(167)  I.  Influence  of  Adhesion  on  the  Boiling  Point. — Adhe- 
sion of  the  liquid  to  the  surface  of  the  vessel  that  contains  it  has 
a  marked  effect  in  raising  the  boiling  point.  In  consequence  of 
this  action,  water  sometimes  boils  at  214^  in  a  glass  vessel,  but 
falls  to  212°  if  a  pinch  of  metallic  filings  be  dropped  in.  If  the 
interior  of  the  vessel  be  varnished  with  shell  lac,  the  boiling  wiU 
often  not  occur  till  a  temperature  of  221^  is  reached,  and  then 
will  take  place  in  bursts,  the  temperature  falling  to  212^  at  each 
gust  of  vapour.  So  again  the  presence  of  a  little  oil  elevates  the 
boiling  point  of  water  three  or  four  degrees.  The  experiments  of 
Donny  have  thrown  light  upon  some  of  the  causes  by  which 
ebullition  is  facilitated.  He  has  found  that  the  presence  of  air  in 
solution  singularly  assists  the  evolution  of  vapour.  From  the  in- 
creased elasticity  which  the  dissolved  air  acquires  by  the  addition 
of  heat,  minute  bubbles  are  thrown  off  in  the  interior  of  the 
liquid,  especially  where  it  is  in  contact  with  a  rough  surface ;  and 
into  these  bubbles  the  steam  dilates  and  rises.  By  long  boiling  of 
the  water,  the  air  becomes  nearly  all  expelled ;  in  such  a  case  the 
temperature  has  been  observed  to  rise  even  as  high  as  360^  in  an 
open  glass  vessel,  which  was  then  shattered  with  a  loud  report,  by 
a  sudden  explosive  burst  of  vapour.  In  this  case  the  force  of 
cohesion  retains  the  particles  of  the  liquid  throughout  the  mass  in 
contact  with  each  other,  in  a  species  of  tottering  equilibrium ;  and 
when  this  equilibrium  is  overturned  at  any  one  point,  the  repulsive 
power  of  the  excess  of  heat  stored  up  in  the  mass,  suddenly  exerts 
itself,  and  the  explosion  is  the  result  of  the  instantaneous  disper- 
sion of  the  liquid.  The  difficulty  of  expelling  air  completely,  even 
from  a  small  bulk  of  water,  can  be  adequately  conceived  by  those 
only  who  have  attempted  it :  ebullition  in  vacuo  for  a  very  consi- 
derable period  is  not  sufficient.  In  the  slow  freezing  of  water 
the  air  previously  held  in  solution  is  perfectly  expelled.  In  con- 
sequence of  this  absence  of  air,  if  a  lump  of  ice  free  from  air- 
bubbles  be  immersed  in  heated  oil,  so  as  to  melt  without  coming 
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into  contact  with  air,  the  temperature  of  the  water  may  be  raised 
many  degrees  above  its  boiling  pointy  and  it  will  then  be  suddenly 
converted  into  steam  with  explosive  violence. 

Where  the  latent  heat  of  the  vapour  is  low,  and  the  liquid  has 
comparatively  little  adhesion  to  air,  as  is  the  case  with  alcohol, 
with  ether,  and  with  sulphuric  acid,  frequent  bumping  or  irre- 
gular boiling  occurs,  endangering  the  vessel  and  its  contents. 

(168)  2.  Influence  of  the  Solution  of  Solids  in  a  Liquid,  on  its 
Boiling  Point, — Any  force  that  acts  in  opposition  to  the  repulsive 
energy  of  heat  produces  a  corresponding  rise  in  the  boiling  point ; 
thus  the  solution  of  a  salt  in  water,  by  the  influence  of  adhesion, 
always  elevates  the  point  of  ebullition,  and  the  more  so  the  larger 
the  quantity  of  salt  added.  Indeed  it  has  been  supposed  that  the 
quantity  of  salt  required  to  produce  a  certain  rise  of  temperature 
might  be  employed  as  a  measure  of  the  amount  of  adhesion  be- 
tween the  liquid  and  the  salt  in  solution.  Legrand,  [Ann.  de 
Chimie,  II.  lix.  423)  has  published  a  series  of  careful  experiments 
upon  seventeen  different  salts,  and  the  results  which  he  has  ob- 
tained possess  considerable  interest.  It  might  be  supposed,  since 
the  elasticity  of  vapour  increases  with  the  temperature,  that  the 
addition  of  a  larger  quantity  of  salt  would  be  required  to  raise 
the  boiling  point  from  213°  to  214°  than  from  212®  to  213°.  In 
only  three  cases,  however,  was  this  effect  produced ;  these  three 
salts  stand  first  in  the  following  table.  In  six  instances  the  effect 
produced  was  exactly  the  reverse;  whilst  in  the  seven  instances 
which  stand  lowest  in  the  table,  the  successive  quantities  of  salt 
which  it  was  requisite  to  add  in  order  to  produce  a  successive  rise 
in  the  boiling  point  of  1°  decreased  up  to  a  certain  point,  and  be- 
yond this  steadily  increased.  The  salts  employed  were  all  used  in 
the  anhydrous  state,  that  is  to  say,  they  were  dried  so  as  to  be 
entirely  deprived  of  their  water  before  being  dissolved  : — 

Influence  of  Salts  in  Solution  on  the  Boiling  Point  of  Water. 


KameoftheSalt. 

Quantity  of  Salt  required 

to  raise  the  boiling  point  of 

100  parts  of  bquid 

Boiling  point 

"F.  ol  a 

saturated 

solution. 

Quantity  of 

salt  in  100 

parts  of  water 

in  saturated 

solution. 

From  aia*  to 
aij^-S  F. 

From  ai3*"8 
to  ai5*"6  F. 

(  Nitrate  of  Soda  .... 
<  I^itrate  of  Ammonia  .  . 
( Nitrate  of  Potash    .    .    . 

Chlorate  of  Potash  .  .  . 
f  Chloride  of  Sodium     .    . 

Chloride  of  Potassium .    . 

Carbonate  of  Soda  .    .    . 

• 

93 
io*o 

12*2 
14-6 

7'7 
90 

144 

9*4 

142 
14*6 

5*7 
81 

12*3 

250 

240 
220 
227 
227 
220 

* 

2248 

unlimited 

3351 
61-5 

41-2 
59*4 
4«-5 
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Influence  of  Salts  in  Solution  on  the  Boiling  Point  of  Water — 

continued. 


Name  of  the  Salt. 


-{  Acetate  of  Soda  .     . 
Chloride  of  Barium 
Tribasic    Phosphate 

V     Soda  and  Water 

^Sal  Ammoniac  .  . 
Chloride  of  Calciam 
Acetate  of  Potash    . 

•{  Carbonate  of  Potash 
Nitrate  of  Lime  .    . 
Chloride  of  Strontium 
Tartrate  of  Potash  . 


Qoantitr  of  salt  required 

to  raise  tne  boilin|;  point  of 

loo  parta  of  liquid 


From  312**  to 
ai3*»-8  F. 


9? 
i9*6 

3i*o 

7-8 

lO'O 

130 

167 
26-9 


From  ax3*'-8 
to  aii'-b.  F. 


7*7 

12*9 

19-8 

61 

6-5 
95 
95 

8-5 
203 


Boiling  point 
«>F.  of  a 
saturated 
solution. 


256 
220 

224 

238 

355 
33^ 
275 
304 
244 
238 


Qaaatitjof 

salt  in  100 

parta  of  water 

in  saturated 

sdttttUMD. 


209*0 
60*1 

112*6 

88*9 

3250 
798*2 
205*0 
362*2 

"7*5 
296*2 


Notwithstanding  their  high  boiling  pointy  the  vapour  which 
rises  from  such  solutions  adjusts  itself  almost  immediately  to  the 
atmospheric  pressure^  and  is  not  hotter  than  the  steam  of  boiling 
water. 

On  comparing  together  solutions  which  contain  equal  weights 
of  different  salts  it  will  be  found  that  the  most  soluble  salts  are 
by  no  means  uniformly  those  which  produce  the  greatest  elevation 
of  the  boiling  point.  A  solution  containing  40  per  cent,  of  com- 
mon salt  (very  nearly  saturated)  boils  at  226°*5 ;  whilst  in  the 
case  of  nitre  (a  far  more  soluble  salt)  a  solution  of  the  same 
strength  boils  at  219°. 

(169)  3.  Influence  of  Pressure  on  the  Boiling  Point, — ^Ebulli- 
tion consists  essentially  in  the  rapid  formation  of  vapour  of  an 
elasticity  equal  to  that  of  the  atmosphere  which  exerts  its  pres- 
sure on  the  surface  of  the  liquid ;  any  diminution  of  that  pressure 
should  therefore  be  attended  with  a  corresponding  depression  of 
the  boiling  point ;  and  it  is  a  fact  that  water  which  has  long 
ceased  to  boil  under  the  usual  atmospheric  pressure^  may  be  at 
once  made  to  enter  into  ebullition  by  placing  it  under  the  receiver 
of  the  air-pump^  and  exhausting  the  air ;  by  this  means  water  may 
be  made  to  boil  at  a  temperature  of  70°  F.  Indeed,  liquids  in 
general  boil  in  vacuo  from  60°  to  140°  below  their  ordinary  point 
of  ebullition  when  under  a  barometric  pressure  of  thirty  inches. 
This  result  may  be  shown  by  boiling  some  water  in  a  Florence 
flask,  and  corking  up  the  flask  whilst  the  steam  is  rapidly  esci^p- 
ing.     Upon  pouring  cold  water  over  the  upper  part  of  the  flask 
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the  steam  is  condensed^  its  pressure  is  removed^  and  the  water 
begins  to  boil  briskly ;  but  in  this  case  the  bubbles  nearly  all  rise 
from  the  surface^  not  from  the  bottom  of  the  liquid.  A  simple 
proof  that  steam  from  boiling  water  possesses  an  elasticity  equal 
to  that  of  the  atmosphere  is  obtained  by  repeating  the  last  expe- 
riment with  a  tin  canister^  instead  of  a  globular  flask.  On  cork- 
ing up  the  canister  and  pouring  cold  water  over  it,  the  steam 
within  is  suddenly  condensed,  a  vacuum  is  produced,  and  the 
canister  is  crushed  in  from  the  pressure  of  the  external  air. 

The  reduction  of  temperature  at  which  boiling  takes  place  is 
advantageously  applied  in  the  preparation  of  vegetable  extracts, 
the  medicinal  properties  of  which  would  be  impaired  by  the  ordi- 
nary temperature  of  a  12°,  and  by  exposure  to  the  air.  The  ap- 
paratus consists  of  a  still  and  a  receiver^  which  are  connected  by 
an  air-tight  joint,  and  are  filled  with  steam  to  expel  atmospheric 
air,  and  then  hermetically  sealed ;  on  cooling  the  receiver,  the 
evaporation  takes  place  rapidly  at  a  temperature  much  lower  than 
the  usual  boiling  point  of  the  liquid.  A  modification  of  this 
process  is  used  in  the  manufacture  of  sugar,  both  in  the  concen- 
tration of  the  cane-juice  and  in  the  subsequent  evaporation  of 
the  syrup. 

(170)  Measurement  of  Heights  by  the  Boiling  Point, — ^As 
might  be  expected  in  consequence  of  the  diminution  of  atmo- 
spheric pressure,  it  is  found  that  on  ascending  from  the  earth's 
surface^  the  temperature  at  which  water  boils  becomes  gradually 
lower.  In  descending  mines  the  effect  is  reversed,  and  the  boiling 
point  becomes  proportionately  elevated.  Saussure  observed  that 
on  the  summit  of  Mont  Blanc,  which  is  15^650  feet  (nearly  three 
miles)  above  the  sea-level,  water  boiled  at  i85°-8 ;  and  Wisse  de- 
termined the  boiling  point  upon  Mount  Pichincha,  at  an  altitude 
of  15,940  feet,  to  be  i85°*27,  whilst  the  barometer  stood  at 
17*208  inches.  This  observation  admits  of  a  very  simple  applica- 
tion to  the  measurement  of  heights ;  a  difference  of  about  596 
feet  of  ascent  producing  a  variation  of  1°  F.  in  the  boiling  point 
of  water. 

The  following  table  shows  the  temperature  at  which  water 
boils  at  the  corresponding  heights  of  the  barometric  column,  cal- 
culated by  Regnault,  and  confirmed  by  direct  observation. 
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BoUwg  Fmnl, 

0/  JValer  at  different  Prttntreg.* 

'^^.'• 

j-J.,"- 

nsr- 

.^P. 

Wh-.  ■ 

iB4 

16-676 
17047 

'$ 

"■5;2 

306 

.1-1^ 

;si 

33-030 

K3 

38744 

\u 

& 

lit 

M9 

189 

300 

23-454 

39-331 

18-993 

23937 

39-933 

191 

19407 

34441 

»i3 

30-5I* 

i9> 

19-813 

M3 

35-014 

31-I30 

193 

S.«1J 

204 

'■5 

31730 

194 

30S 

35-993 

Fio.  113. 


The  necessity  of  fttteDdiog  to  the  height  of  the  barometer  at 
the  time  of  makiug  a  careful  obserration  upon  the  boiling  point  of 
any  liquid  will  now  be  obvious.  It  has  been  ascertained  that  a 
variation  of  one-tenth  of  an  inch  makes  a  diSerenoe  of  more  than 
a  twentieth  of  a  degree  F.;  so  that  within  the  range  of  the 
barometer  in  this  climate,  the  boiling  point  of  water  may  vary  ^. 
{171)  Hiffh  Pretaure  Steam. — Aa  a  reduction 
of  the  pressure  lowers  the  boiling  point,  so  an 
augmentation  of  the  pressure  raises  it.  To  de- 
monstrate this  fact  an  apparatus  has  been  con- 
trived,  consisting  of  a  small  iron  boiler  {fig.  113), 
furnished  with  three  apertures  in  the  lid,  through 
one  of  which  a  thermometer  stem  is  passed  air- 
tight ;  through  the  second,  a  long  glass  tube  open 
at  both  ends  is  inserted ;  the  lower  extremity  of 
this  tube  plunges  below  the  surface  of  mercury 
placed  in  the  boiler,  above  which  a  quantity  of 
water  is  introduced  :  the  third  aperture  must  be 
furnished  with  a  stop^cock.     It  will  be  foundj  on 

applying  heat,  that  so  long  as  free  communication 

^^^^^^^  with  the  atmosphere  is  permitted   through  the 
~~'  open  stop-cock,  the  temperature  of  ebullition  will 

remain  steadily  at  212°;  but  by  closing  the  cock,  the  steam 
nay  be  confined,  and  as  fresh  portions  of  steam  continue  to  rise 
from  the  water,  the  pressure  on  the  surface  increases,  as  is  shown 
by  the  rise  of  the  mercury  in  the  open  tube ;  the  boiling  point 
also  becomes  higher ;  until  when  the  mercury  stands  at  30  inches, 
and  the  pressure  on  the  surface  ia  equal  to  that  of  an  additional 


*  for  ui  extended  table  of  this  kind,  vide  Dixon  0»  Seat,  p.  369. 
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atmosphere^  the  thermometer  marks  a  temperature  of  249°'5.  By 
coutinuing  the  heat  without  allowing  the  steam  to  escape^  the 
boiling  point  rises  still  higher,  and  the  elasticity  of  the  steam  in- 
creases with  increasing  rapidity  as  the  temperature  rises^  as  is 
shown  by  the  following  table  founded  upon  the  experiments  of 
Regnault : — 

Temperature  of  Steam  at  High  Pressures, 


Pressure  in 

atmospherea  of 

30  inch  zneronxy. 


I 

3 

3 

4 

5 
6 

7 

8 

9 
10 


Temp. 
•P. 


3T2'0 

2495 

2733 
391*3 

3060 

3183 

329-6 

3395 
3484 
35<5*6 


Rise  in  temp,  for 

each  additional 

atmosphere. 


375 
23-8 

179 

14-8 

13*3 
11-4 

9*9 

8-3 
7-6 


Pressure  in 
atmospheres  of 

Temp. 

30  inch  mercory. 

IT 

364-3 

13 

371I 

^3 

377-8 
384-0 

14 

>5 

390-0 

16 

3954 

17 

400-8 

18 

4059 

19 

410-8 

20 

4154 

Rise  in  temp,  for 

each  additional 

atmosphere. 


o 

6*9 

P 

6-2 
6-0 

54 
5*4 
51 

4-6 


These  results  differ  but  little  from  those  obtained  under  the 
direction  of  Dulong  and  Arago,  by  a  commission  appointed  for  the 
purpose  many  years  ago  by  the  French  government.  They  found 
the  temperature  of  steam  of  20  atmospheres  to  be  418^-4. 

It  will  be  observed  that  as  the  temperature  rises  by  equal  ad- 
ditions of  heat^  the  increase  of  elasticity  is  more  rapid  at  high 
than  at  low  temperatures^  and  this  circumstance  (in  addition  to  the 
greater  simplicity  of  construction  of  the  machinery  in  high  pres- 
sure engines)  is  one  of  the  principal  reasons  for  the  increased  eco- 
nomy of  power  obtained  in  employing  high  pressure  steam  as  a 
motive  power,  when  compared  with  that  furnished  by  the  use  of 
low  pressure  engines.  But  it  is  only  when  in  contact  with  a 
body  of  water  from  which  fresh  steam  is  constantly  rising,  that 
the  elasticity  augments  in  this  manner,  and  thus  produces  a  force 
sufficient  to  rend  asunder  the  strongest  vessels.  If  dry  steam 
alone  be  heated,  it  follows  the  law  which  regulates  the  expansion 
and  elasticity  of  gaseous  bodies  in  general  (128). 

High  pressure  steam  whilst  confined  is  always  of  the  tempe- 
rature of  the  water  from  which  it  is  produced ;  it  is,  therefore, 
often  used  in  the  arts  to  supply  a  steady  temperature  above  that 
of  21%^.  It  is  found  that  the  solvent  powers  of  water  are  much 
increased  by  the  elevation  of  temperature  caused  by  preventing 
the  free  escape  0/  the  steam.     Papin^s  digester  is  an  apparatus 
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designed  to  effect  this  object ;  it  is  simply  a  strong  iron  vessel, 
furnished  with  a  safety-valve  for  r^ulating  the  pressure  at  which 
the  steam  is  allowed  to  blow  off.  The  water  may  thus  be  kept 
steadily  at  any  required  temperature  abo?e  212°  as  long  as  is  re- 
quisite. The  gelatin  of  bones  may  by  this  means  be  easily  ex- 
tracted from  the  earthy  matter,  although  the  bones  may  be  boiled 
for  hours  in  water  at  2ia^  without  undergoing  any  such  change. 

(172)  Production  of  Cold  by  Vaporization. — In  all  cases,  whe- 
ther volatilization  occur  above  the  usual  boiling  point,  or  below  it, 
heat  is  absorbed  in  large  quantity.  A  few  drops  of  ether  if 
allowed  to  fall  on  the  hand  disappear  rapidly  in  vapour,  and 
produce  the  sensation  of  cold.  Indeed,  the  boiling  of  one  liquid 
may  be  attended  with  the  freezing  of  another  which  is  brought 
into  its  vicinity.  Place,  for  example,  a  drop  or  two  of  water  be- 
tween two  watch-glasses,  pour  a  little  ether  into  the  upper  glass, 
and,  having  introduced  them  into  the  receiver  of  the  air-pump,  ex- 
haust the  air ;  the  ether  will  speedily  boil,  and  the  water  between 
the  two  glasses  will  be  frozen,  by  the  rapid  abstraction  of  heat 
which  it  has  experienced  during  the  conversion  of  the  ether  into 
vapour.*  Water,  as  Leslie  has  shown,  may  even  be  frozen  by  the 
rapid  absorption  of  heat  occasioned  by  its  own  evaporation.  This 
experiment  may  be  performed  by  supporting  a  watch-glass  con- 
taining water,  over  a  dish  of  oil  of  vitriol,  under  the  receiver  of 
the  air-pump,  as  shown  in  fig.  125  (page  270).  On  exhausting 
the  air,  the  water  evaporates  quickly,  the  steam  being  removed 
with  great  avidity  by  the  oil  of  vitriol  as  fast  as  it  is  formed ;  and 
in  two  or  three  minutes  the  water  which  remains  in  the  watch- 
glass  becomes  converted  into  ice. 

*  Mr.  Harrison  has  contrived  an  ingenious  freezing  apparatus  upon  this 
principle :  one  form  of  the  instrument  is  fif^ured  in  the  Pharmcuxuiical 
Journal  (xvi.  477).  About  ten  gallons  of  ether  are  placed  in  a  small  metallic 
mnltitubular  boiler,  which  is  immersed  in  a  strong  solution  of  salt  and  water, 
contained  in  a  wooden  trough  cased  in  a  non-conducting  material  The 
boiler  is  connected  with  an  exhausting  pump,  by  working  which  the  ether  is 
caused  to  evaporate  rapidly,  and  the  temperature  of  the  boiler  is  proportion- 
ably  reduced,  at  the  expense  of  that  of  the  salt  water  around  it.  This  salt  water 
is  made  to  flow  off  ffraaually ,  through  a  channel  containing  a  series  of  metallic 
vessels  each  capable  of  containing  14  or  15  lb.  of  the  water  to  be  frozen. 
The  salt  water,  which  is  reduced  at  first  to  a  temperature  of  about  24^,  is  re- 
turned again  by  a  small  pump  when  its  temperature  has  risen  to  about  38^ ; 
and  it  is  again  made  to  flow  around  the  boiler  in  which  the  ether  is  evaporating, 
so  that  a  perpetual  circulation  of  cold  salt  water  is  maintained.  Tne  ether, 
the  volatilization  of  which  has  caused  the  reduction  of  temperature,  is  con- 
densed in  a  worm  by  means  of  a  current  of  cold  water,  and  is  returned,  with 
scarcely  any  loss,  to  the  boiler.  The  inventor  states  that,  for  every  ton  of 
coal  consumed  in  working  the  pumps,  ^  tons  of  ice  are  produced,  and  there 
is  reason  to  believe  that  the  quantity  of  ice  would  have  been  proportionately 
greater  if  the  apparatus  had  been  more  perfectly  mounted. 
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Water  w  also  frozen  by  ita  own  evaporation  in  the  Cryophorus, 
which  derives  its  name  from  KpvoQ  frost,  f  o/>o«  bearing,  in  allu- 
sion to  its  mode  of  action ;  condensation  of  the  vapour  being 
effected  by  the  application  of  s  freezing  mixture,  at  a  distance  from 
the  evaporating  surface.  The  apparatus  consists  of  a  long  glass 
tube  bent  tvice 

at  right  angles,  ^'«-  "4- 

and  terminat- 
ing in  a  bulb 
at  each  extre- 
mity, as  shown 
in  fig.  114.  In 
making  the  in- 
strument,   one 

of  these  bulbs  is  partially  filled  with  water,  which  is  then  made  to 
boil  briskly ;  the  steam  thus  generated  expels  the  atmospheric  air 
through  a  capillary  opening  left  in  the  other  bulb,  and  when  the 
instrument  is  thus  freed  from  air,  and  filled  only  with  water  and 
vapour  of  water,  the  aperture  is  sealed.  To  make  use  of  it,  the 
water  is  all  collected  into  one  bulb,  and  the  empty  bulb  is  plunged 
into  a  freezing  mixture ;  the  aqueous  vapour  which  it  contains  is 
thereby  condensed,  and  evaporation  occurs  rapidly  from  the  surface 
of  the  liquid  in  the  other  bulb ;  its  sensible  heat  is  thus  dimi- 
nished, and  the  water  in  a  few  minutes  begins  to  freeze.  The 
bulb  cont^ning  the  water  should  be  protected  from  currents  of  air 
by  enclosing  it  in  a  gloss,  as  shown  in  the  figure. 

{173)  Meamrement  of  the  Latent  Heat  of  Vapours. — Equal 
weights  of  different  liquids  require  very  different  amounts  of  heat 
to  convert  them  into  vapour.  The  amount  of  heat  wliich  is  thus 
rendered  latent,  may  be  determined  by  distilling  over  a  given 
weight  of  the  liquid,  and  condensing  it  in  a  large  volume  of 
water,  the  temperature  of  which  is  noted  before  and  after  the  ex- 
periment. Suppose  the  latent  heat  of  steam  to  be  966°, — a  pint 
of  water  converted  into  steam  would  on  recondensation  raise  the 
temperature  of  to  pints  <)6°6.  It  is  found  that  a  gallon  of 
water,  if  converted  into  steam  of  212°,  and  condensed  again  into 
the  liquid  form,  would  raise  about  5^  gallons  of  water  from  32° 
to  21J°. 

We  owe  to  Andrews  (Q.  J,  Ckem.  Soc,  i.  27),  a  careful  deter- 
mination of  the  latent  heat  of  a  number  of  vapours:  fig.  115 
shows  the  mode  of  procedure  which  he  adopted.  The  liquid  to 
be  tried  is  placed  in  the  flask  a,  the  neck  of  which  has  a  very 
short  bend,  and  is  connected  with  a  glass  receiver,  b,  furnished 
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with  a  Spiral  condensing  fnbe, 
terminating  at  d ;  tbia  receiver 
is  placed  in  a  veseel,  c,  irith  a 
considerable  quantity  of  water, 
wliicb  baa  been  accnntely 
weighed.  The  liquid  is  distilled 
over  into  b  :  the  quantity  that 
condenses  is  carefully  weighed, 
and  the  rise  of  temperature  ex< 
perienced  by  the  water  used  for 
condensation  is  estimated  by  a 
very  sensitive  thermometer,  /. 
The  whole  is  enclosed  iu  an 
outer  tin  plate  vessel  furuiahed 
with  a  lid,  which  acta  as  a  screen, 
and  it  is  further  protected  from 
the  radiation  of  the  lamp  by  the 
tin-plate  screen  a ;  »  is  a  light 
glass  tube  for  agitating  the  water.  The  result  obtained  has,  bow> 
ever,  to  be  corrected  by  other  experiments  for  the  heat  absorbed 
by  the  metallic  parts  of  the  apparatus,  and  for  that  which  is  lost 
by  radiation  during  the  time  that  the  experiment  lasts  ;  allowance 
has  also  to  be  made  for  the  heat  which  the  condensed  liquid  has 
given  out  after  its  liquefaction,  in  cooling  down  firom  its  boiling 
point  to  the  temperature  of  the  water  used  in  the  condenser. 

The  results  obtained  in  this  delicate  branch  of  inquiry  by 
Despretz,  and  Brix,  which,  however,  embraced  a  much  smaller 
immber  of  liquids,  agree  pretty  closely  with  each  other  and  with 
the  experiments  of  Andrews.  These  results,  with  some  of  those 
obtained  by  Favre  and  Silbermann  (Ann.  de  Chimie,  III.  xxxvii 
46)  are  given  in  the  following  table : — 

Latent  Heat  of  Vapours. 


Equl^wta. 

Equd-ta. 

sSs.'L':;^ 

•K-'iii. 

ObKmr, 

Water 

Wood  Spirit.    .".    .    . 

AlooLol  ".    .."... 

FouMlo'ii     .."... 

Fonuio  Acid 

Fomiate  of  MetHjl    .    . 
Bn^oAoid      .    .    .    ■ 

535'E» 

26x10 

ao8-3i 
103-40 
iii-37 
1 3071 

114-67 

066-6 

We 

474-6 

475;" 

3^43 
SI8-4 
317-3 
310-7 
ao6-4 

1000 

997!> 
4910 

SI 

JI3S 

1000 

1104-7 
1043-8 

Besoanlt 
Andren 

Favri'  md 
SUbemum 

Andrew! 

P.mdS. 

F.andS. 
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Latent  Heat  of  Vapours — continued. 


Sabstanoe. 

Acetate  of  Methyl .  .  . 
Formic  Ether  .  .  .  . 
Valerianic  Acid  .... 
Acetic  Acid  ..... 
Acetic  Ether 

It           f$ 
Ether 

Butyrate  of  Methyl  .  . 
Bisulphide  of  Carbon  .  . 
Oil  or  Lemons    .... 

»»  »> 

Oil  of  Turpentine   .    .    . 

"            >» 
Terebine 

Oxalic  Ether 

Amylic  Ether     .... 

Ethal 

Terchloride  of  Phosphorus 

Iodide  of  Ethyl .... 

Iodide  of  Methyl    .    .    . 

Bromine    ...... 

Bichloride  of  Tin    .    .    . 

Iodine 


Eqaalwts. 


IIO'20 

105*30 
I03'52 
101*91 
105-80 
9268 

90*45  ' 
91*11 

87-33 
86-67 

70-02 

8000 

7400  ' 

68-73 
67-2T  . 
72-72 
69*40 

58*44 
51*42 
46-87 
46*07  • 
45*6o 

3053 
23^95* 


Equal  wis. 

Eqialir'9. 

Equal  Tola. 

OhflAPVilF 

op 

Stean  bio  0, 

Steam  =s  1000. 

198*3 

205*4 

843*5 

Andrews 

189-5 

1960 

8060 

»t 

186-3 

192-7 

1092*0 

F.  and  S. 

1834 

189-7 

633*3 

» 

190-4 

1970 

9030 

»* 

166-8 

172-6 

843*5 

Andrews 

162-8 

•  i68*4 

692*3 

»» 

1635 

169*1 

695*4     • 

F.  and  S. 

157*3 

162-8 

93  T  5 

ft 

156-0 

i6i*4 

681*4 

Andrews 

126-0 

130*3 

986*1 

F.  and  S. 

144-0 

1490 

1125*6 

Brix 

133*3 

137*8 
128-0 

1040*5 

»» 

133-7 

966*9 

F.  and  S. 

;2o-9 

1250 

945*0 

»t 

1308 

135*3 

1097*5 

Andrews 

124*9 

129*2 

I 134*0 

F.  and  S. 

105*1 

io8*7 

1452*0 

i> 

93*5 

95*7 

753*9 

Andrews 

84*3 

87*20 

75<5*8 

If 

829 

858 

671*8 

>9 

820 

848 

754*1 
8200 

tt 

54*9 

568 

» 

43*1 

44*5 

6279 

F.  and  8. 

The  numbers  whicli  represent  the  latent  heat  of  equal  volumes 
of  each  vapour  are  obtained  by  multiplying  the  numbers  in  the 
fourth  column  by  the  atomic  number  of  each  compound,  divided 
by  1 8,  the  number  for  the  double  atom  of  water.*  The  numbers 
contained  in  the  third  column  indicate  the  quantities  of  water  in 
pounds,  the  temperature  of  which  would  be  raised  i°  F.  by  con- 
densation into  the  liquid  form  of  a  pound  weight  of  the  vapours 
of  each  of  the  various  liquids  mentioned ;  the  liquid  condensed 
being  supposed  in  each  case  to  be  at  the  temperature  of  its  own 
boiling  point.  For  instance,  the  conversion  of  one  pound  of  steam 
at  212°  into  water  at  212°  would  raise  966*6  pounds  of  water  from 
60*^  to  61*^  F.  So  the  condensation  of  one  pound  of  the  vapour  of 
alcohol  at  173*^  into  liquid  alcohol  at  173°  would  heat  374*9  pounds 
of  water  from  60°  to  61^, 

(174)  The  density,  that  is  to  say,  the  weight  of  a  given  volume, 


*  Four  volumes  of  vapour  represent  i  equivalent  of  each  substance,  except 
in  the  case  of  water,  in  which  9,  the  usually  received  e<][uivalent,  gives  onl  v 
2  volumes  of  vapour ;  18,  therefore,  represents  the  weight  of  water  which 
furnishes  a  volume  of  vapour  equal  to  that  yielded  by  an  equivalent  of  each 
of  the  other  liquids. 
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of  steam  increases  directly  as  its  elastic  force.  Watt  concluded 
from  his  experiments  that  the  same  weight  of  steam,  whatever  its 
density  may  be,  contains  the  same  quantity  of  heat,  its  latent  heat 
being  increased  in  proportion  as  its  sensible  heat  is  diminished  or 
absorbed.     For  instance : — 


A  certain  wei 
condensed 


ight  of  steam  at  212°  F.")        180°  of  sensible  heat,  and 
i  at  32°,  gives  out   .     . )       950°  of  latent  heat. 


Amounting  together  to 1130^ 


The  same  weight  of  steam  at  250°,^ 

lUt    .      • ) 


218°  of  sensible  heat. 


condensed  at  32°,  gives  out 
But  only 912°  of  latent  heat. 


Still  amountibg  together  to    .     .     .     •1130^ 


The  same  weight  of  steam  at   100*^,! 


68°  of  sensible  heat, 


condensed  at  32°,  gives  out 
But  now  as  much  as 1062°  of  latent  heat. 


Making  together,  as  before 


1130 


Regnault  has,  however,  shown  by  a  series  of  laborious  expe- 
riments, that  although  the  assumption  of  this  rule  may  not  lead 
to  serious  errors  in  practice,  and  although,  consequently,  there  is 
but  little  saving  of  fiiel  in  performing  evaporations  at  a  low  tem- 
perature, yet  that  it  is  not  strictly  correct.  In  reality,  the  sum 
of  the  latent  and  sensible  heat  increases  as  the  temperature  rises, 
by  a  constant  quantity,  equal  for  each  degree  F.  to  0^*305 :  this 
may  be  seen  in  the  subjoined  table,  in  which  it  is  assimied  that  the 
sensible  heat  of  steam  may  be  neglected  for  all  degrees  below  the 
zero  of  Fahrenheit : — 

Latent  and  Sensible  Heat  of  Steam  at  different  Temperatures. 


Presiore  in 
atmospheres. 

Temperature. 

Latent  heat. 

Sum  of  latent  and 
sensible  heat. 

0*00146 
0*00603 
I'OOOOO 
8*00000 

0° 

212° 

1114° 
I09I°*7 

877°-3 

1114° 

1178^*6 
I2l6°*8 

It  must  be  borne  in  mind  that  equal  bulks  of  different  liquids 
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produce  very  different  volumes  of  vapour.  Water  furnishes,  bulk 
for  bulk,  a  much  larger  amount  than  any  other  liquid,  a  cubic 
inch  of  water  at  212^  expanding  to  nearly  a  cubic  foot  of  steam  at 
212^,  or  more  accurately  to  1696  times  its  volume.  The  following 
table  shows  the  volume  of  vapour  which  is  furnished  by  a  cubic 
inch  of  four  different  liquids,  at  their  respective  boiling  points. 
Equal  volumes  of  different  vapours,  taken  at  the  boiling  points  of 
their  respective  liquids,  consequently  possess  very  different  weights, 
as  is  shown  by  the  last  column  of  the  table : — 


I  cubic  inch  of  each 

liquid  at  60°  P.  yields  in 

the  case  of 

Cubic  inohM  of 
raponr  at  its 
boihng  point. 

Boiling  point.    '^??^*  ^  ««»?"  *»^  '~, 
<*p           cubic  in.  of  each  vapour  at 

1         its  boiUng  point. 

Water     .... 
Alcohol  .... 

Ether 

Oil  of  Turpentine 

1696 
528 

298 

193 

212 
173 

95 

314 

1493 

4049 
6471 

II77I 

The  expansive  force  of  the  different  vapours  obviously  depeuds 
upon  the  bulk  of  vapour  produced  from  an  equal  bulk  of  each 
liquid;  aud  although  the  latent  heat  required  to  convert  equal 
bulks  of  other  liquids  into  vapour  is  much  less  than  that  required 
for  steam,  yet  no  economy  would  be  experienced,  even  did  they 
cost  no  more  than  water,  by  substituting  these  liquids  for  water,  as 
the  materials  for  generating  vapour  in  the  steam  engine. 

Experiments  already  quoted  have  shown  that  equal  volumes  of 
alcoholic  and  of  aqueous  vapour  contain  nearly  equal  amounts  of 
latent  heat  at  their  respective  boiling  points ;  and,  as  will  be  seen 
from  the  results  quoted  in  the  fifth  column  of  the  table,  (page  254), 
an  approach  to  this  equality  may  be  observed  in  the  case  of  vapours 
from  some  other  liquids.  It  is  not,  however,  true  as  a  general 
proposition,  that  equal  volumes  of  vapour  of  different  liquids,  under 
equal  pressures,  contain  equal  amounts  of  latent  heat.  The  cost 
in  fuel  of  effecting  the  evaporation  of  different  liquids,  would  be 
proportionate  to  the  amount  of  latent  heat  in  equal  volumes  of  the 
vapours  at  their  respective  boiling  points,  that  is  to  say,  at  the 
point  at  which  they  possess  equal  amounts  of  elastic  force. 

When  steam  of  high  elasticity  is  allowed  to  escape  suddenly 
into  the  air  from  a  small  aperture,  the  temperature  is  so  much  re- 
duced that  the  hand  may  be  held  in  it  with  impunity,  although,  as 
is  familiarly  known,  steam  of  the  ordinary  elasticity  of  the  air  scalds 
severely.  The  chief  cause  of  this  reduction  of  temperature  in  the 
case  of  high  pressure  steam  is  the  sudden  and  forcible  admixture 
of  the  steam  with  air  at  the  first  rush.  Dr.  Young  proved,  experi«- 
mentaUy,  that  a  stream  of  air  or  vapour  (fig.  116^  i)  escaping  slowly 

a 
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Wk   ^^ 


Fig.  ii6.  Jnto  the  air  passes  further  in  an  unbroken 

column  than  a  stream  issuing  with  violence 
(fig.  116,  2) ;  in  the  latter  case^  the  reac- 
tion of  the  steam  and  air  one  against  the 
other^  causes  their  immediate  intermixture. 
^N   So  great  is  the  rarefaction  of  air  in  the  axis 
of  the  jet  from  its  sudden  expansion^  that 
a  solid  body  of  some  weight  may  be  sus- 
pended in  the  issuing  steam,  not  only  when 
it  is  escaping  vertically  into  the  air,  but  even 
when  it  is  inclined  at  an  angle  of  several 
degrees  from  the  perpendicular.     If  a  tube 
several  inches  in  length  be  drawn  out  at  one 
extremity  to  a  fine  aperture,  and  this  con- 
tracted  aperture  be  placed  in  the  axis  of  the 
cone  of  issuing  vapour,  whilst  the  other  end 
dips  into  a  vessel  containing  a  liquid,  the 
latter  may  be  raised  seven  or  eight  inches, 
and  may  even  be  projected  in  a 
stream  from  the  upper  orifice  of 
the    tube.     The  amount   of  air 
thus  carried  forward   is  so  con- 
siderable, that  a  jet  of  steam  is 
employed  with  good  effect  as  a 
moving  power  in  ventilation.    In 
this  case  the  jet-pipe  is  placed  in 
the  axis  of  a  tube  communicating 
with  the  apartment  to  be  venti- 
lated; the  size  and  position  of 
the  orifice  of  this  outer  tube  are 
regulated  so  that  the  cone  of  is- 
suing steam  shall  exactly  fill  the 
opening  (fig.  1  j  7, 1) ;  if  the  outer 
tube  be  of  larger  dimensions,  a 
I  2  3  loss  of  power  is  experienced  in 

consequence  of  part  of  the  force 
being  expended  in  producing  a  downward  current  of  the  external 
air  (3) ;  if  too  small,  a  loss  is  experienced  by  friction  against  the 
sides  of  the  tube  (2). 

The  working  of  a  steam-engine  depends  upon  the  generation  of 
elastic  force  in  steam  by  the  agency  of  heat,  and  its  instantaneous 
destruction  by  the  application  of  cold  which  condenses  the  vapoor ; 
alternate  motion  in  opposite  directions  is  thus  readily  obtained. 


Fig.  117. 
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irhicfa  mfty  be  applied  by  various  mechaoical  contrirances  to  tlie 
prodnctiou  of  any  required  movement.  The  theory  of  latent  heat 
is  all-important  in  the  working  of  the  Bteam-engine ;  but  the  prac- 
tical application  to  this  purpose  of  the  principles  above  developed 
is  beyond  the  object  of  this  work. 

[175]  DutUiation.  —  The  rapid  formation  of  vaponr  during 
ebollition  is  often  made  use  of  by  the  chemist  for  the  purpose  of 
separatipg  liquids  from  solids, — as  in  the  ordinary  case  of  distilling 
water  to  free  it  firom  the  impurities  dissolved  in  it,  or  for  the  sepa- 
ration of  two  liquids  which  differ  in  volatility,  as  in  procuring  spirit 
of  wine  ftom  a  fermented  liquor.  In  such  operations  the  arrange- 
ments for  condensation  acquire  considerable  importance ;  they  are 
of  various  kinds,  but  the  worm  tub,  the  apparatus  most  usually 
employed,  consists  of  a  spiral  pipe  called  a  worm,  which  is  shown 
in  fig.  118,  Burrouaded  by  a  considerable  volume  of  cold  water:' 

Fia.  118. 


the  vapour  passes  from  the  boiler  into  the  worm,  is  condensed,  and 
runs  off  at  the  lower  aperture  into  suitable  receivers.  Freah  addi- 
tions of  cold  water  are  continually  required  in  the  r^geratory, 
as  the  worm  and  tub  are  called.  The  heat  is  greatest  in  the  upper 
coils  vhere  the  hot  vapour  eaters ;  and  as  the  heated  water,  from 
its  diminished  specific  gravi^,  remains  at  the  top,  it  is  necessary. 
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in  sapplying  the  fresh  water  for  cooiHag,  to  allow  it  to  enter  at 
the  bottom  of  tbe  vessel,  while  the  heated  pnrtioiiB  flow  off  «t  the 
upper  part.  Tbe  object  of  giving  to  the  steam-pipe  an  awcfiMling 
direction  as  it  passes  to  the  condenser,  is  to  insure  the  retnra  to 
the  boiler  of  uiy  particles  of  liquid  which  may  have  been  medu> 
nically  carried  up  by  the  breaking  of  the  bubbles  in  the  act  of 
ebullition. 

In  the  laboratory  varioua  modifications  of  condenser  are  em- 
ployed. A  very  convenient  form  of  apparatus  is  that  known  as 
Liebig'fl.  It  consists  of  an  outer  metallic  tube,  through  the  axis 
of  which  a  glass  tube  is  passed,  and  is  supported  by  perforated 
corks :  the  space  between  the  two  tubes  is  filled  with  water,  whiek 
is  oontinoally  renewed  by  cold  water  which  enters  by  a  funnd  neat 
the  lower  extremity,  while  tbe  hot  water  escapes  at  the  other  end. 
The  method  of  osing  it  is  sufficiently  indicated  in  &g.  119. 


Via.  119. 


When  the  products  of  distillation  are  not  very  volatile,  it  i> 
often  found  convenient  to  make  use  of  the  evaporation  of  water 
from  the  neck  of  the  retort  as  a  means  of  condensation.  Fig.  120 
shows  a  method  by  which  this  can  be  effected,  the  neck  of  the 
retort  being  prolonged  by  the  addition  of  the  conical  tube  or 
adapter.  Pieces  of  blotting  paper  are  used  to  distribute  the  water 
which  trickles  slowly  from  tbe  funnel,  the  throat  of  which  is  ob- 
structed by  a  plug  of  tow ;  the  superfluous  water  is  carried  off  into 
a  jug  or  other  vessel  placed  to  receive  it,  by  means  of  a  fillet  of 
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tow  twisted  round  the  neck  of  the  retort.     The  progress  of  the 
distillation  is  hastened  hj  covering  the  arch  of  the  retort  with  a 


cap  of  brown  paper  or  of  tin  plate ;  a  chamber  of  hot  air  is  thus 
maintained  in  contact  with  the  upper  part  of  the  retort,  and  the 
vapour  is  prevented  from  condensing  where  it  would  necessarily 
return  again  into  the  mass  of  liquid  undergoing  distillation. 

The  complete  separation  of  two  liquids  which  differ  in  volatility, 
cannot  however  be  effected  by  mere  distillation,  as  a  certain  pro- 
portion of  the  less  volatile  one  always  passes  over  with  that  which 
is  the  more  volatile.  The  separation  of  alcohol  and  water,  for 
example,  is  never  completely  effected  by  distillation ;  because  at 
173°  (the  boiling  point  of  alcohol)  the  tension  of  aqueous  vapour 
is  still  considerable  J  indeed.it  is  sufficient  to  balance  a  column  of 
mercury  nearly  13  inches  in  height.  In  the  first  distillation  of 
the  fermented  liquor,  a  considerable  proportion  of  water,  there- 
fore, comes  over  with  the  spirit.  The  less  the  amount  of  spirit 
originally  contained  in  the  liquid,  the  larger  is  the  proportion  of 
water  in  the  distilled  liquor.  By  a  second  distillation,  the  pro- 
portion of  water  in  the  distillate  is  reduced  ;  and  the  process  may 
be  repeated  with  like  effect  until  the  reduction  of  the  proportion 
of  water  in  each  successive  product  of  distillation  no  longer  com> 
pensates  for  the  waste  and  expense  of  the  operation.  An  ingenious 
method  of  dispensing  with  the  necessity  for  these  frequent  and 
costly  rectificationB  was  devised  by  a  Frenchman  of  the  name  of 
Adam.  By  its  means  he  succeeded  at  a  single  operation  in  carrying 
the  concentration  to  the  highest  point  attainable  by  mere  distiila- 
tian.    The  principle  of  this  invention  consiata  in  connecting  together 
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a  number  of  reetifjring  chambers,  in  such  a  manner  that  the  Tapont 
driven  off  from  Uie  chamber  nearest  the  fire  shall  condense  in 
the  second,  and  by  the  heat  given  out  in  its  condensation  ahaU  caose 
the  more  volatile  portions  of  the  liquid  of  the  second  to  distil  into 
the  third  chamber,  and  those  of  tlie  third  into  a  fourth,  and  so  on 
till  a  sufficient  degree  of  concentration  is  effected.  The  most  ef- 
fective method  of  at- 
Fio.  iji.  taioing  this   object   is 

exhibited  in  the  forra 
of  still,  called,  from  it« 
inventor,  Coffey't  ttiU. 
Fig.  121  represents  a 
section  of  one  of  these 
stills.  B  b'  is  the  bodj 
of  the  still,  which  ii 
made  of  copper,  and 
enclosed  in  a  case  of 
wood,  to  prevent  loss  of 
heat :  upon  the  body 
'^  two  columns,  D  p,  H  k, 
are  supported ;  o  ia  the 
vessel  from  which  the 
liquor  for  distillation  is 
raised  by  the  pump,  q ; 
the  liquor  enters  the 
column  H  K,  by  the  long 
spiral  pipe  l  l,  by  which  it  is  ultimately  conveyed,  through  the  pipe 
m,  to  the  top  of  the  column  d  f.  The  heat  employed  in  the  distilla> 
tiou  is  not  the  direct  heat  of  a  fire,  bnt  is  procured  by  injecting 
steam  obtained  from  a  boiler  not  shown  in  the  figure.  The  steam 
enters  the  body  of  the  still  through  the  pipe  a  ;  the  amount  of 
steam  admitted  being  regulated  by  a  valve,  the  handle  of  which  ii 
shown  at  f.  b  b'  is  divided  into  two  chambers,  by  means  of  > 
copper  shelf,  pierced  with  numerous  small  holes,  which  allow  the 
passage  of  steam  upwards,  though  they  are  sufficiently  small  to  pre- 
vent the  descent  of  any  considerable  quantity  of  liquid  which  may 
be  resting  upon  the  shelf  The  steam  at  first  condenses  in  the 
cold  liquid  of  the  lower  chamber,  but  quickly  raises  this  liquid  to 
the  boiling  point,  driving  off  the  alcoholic  portions  first,  as  they 
are  the  most  volatile.  This  vapour  traverses  the  liquid  which 
rests  in  b',  on  the  perforated  shelf,  and  gradually  raises  it  to  the 
boiling  point,  driving  off  from  it  the  alcohol  in  vapour ;  this 
vapour  passes  off  by  a  pipe,  z,  to  the  bottom  of  the  column  s  f. 
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This  column  is  divided  into  a  series  of  compartments^  by  perforated 
shelves  of  copper ;  each  of  these  shelves  is  provided  with  a  pipe 
for  carrying  off  the  liquid  to  the  shelf  below.  This  pipe  projects 
about  an  inch  above  the  upper  surface  of  each  shelf;  a  stratum  of 
liquid^  about  an  inch  in  depth,  is  thus  retained  upon  each  shelf^ 
and  is  traversed  by  the  vapours  which  ascend  from  the  shelf  next 
below  it.  The  wash,  or  liquid  for  distillation,  having  become 
heated  during  its  passage  through  the  spiral  pipe  in  the  column 
H  K,  thus  falls  upon  the  uppermost  perforated  shelf  ii^  d  f,  flows 
off  at  the  farthest  end  of  that  shelf,  and  then  falls  upon  the  next 
shelf;  thence  it  passes  to  the  third,  and  so  on  in  succession  to  each 
shelf:  as  it  descends,  it  encounters  the  ascending  vapours,  which 
at  each  successive  step  of  the  ascent  become  more  and  more 
alcoholic — the  wash,  as  it  descends  becoming  weaker  and  weaker, 
until  when  it  reaches  the  vessel  b  b^,  it  is  wholly  deprived  of 
spirit.  If  the  quantity  of  the  ascending  vapour  should  become  at 
any  time  too  great  to  pass  through  the  perforations  in  the  shelves, 
the  pressure  opens  the  valves  t  t,  which  are  provided  for  security 
in  each  shelf.  The  vapour  having  reached  the  top  of  the  column 
D  F,  is  conveyed  by  the  steam  pipe  i  i  n,  to  the  bottom  of  the 
finishing  column,  or  rectifier  h  k.  The  lower  part  of  this  column, 
as  high  as  the  pipe  y,  is  constructed  exactly  upon  the  same  plan  as 
the  column  d  f,  but  in  each  compartment  between  the  shelves  the 
spiral  pipe  l  l  makes  three  or  four  convolutions,  and  thus  becomes 
warmed  by  the  ascending  heated  vapours.  In  this  second  column 
the  spirituous  liquid  distilled  over  from  the  first  column  thus  un- 
dergoes a  successive  rectification  upon  each  of  the  lower  shelves, 
and  becomes  more  and  more  concentrated  by  the  ascent  of  the 
alcoholic  vapours,  which,  by  their  condensation  at  each  successive 
stage,  emit  sufficient  of  the  heat  previously  held  latent  to  effect  the 
distillation  of  the  more  volatile  portions  of  the  liquid  by  which  they 
are  condensed.  The  five  upper  shelves  of  this  column  merely  act 
as  a  condenser  for  the  alcoholic  vapours ;  the  shelves  are  not  per- 
forated, and  are  attached  to  the  alternate  sides  of  the  column,  hav- 
ing a  narrow  passage  at  one  end  of  each  shelf,  so  as  to  oblige  the 
vapours  to  describe  a  zigzag  direction  :  the  pipe  y  carries  off  the 
finished  spirit  into  proper  receivers ;  the  pipe  r  carries  off  any  un- 
condensed  spirituous  vapour  to  a  refrigeratory,  whilst  the  weak 
spirit  which  reaches  the  lower  part  of  the  column  is  returned  by 
the  pipe  s  to  the  vessel  o.  The  spent  wash,  as  it  accumulates  in 
B  b',  is  drawn  off  at  intervals,  and  the  still  can  thus  continue  its 
operations  without  intermission. 

(176)   Evaporation, — All  Uquids^  at  temperatures  far  below 
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their  point*  of  ebuUition,  emit  vapour 
b;  the  tranquil  process  of  evapora- 
tion. The  amount  of  v^toor  ^veit 
off  at  a  ooQBtant  temperature  differs 
greatly  in  different  liquids,  and  is 
dependent  upon  the  temperature  at 
vhich  each  liquid  boils. 

The  great  difference  in  the  rola- 
tility  of  liquids  at  the  same  tem- 
perature is  strikingly  shown  b;  fil- 
ing a  number  of  baromet^  tubes 
(fig.  122)  with  mercury,  and  in- 
verting  them  in  a  bath  of  the  same 
metal.  Ooe  of  these  tubes  (i)  mar 
be  kept  as  a  standard  of  reference : 
if  into  one  of  the  other  (])  a  few 
drops  of  water  be 
allowed  to  ascead,  Fio.  ia,i 
au  immediate  de- 
pressioD  of  the  co- 
lumn of  mercury  is 
observed,  due  to  the 


elasticity  of  the  aqueous  vapour  furnished  by  the 
evaporation  of  the  water.  If  iuto  a  third  tube 
(3)  alcohol  be  introduced,  a  greater  depression 
will  be  perceptible ;  bisulphide  of  carbou  in  a 
fourth  tube  (4)  will  produce  a  still  greater  de- 
pression, and  if  ether  be  admitted  to  a  fifth  (j), 
the  height  of  the  mercurial  column  will  be  still  less. 
Now  let  a  second  wider  tube  closed  below  by  a 
cork  be  placed  round  the  exterior  of  any  one  of 
these  tubes,  so  as  to  iuclose  nearly  its  whole 
length,  as  in  fig.  123  j  let  the  outer  case  thus 
formed  be  filled  with  water,  the  temperature  of 
which  is  gradually  raised,  so  as  to  coramunicate 
the  heat  uniformly  to  the  tube  within.  A  pro- 
gressive depression  of  the  mercurial  column  is 
thus  produced  ;  and  by  measuring  the  amount  of 
this  depression,  it  is  found  that  the  elasticity  of 
the  vapour  emitted  from  each  liquid  increases  aa 
the  temperature  rises,  until  at  the  boiling  point 
of  the  liquid  the  elasticity  becomes  equal  to  that 
of  the  air.    If  the  temperature  increaae  according 
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to  the  terms  of  an  arithmetic  ratio,  the  elasticity  rises  according 
to  the  terms  of  a  geometric  progression,  the  ratio  of  which  differs 
for  each  liquid. 

The  following  table  comprises  some  of  the  residts  of  Regaault's 
experiments  npon  the  tension  of  the  vapours  of  various  liquids  at 
equal  temperatures.  The  tension  of  the  vapour  is  measured  by  the 
height  of  a  column  of  mercury  in  inches,  which  each  vapour  will 
support  at  the  temperatures  quoted  : — 
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laa 

S" 

3357 

3-^3' 

0-675 

140 

43' 7" 

"9-054 

38-43 

5-874 

1058 

158 

90-93 

60-98 

31-i38 

g-JOl 

1-638 
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5963 
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461-38 
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(177)  Dalton's  Law  of  Teruion  of  Viqxmn. — It  was  assumed 
by  Dalton  that  the  tension  or  elasticity  of  all  vapours  was  equal, 
if  compared  at  temperatures  which  represented  differences  of  an 
equal  number  of  degrees  above  or  below  the  boiling  points  of  their 
respective  liquids.  This  law  is  not  strictly  in  accordance  with  the 
results  of  experiment.  However,  for  short  distances  above  and 
below  the  boiling  point,  it  is  very  nearly  true,  excepting  in  the 
<a»e  of  mercury,  and  may  be  employed  for  the  purpose  of  correct- 
ing the  observations  of  the  boiling  poiats  of  liquids  made  at  atmo- 
spheric pressures,  which  are  but  little  above  or  below  the  standard 
of  30  inches. 

The  following  table  exhibits  the  elasticity  of  the  vapours  of 
five  difibrent  liquids  at  corresponding  distances  above  and  below 
their  boiliiig  pointa. 
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Tension  of  Vapours  at  equal  distances  from  the  Boiling  Points 

of  the  Liquids, 


Rbokauia.     I 
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Fio.  124. 


The  ether  used  in  these  experiments  could 
not  have  been  perfectly  pure,  as  its  boiling  point 
is  too  high.  The  boiling  point  of  mercury  was 
estimated  by  a  mercurial  thermometer  without 
correction  for  the  increasing  rate  of  expansion 
at  high  temperatures. 

The  increase  of  elasticity  produced  by  heat 
in  those  vapours  which  are  in  contact  with  the 
liquids  by  which  they  are  furnished^  indicates 
also  a  corresponding  increase  in  their  density  : 
the  one  may^in  fact,  be  calculated  from  the  other. 
When  the  temperature  is  reduced,  the  elasticity 
falls,  and  a  portion  of  the  vapour  is  condensed. 
There  is,  indeed,  for  every  vapour  a  maximum 
density  for  each  temperature,  which,  when  the 
liquid  is  in  contact  with  the  vapour,  is  speedily 
attained,  but  which  cannot  be  surpassed,  no 
matter  how  much  the  pressure  to  which  the  va- 
pour is  subjected  may  vary;  an  increase  of  pres- 
sure immediately  condenses  a  part  of  the  liquid 
that  had  evaporated,  and  a  diminution  of  pres- 
sure is  attended  with  immediate  volatilization 
of  a  fresh  portion  of  the  liquid  \  consequently  a 
cubic  inch  of  vapour  of  any  particular  liquid  at 
any  given  temperatui*e,  is  aJways  of  the  same 
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» 

elasticity^  and  possesses  the  same  weight.  If  a  small  quantity  of 
ether  be  thrown  up  into  the  vacuum  of  the  barometer  tube,  repre- 
sented in  fig.  1 24,  the  length  of  the  column  of  mercury,  a  b,  above 
the  level  of  that  in  the  bath,  will  continue  to  be  nearly  the  same 
whether  the  tube  be  raised  or  lowered  in  the  outer  vessel ;  if  it  be 
raised^  fresh  ether  will  evaporate^  if  depressed,  part  of  the  vapour 
will  be  condensed. 

(178)  Limit  of  Evaporation. — From  what  has  just  been  stated 
it  might  be  supposed  that  all  liquids,  at  even  the  lowest  tempera- 
tures, were  constantly  emitting  vapour.  That  merciury  does  so  at 
common  atmospheric  temperatures  may  be  shown  by  a  very  simple 
experiment.  Place  at  the  bottom  of  a  bottle  a  few  drops  of  mer- 
cury, and  suspend  in  the  neck  a  bit  of  gold  leaf ;  in  a  few  weeks 
the  lower  portions  of  the  gold  will  become  white  from  the  conden- 
sation of  the  vapour  of  mercury  upon  it.  In  the  tube  of  a  well- 
made  barometer  the  same  thing  is  shown  by  the  formation  of  a  dew 
of  metallic  globules  in  the  space  above  the  column  of  metal.  Faraday 
has,  however,  proved  that  there  is  a  temperature  below  which  this 
volatilization  ceases,  a  temperature  which  varies  for  different  sub- 
stances :  for  mercury  the  limit  is  about  40°  F.;  for  sulphuric  acid  the 
limit  is  much  higher,  since  the  acid  undergoes  no  sensible  evaporation 
at  ordinary  atmospheric  temperatures.  The  cohesive  force  of  the 
liquid  here  appears  to  overcome  the  feeble  tendency  to  evaporation. 

It  is  not  necessary  for  the  evaporation  of  a  body  that  it  should 
be  in  the  liquid  form.  Camphor  rises  in  vapour  from  the  solid,  and 
condenses  in  a  crystalline  form  on  the  sides  and  upper  part  of 
the  vessel  which  contains  it.  Ice,  if  introduced  into  the  vacuum 
of  a  barometer,  immediately  causes  a  depression  of  the  mercurial 
column  amounting  at  32^  to  upwards  of  18  hundredths  of  an  inch, 
and  even  at  zero  the  tension  of  the  vapour  of  ice  is  found  to 
amount  to  4  hundredths  of  an  inch.  It  is  owing  to  this  evapora- 
tion that  patches  of  snow  and  tufts  of  ice  are  observed  gradually 
to  disappear  even  during  the  continuance  of  a  severe  frost. 

It  has  been  shown  that  if  the  temperature  of  one  of  the  tubes, 
shown  in  fig.  I22,  which  contains  a  volatile  liquid,  be  uniformly 
raised  throughout  its  entire  length,  the  elasticity  of  the  vapour 
increases  rapidly  till  the  liquid  reaches  its  boiling  point.  The 
application  of  heat  to  one  portion  only  of  the  tube,  however,  is 
attended  with  a  very  different  result :  the  liquid  may  even  be 
heated  to  ebullition,  and  it  will  distil  and  be  condensed,  but  unless 
the  whole  of  that  portion  of  the  tube  which  is  filled  with  vapour 
be  heated  to  the  same  degree,  no  corresponding  increase  of  elasti- 
city will  be  observed :  the  tension  can  never  exceed  that  due  to 
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the  elasticity  of  the  vapour  which  would  be  emitted  if  the  liquid 
were  at  the  same  temperature  as  that  of  the  coolest  portion  of  the 
tube  above  the  liquid ;  because  the  excess  of  vapour  is  at  once 
condensed  as  soon  as  it  reaches  this  colder  part  of  the  space.  The 
ether^  for  example^  in  the  barometer  5,  fig.  122^  may  be  made  to  boil 
by  the  heat  of  the  hand^  but  the  height  of  the  column  of  mercury 
undergoes  little  change ;  the  ether  vapour  being  condensed  in  the 
colder  portions  of  the  space  as  rapidly  as  it  is  produced.* 

(179)  Circumstances  which  Influence  Evaporation. — In  the 
process  of  evaporation^  the  vapour  is  supplied  only  from  the  super* 
ficial  layer  of  the  liquid.  It  is  therefore  evident  that  the  extent 
of  surface  exposed  must  greatly  influence  the  amount  and  rapidity 
of  evaporation,  independently  of  the  temperature.  Now  if  the 
evaporating  surface  be  in  any  way  protected,  as  by  allowiug  a 
small  quantity  of  oil  to  become  difiused  over  it,  evaporation  is 
entirely  suspended.  Advantage  is  sometimes  taken  of  this  fact 
in  the  laboratory,  in  cases  where  it  is  necessary  to  maintain  a  gentle 
heat  for  many  hours :  the  vessel  to  be  heated  is  supported  in  a 
larger  one,  containing  water  upon  the  top  of  which  a  little  oil  has 
been  poured ;  under  these  circumstances  the  danger  of  the  water 
bath  becoming  dry  is  obviated,  and  the  temperature  required  is 
kept  up  by  a  smalls  expenditure  of  fuel,  because  the  escape  of  latent 
heat  by  evaporation  is  prevented.  When,  on  the  contrary,  a  rapid 
evaporation  is  necessary,  a  large  extent  of  surface  is  exposed.  In 
the  salt  works  of  Cheshire,  for  instance,  the  brine  is  evaporated  in 
shallow  pans,  4  or  5  feet  wide  and  40  or  50  feet  in  length,  the  fire 
being  lighted  at  one  end  and  the  flue  passing  horizontally  under- 
neath to  the  other  extremity.  At  Salzburg,  in  the  Tyrol,  the 
same  object  is  efiected  by  pumping  the  weak  brine  into  reservoirs, 
whence  it  is  allowed  to  trickle  down  through  stacks  of  brushwood, 
by  which  means  the  surface  exposed  to  evaporation  in  the  air  is 
almost  indefinitely  increased.  In  the  southern  parts  of  Europe 
the  sea-water  is  admitted  into  extensive  shallow  pans  excavated  on 
the  sea  coast,  where  by  exposure  to  the  sun^s  rays  it  becomes  con- 
centrated, and  the  salt  crystallizes  out. 

Another  circumstance  which  influences  the  rate  of  evaporation 
is  the  amount  and  nature  of  the  pressure  upon  the  surface  of  the 
liquid.  Upon  this  subject  a  series  of  experiments  was  made  by 
Daniell.  Under  a  receiver  connected  with  the  air-pump,  he  placed 
a  circular  di^h  of  water,  27  inches  in  diameter,  and  supported 
above  a  dish  containing  concentrated  sulphuric  acid, — the  object  of 


*  In  the  Appendix  to  Fart  III.  will  be  found  a  Table,  giving  the  tension 
of  aqueous  vapour  for  each  degree  "E .  "beVKeeiL  o?*  «xLd  100°. 
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using  the  acid  being  to  absorb  the  aqueous  vapour  as  fast  as  it 
was  generated :  the  results  of  these  experiments  are  given  in  the 
following  table : — 

Rate  of  Evaporation  under  Different  Pressures. 


Preware  in  InohM 
ofMercary. 

OniiM 

Erapontted. 

PreMure  in  Inobet 
of  Mercury. 

Eraporation  in 
QnioB. 

30-4 

3-8 

1-24 
912 

o"95 
0*47 

007 

15-93 

2933 

5074 

112*22 

The  time  in  each  experiment  was  30  minutes^  the  temperature 
45^  F.  It  is  obvious  that  the  rapidity  of  evaporation  under  these 
circumstances  was  inversely  as  the  pressure^  which  was  read  off 
upon  the  gauge. 

The  resistance  offered  by  the  pressure  of  a  gas  or  vapour  upon 
the  surface  of  a  liquid  is  purely  mechanical ;  and  it  follows  as  a 
consequence  of  the  law  of  the  diffusion  of  gases^  that  the  quantity 
of  vapour  which  rises  from  a  volatile  body  in  a  confined  space^  is 
the  same  whether  that  space  be  filled  with  air  or  not.*  The  time 
that  is  occupied  before  the  space  shall  have  received  its  full  com- 
plement of  any  given  vapour  varies  inversely  with  the  pressure  ; 
and  with  different  vapours  under  similar  pressures,  the  time  varies 
with  the  diffusiveness  of  the  vapour.  The  vapour,  as  it  rises, 
adds  its  own  elastic  force  to  that  of  the  air  present.  When  a 
liquid  evaporates  into  an  empty  space^  the  full  elasticity  due  to  the 
temperature  and,  consequently,  the  maiimum  density  of  the 
vapour,  is  acquired  at  once ;  but  when  it  evaporates  into  a  gas, 
that  degree  of  density  is  not  acquired  until  afler  the  lapse  of  a 
variable  interval  of  time.  The  circumstance  which  in  both  cases 
finally  limits  the  evaporation  of  the  liquid,  is  the  pressure  of  its 
own  vapour  of  a  definite  degree  of  elasticity  upon«its  surfsuse.  It 
is  therefore  clear  that  the  larger  the  proportion  of  moisture  that 
is  contained  in  the  air  at  any  given  time^  the  smaller  will  be  the 
quantity  of  aqueous  vapour  that  rises  from  an  exposed  surface  in  a 
given  time ;  and  that  in  proportion  as  the  space  is  more  nearly 
charged  with  vapour^  the  more  slowly  is  each  succeeding  portion 
of  vapour  produced.  Evaporation,  in  short,  is  more  rapid  in  a  dry 
than  in  a  moist  atmosphere.      For  the  same  reason,  evaporation 


*  Begnanlt  finds  that  this  is  not  absolutely  true, — the  tension  of  aqueous 
vapour  in  air  beiuf^  slightly  less  than  in  vacuo,  but  the  difference  does  not 
amount  to  more  than  2  percent,  at  its  maximum.  The  same  thing  was  found 
to  hold  good  with  the  vapour  of  ether,  the  tension  of  which,  whether  in  air, 
in  hydrogen,  or  in  carbonio  acid«  was  always  lower  than  it  was  at  the  same 
temp«ratiiie  in  vaeuQ^ 


270  EVAPORATION    IN    VACUO. 

proceeds  more  rapidly  diiriog  a  breeze  than  when  the  air  is  still : 
for  the  air  which  rests  on  the  surface  of  a  liquid  soon  becomes 
charged  to  the  maximum  with  vapour^  and  then  all  further  evapo- 
ration would  cease  were  it  not  for  circulating  movements,  which, 
even  in  the  stillest  air,  are  occasioned  by  the  change  of  density  due 
to  the  accession  of  moisture ;  the  currents  produced  by  a  breeze 
assist  these  movements,  and  the  vapour  rises  into  portions  of  air 
which  are  being  continually  changed,  so  that  the  pressure  of  the 
aqueous  vapour  on  the  surface  of  the  liquid  is  rapidly  removed. 

In  the  case  of  mixed  liquids,  Gay  Lussac  inferred  from  his  ex- 
periments that  the  tension  of  the  mixed  vapour  was  equal  to  the 
sum  of  the  tensions  of  the  two  vapours  taken  separately.  This, 
however,  is  true  only  for  liquids  which,  like  bisulphide  of  carbon 
and  water,  or  like  benzol  and  water^  do  not  sensibly  dissolve  eacli 
other;  in  other  cases,  as  the  experiments  of  Regnault  and  of 
Magnus  have  shown,  the  tension  may  scarcely  exceed  that  of  the 
more  volatile  liquid ; — for  example,  in  the  case  of  a  mixture  of 
ether  and  water,  the  tension  is  scarcely  higher  than  that  due  to 
ether  only.  If  the  two  liquids  be  soluble  in  each  other  in  all 
proportions,  as  water  and  alcohol,  the  tension  of  the  mixed  vapour 
is  generally  greater  than  that  of  the  less  volatile,  but  less  than 
that  of  the  more  volatile  liquid. 

Evaporation  in  a  confined  space,  in  which  the  atmosphere  is 
kept  constantly  in  a  state  of  dryness,  is  often  resorted  to  in  the 
laboratory.     Crystallizations    on    a    small    scale  are   frequently 

effected    in  this   way;   the   liquid 
Fig.  125.  evaporates,   and  is  absorbed  by  a 

surface  of  sulphuric  acid,  as  in  the 
experiment  of  Leslie  (172).  An 
arrangement,  such  as  is  repre- 
sented in  fig.  125,  may  be  era- 
ployed  for  this  purpose.  In  this 
figure,  p  is  the  plate  of  the  air- 
pump  ;  8  a  dish  of  oil  of  vitriol ; 
and  T  a  dish  supported  by  the  wire 
triangle,  and  containing  the  sub- 
stance to  be  dried,  or  the  solu- 
tion to  be  crystallized.  The  evaporation  may  be  rendered  quicker 
or  slower  according  to  the  extent  to  which  the  exhaustion  of  the 
receiver  is  carried.  Many  compounds  which  would  be  injured  by 
exposure  to  air,  or  to  a  moderate  temperature,  may  be  dried 
effectually  in  this  manner. 

As  a  necessary  consequence  of  the  evaporation  which  is  con- 
tinually going  on  over  the  entire  surface  of  the  earth,  the  atmo^ 
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sphere  is  at  all  times  charged  with  moisture,  the  amount  of  which 
is  perpetually  yaryiDg,  hut  it  is  almost  always  below  the  propor- 
tion which  experiment  gives  as  the  maximum  density  for  aqueous 
vapour  due  to  the  observed  temperature.     It  is  owing  to  the  cir- 
cumstance that  the  air  is  rarely  fully  charged  with  vapour^  that 
wet  bodies  become  dry^  and  that  the  surface  of  the  soil,  although 
saturated  with  moisture,  yet  in  a  few  hours  or  days  becomes 
parched  and  dusty.     By  the  process  of  evaporation  from  the  sur- 
face of  the  land  as  well  as  of  the  ocean,  a  natural  distillation  is 
thus   continually  effected,    by  which   a  perpetual  circulation  of 
water  is  maintained ;  the  waters  conveyed  by  the  rivers  into  the 
sea  retmm  imperceptibly  into  the  atmosphere.     The  vapour  thus 
raised  either  assumes  an  invisible  form,  or  it  floats  about  in  masses 
of  cloud :  these  are  at  length  arrested,  particularly  by  mountains 
and   elevated  ridges  of  land,  and  being  condensed,  descend   as 
showers,  and  supply  stores  of  water,  which  flow  down  the  sides  of 
the  hills  and  collect  in  the  ravines,  or  else  are  absorbed  into  the 
porous  strata.     The  waters  thus  absorbed  sink  into  the  soil  until 
they  meet  with  a  bed  of  clay  or  some  other  stratum  impervious 
to  moisture ;  by  this  they  are  arrested,  and  flow  along  its  surface 
till  they  burst  out  as  springs  in  the  valleys.      These  springs  in 
their  turn  furnish  constant  supplies  to  the  rivers,  and  the  rivers, 
after  irrigating  the   countries    through  which   they   flow,  again 
empty  themselves  into  the  ocean.     The  firequency  of  rain,  and 
various  other  meteorological  phenomena  of  the  highest  interest  and 
importance, — ^in  fact,  many  of  the  great  peculiarities  of  climate, 
are  mainly  influenced  by  the  variations  in  the  quantity  of  moisture 
which  is  contained  in  the   atmosphere.     The  knowledge  of  the 
quantity  of  aqueous  vapour  which  exists  at  any  given  time  in  a 
certain  bulk  of  air,  becomes,  therefore,  a  problem  which  is  con- 
stantly requiring  solution  for  meteorological  purposes.     Instru- 
ments employed  for  this  purpose  are  termed    hyp'ometers  (from 
vypoQ,  moist,  and  fiLrpov,   a  measure).     Various  methods  have 
been  proposed  for  determining  the  proportion  of  moisture  in  the 
air ;  the  simplest  and  the  most  accurate  of  these  consists  in  the 
determination  of  the  dew  point, 

(iSo)  Dew  Point, — It  is  evident  that  a  reduction  of  tempera- 
ture in  a  space  already  charged  to  the  maximum  with  vapour,  must 
produce  a  deposit  of  moisture  in  the  liquid  form.  Such  a  result, 
in  fact,  accords  with  daily  observation :  for  example,  when  a  glass 
of  cold  water  is  brought  into  a  warm  room,  its  surface  becomes 
bedewed  with  moisture.  This  observation  has  been  ingeniously 
turned  to  account  for  the  purpose  of  determining  the  quantity  of 
moisture  present  in  the  air  at  any  given  time.     If  the  cold  liquid 
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be  poured  from  one  vessel  to  another,  its  temperature  will  be  gra* 
dually  raised ;  the  quantity  of  dew  which  is  formed  on  the  outside 
of  the  vessel  into  which  it  is  poured  will  become  less  and  less,  ustil 
it  ceases  to  be  formed  at  all.  By  noting  with  a  sensitive  thermometer 
the  exact  temperature  at  which  this  formation  of  dew  ceases,  the 
tension  of  the  aqueous  vapour  present  in  the  air  at  that  ][)eriod  can 
be  easily  ascertained  from  tables  constructed  for  that  purpose,  and 
the  corresponding  proportion  of  moisture  calculated.  K  the  tern- 
perature  of  the  air  at  the  time  be  noted,  it  is  easy  to  determine 
the  additional  proportion  of  moisture  which  the  air  at  that  time 
is  capable  of  taking  up.  This  comparison  is  generally  made  by 
calling  the  quantity  of  invisible  vapour  which  it  is  possible  for  air 
to  retain  at  the  particular  temperature  at  the  time  of  observatioa 
I  GOO,  and  calculating  from  the  observed  dew  point  the  proportion 
which  the  amount  actually  present  bears  to  that  which  might  exist 
at  that  temperature.  Suppose^  for  example,  when  the  air  is  at 
60^  F.,  that  the  dew  point  be  as  low  as  50^ ;  that  is,  the  tempe- 
rature at  which  dew  begins  to  form  is  50°.  On  reference  to  the 
table,  it  appears  that  the  tension  of  vapour  at  60^  amounts  to  o*ji8 
inch  of  mercury,  while  at  50°  it  is  equal  to  only  0*361.  Now  the 
quantity  of  vapour  is  directly  proportioned  to  its  tension,  therefore 
by  proportion :- 

0*518  0*361      ::      1000      :     x      (=  695). 

695  represents  the  degree  of  atmospheric  saturation  at  the  time  of 
observation. 

Practically,  however,  it  is  desirable  also  to  know  the  actual  rate 
of  evaporation  at  the  time,  or  the  number  of  grains  of  water  which 
evaporate  from  a  given  surface,  such  as  a  square  foot  of  water 
freely  exposed  to  the  air,  since  it  is  this  which  in  great  measure 
determines  the  drying  influence  of  the  atmosphere  upon  the  human 
body,  and  upon  the  substances  exposed  to  its  action. 

(181)  Darnell's  Hygrometer. — The  method  of  observing  the 
dew  point  above  mentioned,  although  it  affords  very  exact  results, 
is  tedious  in  practice.  To  facilitate  this  operation,  a  beautiful  in- 
stniraent  was  contrived  by  Daniell,  and  termed  by  him  the  Dew- 
point  Hygrometer.  It  consists  essentially  of  a  small  cryophorus 
(fig.  126),  containing  ether  instead  of  water,  one  limb  of  which, 

c,  is  longer  than  the  other,  and  terminates  in  a  ball,  b,  made 
of  black  glass  for  the  purpose  of  rendering  the  moment  at 
which  the  deposition  of  dew  occurs  more  readily  observable.  In 
the  long  limb  of  the  instrument  is  placed  a  sensitive  thermometer, 

d,  the  bulb  of  which  is  partially  immersed  in  the  ether.     The 
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second  bulb,  a,  is   covered   with  Fig.  126. 

muslin.  In  constructing  the  ap- 
paratuSy  the  ether  is  boiled  to  expel 
the  air,  and  the  instrument  is  her- 
metically sealed  whilst  the  ether  is 
still  boiling.  When  the  hygro-  , 
meter  is  to  be  used,  all  the  ether  is 
driven  into  b  by  inverting  the  in- 
strument, and  warming  the  bulb  a 
with  the  hand;  the  instrument  is 
then  placed  in  the  clip  h,  on  the 
top  of  the  stand  g.  On  allowing 
a  few  drops  of  ether  to  fall  on  the 
muslin,  the  vapour  within  the  ball 
a  is  condensed  by  the  reduction 
of  temperature  occasioned  by  the 
rapid  evaporation  thus  produced 
on  its  outer  surface ;  fresh  vapour 
rises  from  the  surface  of  the  ether 
in  the  blackened  ball,  from   the 

diminished  elasticity  of  the  vapour  above  it :  the  temperature  of 
this  ether  and  of  the  ball  in  contact  with  it  is  lowered,  and  depo- 
sition of  dew  commences  on  the  surface  of  the  black  ball  in 
the  form  of  a  ring,  which  coincides  with  the  level  of  the 
ether.  The  moment  that  this  occurs,  the  temperature  marked 
by  the  included  thermometer,  rf,  is  observed.  It  is,  however, 
possible,  if  the  reduction  of  temperature  has  been  rapid,  that  the 
loss  of  heat  may  not  be  perfectly  uniform  throughout  the  ether 
in  the  black  bulb,  in  consequence  of  which  the  temperature  indi- 
cated by  the  thermometer  J,  may  be  a  little  too  high ;  it  is  there- 
fore well  to  observe  the  temperature  of  rf  a  second  time,  at  the 
moment  when  the  ring  of  dew  disappears,  during  the  return  of  the 
instrument  towards  the  temperature  of  the  surrounding  air.  This 
observation  will  now  probably  be  slightly  too  low,  but  the  mean 
of  the  two  will  accurately  furnish  the  temperature  of  the  dew 
point.  The  temperature  of  the  atmosphere  at  the  time  is  indi- 
cated by  the  thermometer  k. 

In  making  an  observation  the  hygrometer  should  be  placed  at 
an  open  window,  and  a  small  cardboard  screen  should  be  interposed 
between  the  two  bulbs,  to  prevent  the  vapour  of  the  ether  from 
extending  to  the  atmosphere  around  the  blackened  bulb.  With 
proper  care,  the  iastrument  will  yield  results  of  great  accuracy. 

T 
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An  excellent  hygrometer,  on  a  similftr  principle,  but  of  less  por- 
table construction^  has  been  used  by  Rcguault, 

The  following  table  has  been  calculated  from  a  mean  of  sereu- 
teea  years'  daily  observations  at  the  gardens  of  the  Horticultnnd 
Society,  Chisnick,  near  London,  and  it  displays  very  strikingly 
the  vast  amount  of  evaporation  which  is  continually  occurring ;  and 
at  the  same  time,  the  great  fluctuations  to  which  its  average  amount 
is  liable  at  different  seasons : — 

Average  rate  of  Evaporation  at  different  Seamna, 


Pniod. 

TW^F. 

H«ii 

Heu 

uumm. 

"s."'  j'trKk" 

Winter.    '. 

4988 
6331 
3895 

4431 

54  §« 
3504 

9>3 

800 
16-80 
384 

■(9«7 

„« 
15048 

345» 

The  full  amount  of  this  evaporation  only 
takes  place  from  the  surface  of  water,  and 
then  only  during  a  breeze. 

(181  a)  Wet  bulb  Hygrometer.  —  Other 
methods  have  been  proposed  for  determining 
the  quantity  of  moisture  present  in  the  at- 
mosphere. Of  these  hygrometert,  as  such 
instruments  are  called,  one  only  need  be 
noticed  here ;  it  goes  by  the  name  of  the  wet 
bulb  hygrometer,  and  is  shown  at  fig.  127. 
In  simplicity  of  action  it  leaves  nothing  to 
be  desired,  as  it  consists  merely  of  two  simi- 
lar thermometers,  s  s,  placed  side  by  side  on 
the  same  stand,  H  /;  the  bulbs,  b  b,  of  both 
are  covered  with  muslin,  and  one  of  them 
is  kept  constantly  moist  by  means  of  the 
capillaiy  action  of  a  few  fibres  of  cotton,  e, 
which  connect  it  with  a  small  vessel,  a  c, 
containing  water.  The  rate  of  evaporation, 
and  consequently  the  depression  of  tempe- 
rature of  the  moistened  bulb,  will  be  greater 
in  proportion  as  the  atmosphere  is  further 
from  its  point  of  saturation ;  and  tables  have 
been  given  for  determining  the  degree  of 
saturation  for  all  differences  of  temperature 
within  the  ordinary  atmospheric  range.  The 
elaborate  researches  of  Begnault  (An*,  de 
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CTiimie,  III.  xv.  129)  have  shown  that  the  indications  of  this  hy- 
grometer require  a  variety  of  corrections  which  cannot  be  correctly 
estimated.  The  formula  which  on  the  whole  corresponds  best  with 
observation  is  that  of  Apjohn  :/'=/—  ^  x  Jj.  In  this  for- 
mula/' is  the  tension  of  steam  at  the  dew  point, /is  the  tension 
of  steam  at  the  observed  temperature  of  the  air^  d  is  the  difference 
in  temperature  of  the  two  thermometers^  88  is  a  constant  co* 
efficient  for  the  specific  heats  of  air  and  steam^  p  is  the  observed 
height  of  the  barometer,  30  is  the  mean  height  of  the  barometer. 

From  an  extensive  series  of  comparisons,  made  at  the  Greenwich 
Observatory,  between  the  wet  bulb  hygrometer  and  DanielPs  in- 
strument, Mr.  Glaisher  concludes  that  the  dew  point  may  be  ascer- 
tained by  multiplying  the  difference  between  the  temperature  of 
the  dry  and  the  wet  bulb,  by  a  number  aepending  upon  the  tem- 
perature of  the  air  at  the  time  of  observation. 

The  numbers  which  he  gives  are  contained  in  the  following 
table : — * 


Dry  Bulb.         \ 
Temperature  **  F.  } 

MoltipUer. 

Dry  Bnlb.         \ 
Temperature  °  F.   } 

Multiplier. 

below  34 

8-5 

35  to  40 

25 

34  to  35 

7'3 

40  to  45 

23 

35  to  36 

6-4 

45  to  50 

3-1 

30  to  37 
37  to  38 

38  to  39 

61 

50  to  55 

3'0 

5*9 

55  to  60 

1-8 

57 

60  to  65 

vS 

39  to  30 

50 

65  to  70 

1-7 

30  to  31 

4-6 

70  to  75 
75  to  80 
80  to  85 

1*5 

31  to  33 

3-6 

I '5 

32  to  33 

3'; 

10 

33*0  34 

3-8 

34  to  35 

3-6 

Since  the  tension  of  aqueous  vapour  diminishes  according  to 
the  terms  of  a  geometric  progression,  whilst  the  temperature  falls 
in  arithmetic  progression,  the  elasticity  of  the  vapour  contained  in 
the  atmosphere  at  any  given  time  is  reduced  by  a  fall  of  temperature 
more  rapidly  than  in  direct  proportion  to  the  fall  of  temperature ; 
it  therefore  necessarily  happens,  that  if  a  current  of  heated  air, 
charged  to  the  maximum  with  aqueous  vapour,  meet  a  current  of 


*  When  the  dew  point  was  calculated  by  Apjobn's  formula  from  the  in- 
dications of  ^e  wet  bulb  thermometer,  the  extreme  differences  from  the  true 
dew  point,  famished  by  Daniell's  instrument,  were  found  in  two  years  at 
Greenwich,  to  be  — 3^*9  between  65®  and  70**,  and  -}-  f'6  between  73°  and 
80*^;  whilst  the  extreme  differences  by  Glaisher's  factors  are  —3°*  7  between 
75®  and  So**,  and  -}-  ^'6  between  75®  and  80®.— (DanielFs  Meteorology,  vol.  ii, 
p.  100.)    See  also  iToble,  Proeeea.  Boy.  Soc,  vii.  538. 

T  Z 
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cold  air  also  charged  to  its  maximum  with  vapour,  the  intermingled 
portions  of  air  at  the  mean  temperature  of  the  two  can  only  retain 
a  part  of  the  vapour  in  the  invisible  condition,  and  the  formation 
of  a  cloud  or  mist  is  the  consequence.  For  example,  suppose  two 
equal  volumes  of  air,  one  at  60°  the  other  at  40°,  each  saturated 
with  vapour,  to  be  intermingled — the  temperature  of  the  inter- 
mingle<l  air  would  be  50°.  Now  the  elastic  force  of  aqueous  vapour 
at  60°  is  0518;  at  40°  it  is  0*247.  The  mean  of  these  quantities 
is  0*382,  but  the  actual  elastic  force  of  vapour  at  50°  is  only  0*361 ; 
consequently  an  amount  of  vapour  represented  by  an  elastic  force  of 
0*382— 0*361,  or  o*02i,  will  be  precipitated  in  the  form  of  a  cloud. 
It  was  upon  this  principle  that  Hutton  accounted  for  the  formation 
of  rain ;  and  so  far  as  it  goes,  the  theory  is  satisfactory :  there  are, 
however,  other  impoi*tant  causes  concerned,  but  the  subject  cannot 
be  appropriately  discussed  further  in  this  work. 

(182)  Liqtiefaction  and  Solidification  of  Gases — Vapours  were 
formerly  considered  to  be  essentially  diflferent  in  their  nature  from 
gases ;  but  comparatively  recent  experiments,  particularly  those  by 
Faraday,  have  shown  that  the  diflference  between  gases  and  vapours 
is  merely  one  of  degree.  Under  his  skilful  manipulation,  nume- 
rous gases  have  been  reduced  to  the  liquid  state,  and  not  a  few 
have  even  been  obtained  in  the  form  of  solids.  Some  few  of  the 
gases  have  still  resisted  the  best  devised  attempts  to  liquefy  them ; 
but  it  can  hardly  be  doubted  that  all  gases  may  be  regarded  as  the 
vapours  of  liquids  of  an  extremely  high  degree  of  volatility ;  the 
liquids  resulting  from  the  condensation  of  gases  boiling  at  tempe- 
ratures far  below  the  ordinary  atmospheric  range ;  vapours,  on  the 
contrary,  may  be  considered  as  the  gases  of  liquids  of  comparatively 
low  volatilitv. 

Some  of  the  gases  are  liquefiable  with  much  greater  facility 
than  others ;  for  instance,  a  mere  reduction  of  the  temperature  to 
0°  F.,  suffices  to  reduce  sulphurous  acid  gas  to  the  liquid  form. 
Many  gases,  if  generated  in  strong  tubes,  under  the  pressure  of 
their  own  particles,  lose  their  elastic  form.  In  this  way  carbonic 
acid,  cyanogen,  and  several  others,  have  been  liquefied.  But  iu 
other  cases,  a  combination  of  the  pressure  obtained  by  means  of  a 
condensing  syringe,  with  the  application  of  an  intense  degree  of 
cold,  has  been  requisite. 

Carbonic  acid  is  manufactured  in  large  quantities,  and  stored 
up  in  the  liquid  form,  in  strong  wrought-iron  vessels.  The  appa- 
ratus used  for  this  purpose  was  devised  by  Thilorier.  A  modifica- 
tion of  it  is  represented  in  fig.  128.  It  consists  of  two  very  strong 
hollow  cylinders  of  wrought  iron,  one  of  which,  a,  is  employed  w 
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a  retort  for  gene- 
rating the  gas ; 
the  other,  b,  as  a 
receiTer,  in  which 
it  is  accumnlated. 
The  generator,  a,  is 
charged  vith  a  mix- 
ture of  a|lb.  of  bi- 
carbonate of  soda 
and  6:}^lb.  of  warm  ■ 
water :  a  brass  tube, 
c,  coDt^ning  i^Ib. 
of  oil  of  vitriol,  is 
cautiously  intro- 
duced, and  the  head 
of  the  appRratus, 
furnished  with  a 
stop-cock  of  peculiar  construction,  is  screwed  down  and  rendered 
tight  by  a  leaden  washer.  The  generator  is  then  reversed,  so 
as  to  mil  the  materials,  which,  by  their  reaction,  liberate 
carbonic  acid;  this  gas  accumulates  in  the  upper  part  of  the 
vessel,  where  it  is  liquefied  by  its  own  pressure ;  a  strong  tube, 
E,  is  screwed  on  laterally  to  both  vessels  a  and  a,  and  connects 
them  together.  The  receiver,  a,  is  kept  cool  by  being  immersed 
in  melting  ice.  As  soon  as  the  stop-cocks  are  opened,  the 
liquefied  gas  distils  over ;  the  stop-cocks  are  then  closed,  the  vessels 
A  aud  B  are  separated,  and  a  fresh  charge  is  introduced  into 
the  generator.  The  same  operations  are  then  repeated,  until  a  suf- 
ficient quantity  of  the  liquefied  gas  hss  been  obtained.  Communi- 
cating with  the  stop-cock  of  the  receiver,  is  a  tube,  A,  which  passes 
down  nearly  to  the  bottom  of  the  vessel,  and  terminates  in  an  open 
extremity,  so  that  as  soon  as  the  stop-cock  is  opeoed,  a  jet  of  the 
liquid  acid  is,  by  the  pressure  of  its  own  vapour,  forced  up  the 
vertical  tube,  b,  and  it  escapes  from  the  vessel  through  a  fine 
nozzle,  e,  which  is  screwed  to  the  stop-cock.  The  issuing  liquid 
immediately  begins  to  evaporate  with  great  rapidity ;  by  this  means 
so  large  a  quantity  of  latent  beat  is  carried  off  in  the  escaping  gas, 
that  a  portion  of  the  liquid  is  converted  into  the  solid  form.  If 
the  jet  of  liquid  be  made  to  play  into  a  cylindrical  box,  n,  furnished 
with  lateral  apertures  for  the  free  passage  of  the  gas,  the  solidified 
acid  may  be  collected  in  the  form  of  a  fiocculent  deposit,  of  snowy 
whiteness,  which  gradually  evaporates  in  the  air,  without  under* 
going  prerious  lique&ction.     This  may  be  seen  by  placing  a  few 
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flakes  of  the  acid  in  a  retort,  the  mouth  of  which  is  immersed  in 
water :  the  gas,  as  it  rises  in  bubbles,  can  thus  be  collected. 

K  means  be  taken  to  cut  off  the  supply  of  heat  from  external 
objects  by  placing  the  solidified  acid  in  a  glass  vessel,  covered 
externally  with  flannel,  enclosing  this  in  a  second  glass,  and  coyering 
the  whole  with  a  card,  and  thus  making,  in  fact,  an  extemporaneous 
ice-pail,  the  solidified  acid  may  be  kept  in  open  air  for  some 
hours.  As  will  readily  be  supposed,  the  temperature  of  this 
solid  is  extremely  low.  According  to  the  experiments  of  Faraday, 
it  is  as  much  as  io6°  below  o9  P.  It  may,  notwithstanding,  be 
handled  with  impunity,  and  may  be  put  into  water,  without  caus- 
ing the  water  to  freeze.  These  paradoxical  effects  are,  however, 
easily  explained.  The  cold  acid  never  really  touches  either  the 
water  or  the  hand,  because,  owing  to  the  rapidity  with  which  it 
evaporates,  it  is  constantly  surrounded  by  a  badly  conducting  at* 
mosphere  of  its  own  vapour :  but  if  it  be  really  brought  into  con- 
tact with  any  solid  or  liquid,  which  may  be  done  by  moistening 
the  solid  acid  with  ether,  which  has  a  strong  adhesion  to  carbonic 
acid,  its  low  temperature  is  at  once  manifested,  and  this  low  tem- 
perature is  maintained  by  its  continual  evaporation,  which  con- 
stantly carries  off  a  large  quantity  of  heat  in  the  latent  state. 
By  placing  some  mercury  in  a  basin,  pouring  on  it  a  small  quan- 
tity of  ether,  and  adding  a  little  solidified  carbonic  acid,  the  mercury 
will,  in  a  few  seconds,  be  converted  into  a  malleable  solid,  although 
before  the  metal  will  freeze,  it  is  necessary  that  the  temperature 
be  reduced  as  low  as  —39°.  If  the  frozen  mercury  be  trans- 
ferred to  a  vessel  containing  a  small  quantity  of  water,  the  metal 
will  be  quickly  thawed,  but  spiculse  of  ice  will  be  formed, 
showing  that  the  process  of  liquefaction  in  the  case  of  mercury,  as 
in  all  other  instances,  is  attended  with  a  disappearance  of  heat. 

By  accelerating  the  evaporation  of  the  bath  of  carbonic  acid 
and  ether,  Faraday  was  enabled  to  command  a  still  greater  reduc- 
tion  of  temperature,  and  in  the  vacuum  of  the  air-pump  he  obtained 
by  this  means  a  degree  of  cold  which  he  estimated  at  —166°.  In 
such  a  cold  bath,  many  of  the  liquefied  gases  were  frozen,  and 
were  obtained  in  the  shape  of  solids,  clear  and  transparent  as  ice. 
Among  the  numberwhich  assumed  this  form  was  carbonic  acid  itself, 
(Phil,  TVans.,  1845,  P*  ^55-)  Even  without  the  aid  of  pressure, 
but  simply  by  employing  a  bath  of  carbonic  acid  and  ether  in  the 
air,  the  following  gases — ^viz.,  chlorine,  cyanogen,  ammonia^  sul- 
phuretted hydrogen,  arseniuretted  hydrogen,  hydriodic  acid,  hydro- 
bromic  acid,  and  carbonic  acid,  were  obtained  in  the  liquid  form, 
and  were  sealed  up  in  tubes.     The  tubes  used  were  of  green  bottle 
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glass^  bent^  as  represented  in  fig.  129;  to  these  tubes  brass  caps 

Fio.  139. 


and  stop-cocks  were,  wben  necessary,  securely  attached, 

by  means  of  a  resinous  cement.     The  cold  bath  was  applied 

at  the  curvature.     When  pressure  was  requisite,  it  was 

obtained  by  the  employment  of  two  condeusiug  syringes  ; 

the  first  had  a  piston  of  an  inch  in  diameter,  the  second 

one  of  only  half  an  inch ;  these  syringes  were  connected 

by    a   pipe,   so    that    the  first   syringe   forced   the   gas 

through  the  valves  of  the  second ;  and  the  second  syringe 

was  then  used  to  compress  still  more  highly  the  gas  which  had 

already  been  condensed  by  the  action  of  the  first,  with  a  power 

varying  firom  ten  to  twenty  atmospheres.* 

Natterer  obtained  a  still  more  intense  degree  of  cold  than 
that  produced  by  carbonic  acid  and  ether  in  vacuo,  by  mixing 
liquid  protoxide  of  nitrogen  with  bisulphide  of  carbon,  and  placing 
the  bath  in  vcumo  ;  the  lowest  temperature  which  he  has  recorded 
is  —220^  F.  Fluoride  of  silicon,  at  this  point,  became  a  trans- 
parent solid,  but  liquid  chlorine  and  bisulphide  of  carbon  pre- 
served their  fluidity.     {Liebig*8  Ann.  liv.  254.) 

In  order  to  estimate  the  degree  of  pressure  which  the  con- 
densed gas  exerted  upon  the  interior  of  the  vessel  in  which  it  was 
contained,  and  to  determine  the  force  requisite  to  overcome  the 
repulsive  energy  of  \i%  own  particles,  Faraday  made  use  of  small 
air-gauges,     which 

he  enclosed  in  the  Fio.  130. 

tubes  employed  for 
the  condensation 
(fig.  130).  These 
gauges  consisted  of 
a  somewhat  conical 
capillary  tube  of 
glass,    which   was    divided   into     parts    of    equal   capacity,    by 


*  The  temperatures  recorded  in  these  experiments  are  in  all  probability 
somewhat  too  nigh.  They  were  estimated  by  means  of  a  spirit  thermometer, 
subdivided  into  degrees  below  33^  F., '  equal  in  capacity  to  those  between  33^ 
and  313** ;'  but  the  contraction  of  alcohol  is  more  rapid  at  low  than  at  hi^h 
temperatures :  at  the  lowest  temperatures  attained  the  alcohol  became  some- 
what visoid* 
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introducing  into  the  tube  a  globule  of  mercury  shown  at  a, 
and  causing  it  to  occupy  each  part  of  the  tube  in  succession: 
the  length  of  the  little  cylinder  into  which  the  mercury  was 
reduced  in  each  portion  of  the  tube  was  marked  upon  the  glass 
with  black  varnish.  The  mercury  was  then  transferred  towards 
the  widest  extremity,  and  the  tube  was  sealed  at  its  narrow  end. 
A  known  volume  of  air  was  thus  included,  and,  by  the  compres- 
sion which  this  air  experienced  in  the  course  of  the  experiment, 
(the  bulk  being  inversely  as  the  pressure)  the  elastic  force  of  the 
gas  under  examination  was  easily  calculated.-  It  is  remarkable 
that  many  of  these  condensed  liquids  expand  upon  the  application 
of  heat  more  rapidly  than  the  gases  themselves.  It  has  been  also 
found  that  Marriotte's  law  (26),  according  to  which  the  elasticity 
of  a  gas  increases  directly  as  the  pressure,  although  correct  for 
pressures  at  some  distance  above  the  point  of  condensation,  does 
not  hold  good  as  this  term  is  approached ;  probably,  as  suggested 
by  Berzelius,  because  the  distance  to  which  the  particles  are 
separated  is  not  sufficient  entirely  to  overcome  the  cohesive  force, 
which  increases  in  power  the  more  nearly  the  point  of  condensa- 
tion is  reached  (see  note,  page  38,  and  186). 

Although  indications  of  this  departure  from  Marriotte's  law 
have  been  observed  at  common  temperatures,  with  some  of  the 
more  condensible  gases,  such  as  sulphurous  acid,  sulphuretted 
hydrogen,  cyanogen,  and  ammonia,  it  was  most  distinctly  exhibited 
in  the  experiments  of  Cagniard  de  Latoiur  {Ann.  de  Chimie,  II. 
xxi.  and  xxii).  De  Latour  partially  filled  some  strong  glass 
tubes  with  water,  with  alcohol,  with  ether,  and  with  some  other 
liquids,  furnished  them  with  gauges,  and  hermetically  sealed 
them.  He  then  cautiously  raised  the  temperature.  The  alcohol 
(sp.  gr.  0844),  which  occupied  ^  the  capacity  of  the  tube,  gradually 
expanded  to  double  its  volume,  and  then  suddenly  disappeared  in 
vapour,  at  a  temperature  of  497^7  F.;  it  then  exerted  a  pressure  of 
about  119  atmospheres.  Ether  became  gaseous  at  392^,  in  a 
space  equal  to  double  its  original  bulk,  exerting  a  pressure  of  37*5 
atmospheres ;  whereas,  if  Marriotte's  law  held  good  in  these  cases, 
calculating  from  the  volume  of  vapour  which  a  certain  bulk  of  each 
liquid  yields  under  the  atmospheric  pressure,  ether  should  have 
exerted  a  force  equal  to  about  157  atmospheres,  and  alcohol  of  at 
least  318.  Water  was  found  to  become  gaseous  in  a  space  equal 
to  about  four  times  its  original  bulk,  at  a  temperature  of  about 
773°  (that  of  melting  2dnc).  So  great  was  the  solvent  power  of 
water  on  glass,  at  this  high  temperature,  that  the  addition  of  a 
little  carbonate  of  soda  was  necessary  to  diminish  the  action  on  the 
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glass^  which  frequently  gave  way  until  this  expedient  was  adopted. 
As  the  vapours  cooled,  a  point  was  observed  at  which  a  sort  of  cloud 
filled  the  tube,  and,  in  few  moments  after,  the  liquid  suddenly 
reappeared. 

It  will  be  seen  from  the  subjoined  table,  that  even  after  the 
liquid  has  wholly  disappeared,  the  increase  in  the  elastic  force  of 
the  vapour,  as  the  temperature  rises,  is  as  rapid  as  before  it  had  all 
volatilized,  and  indeed  it  continues  to  increase  in  a  proportion  far 
greater  than  that  which  would  be  produced  in  air  by  an  equal  ele- 
vation of  temperature.  Atmospheric  air,  under  a  pressure  of  37*5 
atmospheres  at  370°  F.,  would,  at  482^,  exert  a  force  of  42*4,  and  at 
617°  of  48*6  atmospheres,  whereas  the  corresponding  pressures  with 
ether  were  86*3  and  130*9  atmospheres.  In  the  case  of  the  two 
experimenis  with  ether,  the  increase  in  elasticity  is  greatest  at 
first  in  the  tube  which  contains  the  smallest  proportion  of  liquid ; 
probably  because  the  influence  of  cohesive  attraction  is  more 
completely  overcome  in  the  tube  which  admits  of  the  greatest 
distance  between  the  particles  of  the  vapour  : — 

Cagniard  de  Latour^s  Experiments, 


! 

1 

Btbor. 

Bisulphide  of 
oarbon. 

t 

Volome,  M  liquid 

Volume,  as  liquid 

Volume,  as  liquid 

1  Temperstnre. 

7  parts, 
u  rapour  to  parts. 

3i  parts, 
as  vapour  ao  parts.  ■ 

8  parts, 
as  vigour  ao  parts. 

Prewnrein 

Pressure  in 

Pressure  in 

i 

atmospheres. 

atmospheres. 

atmospheres. 

j        313 

5*6 

- 

4*2 

2345 

7*^ 

5*5 

257 

io'6 

14*0 

7-9 

379-5 

I3'9 

17-5 

lO'O 

303 

i8-o 

33*5 

130 

10*5 

334-5 

33*3 

38*5 

347 

28-3 

350 

30*3 

369-5 

37*5* 

430* 

34*3 

392 

48-5 

505 

38*8 

414-5 
•437 

459-5 

•     4S2 

§27 

68-8 
78-0 
86-3 

580 

33*6 
40*3 

475 

705 

§r^« 

5045 

923 

75 

o6*5* 

527 

104*1 

2? 

77-8 

549*5 

113*7 

89*3 

572 

119*4 

85 

989; 

594*5 

"37 

89 

114-3 
139*0 

135-5         1 

638*3 

130-9 

94 

•  At  this  point  the  liquid  had  entirely  disappeared  as  vapour. 
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Space  must  always  be  allowed  for  the  full  expansion  of  tlie 
liquid,  otherwise  the  strongest  vessels  will  give  way. 

From  the  foregoing  experiments  it  is  obvious  that  there  exists 
for  every  liquid  a  temperature  at  which  no  amount  of  pressure  is 
sufficient  to  retain  it  in  the  liquid  form.  It  is  not  surprising, 
therefore,  that  mere  pressure,  however  intense,  should  &il  to 
liquefy  many  of  the  bodies  which  usually  exist  in  the  form  of 
gases. 

The  following  table  embodies  the  results  obtained  by  Faraday 
on  the  condensation  and  solidification  of  the  gases.  The  solids 
were  usually  heavier  than  the  liquid  portions  from  which  they 
separated : — 

Condensation  and  Solidification  of  Gases. 


Names  of  the  G«aee. 


SulphurouB  Acid  . 

Cyanogen    .    .    . 

Hydriodic  Acid    . 

Ammonia    .    .    . 

Sulphuretted  Hydrogen 

Protoxide  of  Nitrogen 

Carbonic  Acid 

Euohlorine  .    •    . 

Hydrobromic  Acid 

Fluoride  of  Silicon 
"Chlorine      .    .    . 

Arseniuretted  Hydrogen 

Fhosphuretted  Hydrogen 

Olefiant  Gas    .... 

Fluoride  of  Boron     ,    . 
^Hydrochloric  Acid    .     . 


Meltine  Pt. 
o 


105 
O 


z^ 


103 

132 
70 

75 

124 

220 


Pressure  in  Atmoepberes. 


at  38»  F. 


3*37 

3*97 

4*4 
ICO 

320 

385 


895 


36' 20 


at  60*  F. 


2*54 

5-86 
6-90 


13*19 


5' 1 6  at  100® 
4'ooat   63° 

lo'oo  at  83° 
14-60  at  52° 
3340  at   35® 


26*90  at     o 
11*54  at — 62° 
40'oo  at    50^ 


The  diagram  which  follows  (fig.  131)  shows  the  curves  indi- 
cating the  increase  of  pressure  with  the  temperature,  from  Fara- 
day's tables.  In  this  diagram,  the  vertical  lines  represent  the  de- 
grees of  temperature  on  Fahrenheit's  scale ;  the  horizontal  lines 
show  the  pressure  in  atmospheres  exerted  by  the  condensed  gas. 
The  numbers  attached  to  each  curve  correspond  to  the  gases  in 
the  undermentioned  order : — 

1.  Fluoride  of  Boron.  6.  Hydriodic  Acid. 

2.  Carbonic  Acid.  j.  Ammonia. 

3.  Hydrochloric  Acid.  8.  Cyanogen. 

4.  Sulphuretted  Hydrogen.  I  9.  Sulphurous  Acid. 

5.  Arseniuretted  Hydrogen.  10.  Protoxide  of  Nitrogen. 

II.  Olefiant  Gas. 
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Faraday  remarks,  that  as  &r  as  his  ohservations  go,  '  it  would 
appear  that  the  more  volatile  a  body  is,  the  more  rapidly  does  the 
force  of  its  vapour  increase  hy  further  addition  of  heat,  commen- 
cing at  a  given  point  of  pressure ;  for  all  these,  for  an  increase  of 
pressure  from  two  to  six  atmospheres,  the  following  number  of 
d^rees  require  to  be  added  for  the  different  bodies  named : — 
Water,  69°  P. ;  sulphurous  acid,  63°  ;  cyanogen,  64°"5  ;  ammonia, 
60" ;  arseniuretted  hydn^en,  54* ;  sulphuretted  hydrogen,  56°*5 ; 
muriatic  acid,  43" ;  carbonic  acid,  3a°"5  ;  nitrous  oxide,  30°.' 

The  pressures  indicated  by  the  curves  in  fig.  131,  after  all,  are 
probably  only  approximations.  The  experiments  of  Cagniard  de 
Latoor  show  that  under  these  enormous  pressures,  the  bulk  which 
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the  liquid  bears  to  the  space  in  \vhich  it  is  confined  has  a  material 
influenc'b  upon  the  pressure  which  its  vapour  exerts  when  the  re- 
sults of  different  experiments  with  the  same  liquid  are  compared 
at  the  same  temperatures,  and  before  the  liquid  has  wholly 
assumed  the  state  of  vapour  ;  this  will  be  seen  by  comparing  the 
two  columns  showing  the  elasticity  of  ether  at  temperatures  below 
369°  in  two  different  experiments  (page  281).  It  is  not  unlikely 
that  the  extraordinary  discrepancies  in  the  estimates  of  the  elas- 
ticity of  liquefied  carbonic  acid  given  by  Faraday,  Thilorier,  and 
Addams,  are  due  to  this  cause.  Similar  differences,  to  a  less  ex- 
tent, have  been  observed  in  the  case  of  sulphiurous  acid  and 
cyanogen,  and  some  other  gases. 

Faraday  states,  as  the  results  of  his  experiments,  that  am- 
monia and  sulphuretted  hydrogen,  when  solidified,  each  furnished 
a  white  translucent  mass,  like  fused  nitrate  of  ammonia :  euchio* 
rine  gave  a  transparent  orange-coloured  crystalline  solid.  The 
other  liquefied  gases  which  were  susceptible  of  solidification  fur- 
nished colourless  transparent  crystalline  masses  like  ice.  Phos- 
phuretted  hydrogen,  nitrous  oxide,  and  olefiant  gas,  appeared  each 
to  consist  of  a  mixture  of  two  gases,  one  considerably  more  con- 
densible  than  the  other. 

Oxygen  remained  gaseous  under  a  pressure  of  27  atmospheres, 
at  a  temperature  of—  166°  ;  and  a  pressure  of  58*5  atmospheres  at 
—  140°  was  equally  ineffectual  in  producing  its  liquefaction. 
Nitrogen  and  binoxide  of  nitrogen  resisted  a  pressure  of  50  atmo- 
spheres ;  with  carbonic  oxide,  a  pressure  equivalent  to  that  of  40 
atmospheres,  with  coal  gas,  one  of  32, — and  with  hydrogen,  one  of 
27  atmospheres,  was  applied  without  effecting  the  liquefaction  :  in 
all  these  experiments,  the  temperature  was  maintained  at  — 166^ 
Owing  to  the  superior  difiusiveness  of  the  lighter  gases,  such  as 
hydrogen,  the  apparatus  began  to  leak  at  comparatively  low  pres- 
sures ;  and  thus  a  limit  was  placed  to  the  amount  of  pressure  that 
could  be  applied  to  them. 

(183)  Spheroidal  state  produced  by  Heat, — Much  attention  has 
of  late  years  been  excited  by  a  phenomenon  first  described  by 
Leidenfrost,  and  which  has  been  made  the  subject  of  careful  in- 
vestigation by  Boutigny.  The  following  experiments  will  illus- 
trate its  character.  K  a  good  conductor,  such  as  a  sheet  of 
metal,  be  heated  to  between  300°  and  400°,  and  water  be  allowed 
to  fall  upon  its  surface,  the  liquid  does  not  enter  into  ebullition ; 
but  instead  of  wetting  the  surface  as  usual,  it  rolls  about  in  sphe- 
roidal masses  in  the  manner  shown  at  fig.  132 ;  the  temperature 
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of  such  a  spheroid  never  rises  to  the  boiling  ^^^'  '32- 

point  of  the  liquid.     If  the  source  of  heat 

be  removed^  the  temperature  will  fall^  until 

a  point  is  at  length  reached  when  the  liquid 

suddenly  begins  to  boil  vehemently^  and  is 

dispersed  in    all  directions    with    a    loud 

hissing  noise. 

This  phenomenon  is  a  complicated  result  of  at  least  four  dis- 
tinct causes.  Of  these  the  most  influential  is  the  repulsive  force 
which  heat  exerts  between  objects  which  are  closely  approximated 
to  each  other.  A  low  manifestation  of  this  action  has  been 
already  noticed  when  speaking  of  the  effect  of  a  rise  of  tempe- 
rature in  producing  a  decrease  of  capillary  attraction  (50).  When 
the  temperature  reaches  a  certain  pointy  actual  repulsion  between 
the  particles  ensues :  this  fact  is  curiously  exemplified  when  pure 
silica,  in  an  extreme  state  of  division,  is  highly  heated;  the 
slightest  motion  then  causes  the  particles  of  the  powder  to  slide 
over  each  other,  and  the  surface  of  the  powder  is  thrown  into 
undulations  almost  like  those  of  a  liquid.  Besides  this  repulsive 
action  occasioned  by  heat,  the  other  causes  which  may  be  men- 
tioned as  tending  to  produce  the  assumption  of  the  spheroidal 
condition  by  the  liquid,  are  these: — i.  The  temperature  of  the 
plate  is  so  high  that  it  immediately  converts  any  liquid  that 
touches  it  into  vapour,  upon  which  the  spheroid  rests  as  on  a 
cushion.  2.  This  vapour  is  a  bad  conductor  of  heat,  and  prevents 
the  rapid  conduction  of  heat  from  the  metal  to  the  globule.  3. 
The  evaporation  from  the  entire  surface  of  the  liquid  carries  off 
the  heat  as  it  arrives,  and  assists  in  keeping  the  temperature  below 
the  point  of  ebullition.  The  spheroidal  form  assumed  by  the 
drop,  is  a  necessary  consequence  of  the  action  of  cohesion  among 
the  particles  of  the  liquid,  and  the  simultaneous  action  of  gravity 
on  the  mass. 

Boutigny  finds  that  even  if  the  liquid  be  boiling,  its  tempera- 
ture sinks  from  5^  to  7^  below  the  boiling  point,  as  it  assumes  the 
spheroidal  form  at  the  moment  that  it  falls  on  the  heated  surface. 

All  liquids  are  capable  of  assuming  this  condition ;  but  the 
temperature  to  which  it  is  necessary  to  heat  the  conducting  sur- 
iace  varies  with  each  liquid;  the  lower  the  boiling  point  of  the 
liquid,  the  lower  also  is  the  required  temperature.  The  exact 
heat  is  dependent  partly  upon  the  conducting  power  of  the  plate, 
and  partly  upon  the  latent  heat  of  the  vapour ;  the  temperature  of 
the  plate  approaches  the  boiling  point  of  the  liquid  more  closely  as 
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the  latent  heat  is  less.  In  the  case  of  the  undermentioned  liquids 
the  lowest  temperature  required  in  the  plate  was  found  to  be  for 
water,  340° ;  for  alcohol,  273° ;  for  ether,  142°. 

Boutigny  considered  the  temperature  of  each  liquid,  when  la 
the  spheroidal  state,  to  be  as  definite  as  that  of  its  boiling  point; 
and  he  gives  205°* 7  as  the  temperature  of  the  spheroid  of  water; 
i67°*9  for  that  of  alcohol;  93°'6  for  that  of  ether;  and  I3°'i  for 
that  of  sulphurous  acid,  Boutan  has,  however,  shown  that  these 
temperatures  are  liable  to  slight  variations. 

Even  in  vacuo  the  spheroidal  state  is  observed  to  occur  when 
the  liquid  is  allowed  to  fall  upon  a  plate  sufficiently  heated. 
Solids  in  liquefying  in  hot  capsules,  pass  into  this  same  state,  as  is 
well  exemplified  by  throwing  a  few  crystals  of  iodine  upon  the 
heated  surface.  Provided  that  the  hot  surface  be  a  sufficiently 
good  conductor  of  heat,  the  nature  of  the  material  is  unimportant. 
Silver,  platinum,  copper,  and  iron  may  all  be  successfully  used. 
Mr.  Tomlinson  has  shown  that  even  one  liquid  may  be  thrown 
into  the  spheroidal  form  on  the  surface  of  another,  as  water, 
alcohol,  or  ether,  on  the  surface  of  hot  oil ;  but  this  experiment 
requires  care,  otherwise  the  water  sinks  in  the  oil,  evaporation  firom 
the  surface  of  the  drop  is  prevented,  steam  is  generated  with  explo* 
sive  violence,  and  the  hot  oil  is  scattered  about  in  all  directions. 

If  the  hot  metal  be  sufficiently  massive,  a  large  body  of  water 
may  be  converted  into  this  spheroidal  state.  Boutigny  has  sug« 
gested  that  in  certain  cases  the  explosion  of  steam-boilers  may 
have  been  due  to  this  cause.  It  is  indeed  quite  possible,  although 
such  an  occurrence  must  be  rare,  that  the  water  may  be  all  ex- 
pended in  a  boiler  beneath  which  a  brisk  fire  is  maintained,  so 
that  the  mass  of  metal  may  become  intensely  heated.  On  the 
admission  of  cold  water  under  such  circumstances,  it  would  at 
first  assume  the  spheroidal  state,  and  as  the  boiler  gradually  cooled 
down,  by  the  introduction  of  more  water,  a  sudden  and  uncon- 
trollable burst  of  vapour  would  ensue.  The  safety-valve  in  such  a 
case  would  be  inadequate  to  allow  the  needful  escape  for  the  im- 
mense volume  of  steam  which  would  be  instantaneously  gene< 
rated,  and  an  explosion  would  probably  occur. 

By  tracing  the  effects  above  detailed  to  their  extreme  conse- 
quences,  some  singular  and  paradoxical  effects  have  been  produced. 
For  example,  liquid  sulphurous  acid  becomes  spheroidal  in  a  red- 
hot  capsule  at  a  temperatiure  of  about  14^,  that  is  18^  below  the 
fireezing  point  of  water.  If  a  little  water  be  dropped  into  this 
spheroid,  the  temperature  of  the  water  is  instantly  reduced  below 
its  freezing  pointy  and  a  mass  of  ice  is  formed  within  the  glowing 
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crucible.  If  a  bath  of  solid  carbonic  acid  and  ether  be  substi- 
tuted for  the  sulphurous  acid  in  the  red-hot  capsule^  mercury 
placed  within  it  in  the  bowl  of  a  small  spoon  may  be  frozen  with 
equal  certainty.  But  perhaps  the  most  marvellous  result  is  the 
impunity  with  which  the  moistened  hand  may  be  plunged  for  an 
instant  into  molten  lead,  or  even  into  cast  iron  as  it  issues  from 
the  furnace.  In  these  cases  the  adhering  moisture  is  converted 
into  vapour,  which  forms  an  envelope  to  the  skin,  sufficiently 
non-conducting  to  prevent  the  passage  of  any  injurious  quantity  of 
heat  during  the  brief  immersion.  An  ingenious  application  of 
this  principle  has  long  been  employed  in  the  glass-house.  In  first 
rudely  shaping  the  large  masses  of  glass  which  are  to  be  blown 
into  shades,  and  into  cylinders  which  are  afterwards  flattened  into 
the  heavy  sheets  technically  termed  British  plate,  open  hemisphe- 
rical wooden  moulds  are  used  to  give  the  globular  form ;  in  order 
to  prevent  the  wood  from  being  burned,  the  workman  pours  a 
little  water  into  the  mould ;  it  protects  the  wood,  but  assumes  the 
spheroidal  form,  and  neither  touches  nor  injuriously  cools  the 
molten  glass. 


CHAPTER  VI. 


MAGNETISM    AND    ELECTRICITY. 


I.  Magnetism, — II.  Static  Electricity. — ^III.  Dynamic  or  Voltaic 
Electricity. — IV.  Electro-Magnetimn. — V.  Magneto-Electri" 
city. — ^VI.  ThermO'Electridty. — ^VII.  Animal  Electricity. — 
VIII.  Diamagnetism. 

(184)  The  forces  of  magnetism  and  electricity  are  newfound 
to  be  so  intimately  related,  that  it  is  hardly  possible  to  study  the 
operations  of  either  separately. 

The  power  of  the  loadstone  to  attract  small  pieces  of  iron  was 
recognised  as  a  remarkable  natural  phenomenon  for  centuries 
before  the  Christian  era ;  and  the  '  pointing'  of  the  magnetic 
needle  north  and  south,  was  early  applied  to  the  purposes  of 
navigation  by  the  Chinese ;  but  it  was  not  employed  for  that  pur- 
pose by  European  nations  till  the  latter  end  of  the  fifteenth  cen- 
tury. The  property  of  temporarily  attracting  light  objects  which 
amber  acquires  when  rubbed,  was  also  fiimiliar  to  the  Grecian 
philosophers;  but  it  was  not  till  about  250  years  ago  that  Gilbert 
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]aid  the  foundation  of  electrical  science,  and  that  Otto  de  Guericke 
and  Hauksbee  contrived  the  first  electrical  machines.  Nautical 
men,  likewise,  had  often  observed  that  after  a  ship  had  experienced 
a  stroke  of  lightning,  the  compass  was  deranged  or  its  poles  were 
reversed  ;  but  it  was  not  until  the  year  1819  that  the  true  ood- 
uexion  between  electricity  and  magnetism  was  pointed  out  by 
Oersted,  when  he  published  his  memorable  discovery^  that  a  mag- 
netic needle  if  suspended  freely  at  its  centre^  would  place  itself  at 
right  angles  to  a  wire  which  was  transmitting  an  electric  current 
After  the  publication  of  Oersted's  discovery,  the  means  of  obtain- 
ing powerful  temporary  magnets  by  transmitting  electrical  cur- 
rents through  wires  coiled  around  masses  of  soft  iron,  or  in  other 
words,  the  methods  of  preparing  electro-magnets,  were  speedily 
devised ;  and  thus  the  dependence  of  magnetism  on  electricity  in 
motion  was  shown  :  whilst  in  1831  the  completion  of  this  chain 
of  discovery  was  effected  by  Faraday,  who  announced  that  a  cur- 
rent of  electricity  might  be  obtained  in  a  closed  conducting  wire 
from  the  magnet,  by  moving  it  across  the  line  of  the  conductor. 

In  its  chemical  bearings,  particular  importance  attaches  to  the 
invention  of  the  voltaic  pile  or  battery,  by  Volta,  which,  in  the 
hands  of  Davy,  led  to  the  discovery  of  the  metallic  bases  of  the 
alkalies  and  of  the  earths,  and  effected  a  complete  change  in  the 
aspect  of  chemical  science.  In  later  years,  the  applications  of  the 
voltaic  battery  to  the  chemical  arts  of  gilding,  silvering,  zincing, 
&c.,  have  rendered  it  an  instrument  of  great  importance  in  tie 
industrial  arts. 

§  I.  Magnetism. 

(185)  It  will  not  be  necessary  to  enter  fully  into  the  subject 
of  magnetism,  but  a  few  remarks  upon  the  more  important  pecu- 
liarities of  this  force  will  materially  aid  in  fixing  upon  the  mind 
clear  ideas  of  polarity  and  polar  action. 

Electricity  is,  like  magnetism,  a  polar  force,  and  the  pheno- 
mena of  chemical  affinity  also  fall  into  the  class  of  polar  actions. 

The  most  obvious  character  of  magnetism  is  seen  in  the  power 
of  attracting  masses  of  iron,  which  is  displayed  to  a  greater  or  less 
extent  by  magnetized  bodies.  This  power  of  attracting  iron  was 
first  observed  in  an  iron  ore  ol^tained  from  Magnesia  in  Asia 
Minor ;  hence  the  property  was  termed  magnetism,  and  the  mine- 
ral itself  was  named  the  lead-stone  or  loadstone.  A  steel  bar  if 
rubbed  in  one  direction  with  the  loadstone  acquires  similar  pro- 
perties ;  when  poised  horizontally,  as  may  be  done  by  supporting 
it  upon  a  point,  such  a  bar  will  take  up  a  fixed  position  with  re- 
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gard  to  the  poles  of  the  earth ;  in  this  country  it  will  point  nearly 
north  and  sonth.  The  end  of  a  magnetic  bar  which  points 
towards  the  north  is  distinguished  by  a  mark,  and  is  hence  often 
termed  the  mttrked  end  of  the  magnet.  This  peculiarity  in  the 
magnet  of  taking  a  fixed  direction,  renders  it  invaluable  to  the 
narigator.  A  magnetized  needle  attached  to  a  card  marked  with 
the  cardinal  points^  and  properly  suspended,  constitutes  the  ma- 
rwer't  eompatt. 

If  a  sheet  of  paper  be  laid  over  a  magnetized  steel  bar,  and 
iron  filings  be  evenly  sifted  upon  the  paper,  it  will  be  found,  on 
gently  tapping  the  paper,  that  the  particles  of  iron  accumulate  in 
two  groups,  one  around  each  extremity  of  the  bar  as  a  centre,  and 
that  fi^m  these  points  the  filings 
arrange  themselves  in  curved   lines,  Fia.  133. 

somewhat  resembling  those  shown  in 

fig.  133,  extending  from  one  end  of  --»r      ,■■.      ,■., 

the  bar  to  the  other.     This  experi- 
ment shows  that  the  attractive  forces  '' 
are  concentrated  at  the  two  extremi-   Vt-jhvi.'^hw' 
ties  of  such  a  bar.     A  soft  iron  wire       ^,\W^ 
freely  suspended  at  its  centre  in  a 

horizontal  direction,  will  be  attracted  indifferently  at  both  ends 
by  either  end  of  the  magnetic  bar ;  but  if  a  second  magnetic  bar 
be  poised  in  the  same  way  as  the  iron  wire,  it  will  be  found  that 
one  end  of  this  bar  will  be  attracted  when  the  magnet  is  brought 
near  it  in  one  direction,  whilst  the  same  end  will  be  repelled  if 
the  opposite  end  of  the  magnet  be  presented  to  it.  I^irther  exa- 
mination shows,  that  this  repulsion  takes  place  when  the  ends 
presented  to  each  other  are  those  which  would  naturally  point  in 
the  same  direction ;  two  north  ends  repel  each  other,  and  similar 
repulsion  ensues  when  two  south  ends  are  presented  to  each 
other ;  whereas,  if  the  extremitie*  presented  naturally  point  in 
opposite  directions,  attraction  ensues  between  them ;  the  north 
end  of  one  bar  attracts  the  south  end  of  the  other.  Thus  it  ap- 
pears that  there  are  two  kinds  of  magnetism  endowed  with 
qualities  analogous,  but  opposite  to  each  other.  The  two  mag- 
netic forces  are  always  developed  simultaneously,  are  always  equal 
in  amount,  but  are  opposite  in  their  tendencies ;  and  thus  are 
capable  of  exactly  neutralizing  each  other.  They  accumulate  at 
opposite  ends  of  the  bar.  These  ends  are  termed  the  poles  of  the 
magnet.  Forces  which  exhibit  this  combination  of  equal  powers 
which  act  in  opposite  directions,  are  termed  polar  forces. 

(186)  Mc^fnetic  Induction. — Magnetism  acts  through  consider* 
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able  intervals  of  non-magnetic  matter  upon  bodies  Buch  as  iron, 
which  are  susceptible  of  magnetism^  and  it  produces  a  temporary 
development  of  magnetism  in  such  magnetizable  substances.  A 
piece  of  soft  iron  brought  near  to  a  magnet  immediately  assomes 
the  magnetic  state.     This  influence  of  the  magnet  operating  at  t 

distance  is  termed  magnetic  induction,  and  it  is  in 

Fig.  134.      consequence  of  this  action  that  the  iron  is  attracted. 

If  the  north  end^  n,  of  a  magnet,  l   (fig.  134),  be 

presented  to  a  piece  of  soft  iron,  the  latter  becomes 

a  magnet  with  its  poles  similarly  arranged ;  that  u 

to  say,  the  soft  iron  acquires  in  the  extremity,  s, 

presented  to  the  permanent  magnet,  magnetism  of 

the  opposite  kind  to  that  of  the  end,   n,  of  the 

magnet,  l,  which  it  approaches.     The  soft  iron  will 

now  attract  other  pieces  of  iron,  s  n,  s  n,  and  ih^ 

in  turn  will  act  upon   others  by  a  continuation  d 

the  inductive  force.     On  gradually  removing  the 

permanent  magnet,  the  effects  diminish  as  the  diflp 

tance  increases,  and  at  length  disappear  altogether. 

This  diminution  in  the  effect  takes  place  much  more  rapidly  than 

in  the  ratio  of  the  squares  of  the  distance  from  the  magnetic  pole, 

but  the  exact  law  has  not  as  yet  been  ascertained.     The  polar 

character  of  magnetic  induction  may  be  seen  by  suspending  two 

pieces  of  soft  iron  wire  over  one  of  the  poles  of  a  mag- 

FiG.  135.  net,  s  (fig.  135)  ;  the  lower  ends  of  the  wires,  n,  «,  repel 

each  other,  but  are  both  drawn  towards  the  magnet,  and 

the  upper  extremities,  s,  s,  also  repel  each  other.     It  is 

this  mutual  repulsion  of  the  corresponding  ends  of  the 

pieces  of  iron  which  causes  the  iron  filings  (fig.  133)  to 

distribute  themselves  in  curves  around  the  magnet ;  for  in 

this  experiment  each  particle  of  iron  becomes  for  the  time 

')  a  magnet  with  opposite  poles.     It  is  likewise  in  conse- 

n        n  quence  of  this  polarity  that  a  number  of  pieces  of  fine 

Is  iron  wire  under  induction  form  a  continuous  chain.  A 
bar  of  soft  iron  placed  on  a  magnet  of  equal  dimensions 
neutralizes  its  action  for  the  time ;  by  connecting  the  two 
extremities  of  the  magnet,  it  diverts  the  induction  from  surround- 
ing bodies,  and  concentrates  it  upon  itself.  On  the  other  hand, 
the  induction  is  much  strengthened  if  the  magnetic  circle  be 
completed  (as  in  fig.  136)  by  uniting  the  pieces  of  iron  suspended 
from  either  pole  by  the  connecting  piece,  a  b.  This  induction  is 
maintained  across  the  greater  number  of  bodies,  such  as  atmo- 
spheric air,  glass,  wood,  and  the  metals.     It  is^  however,  modified 
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by  the  interposition  of  iron,  cobalt,  and  nickel,        Fio.  136. 
which  are  themselves  powerfully  susceptible  of 
magnetism. 

Magnetic  induction  differs  essentially  from 
electric  induction  (198)  in  this  particular — ^viz., 
that  it  is  not  possible  to  insulate  either  kind  of 
magnetism  from  the  other.     For  instance,  if  one 
end  of  the  two  united  pieces  of  iron,  s  n,  s  n 
(fig.  134),  exhibit  the  properties  of  a  north  mag- 
netic pole,  the  other  end  will  exhibit  those  of  a 
south  magnetic  pole ;  but  if  the  two  pieces  of 
iron,  whilst  still  under  the  influence  of  indue-  * 
tion,  be  separated  from  each  other,  and  then  the 
magnet  be  withdrawn,  both   pieces  of  iron  will  have  lost  their 
magnetism.     Again,  if  a  magnet  be  broken  in  the  middle,  it  will 
not  be  separated  into  one  piece  with  a  north  and  another  with  a 
south  pole;    each    fr^igmeut 
will  still  possess  two   poles,  Fio.  137. 

turned  in  the  same  direction  g 
as  those  of  the  original  bar  i 
(fig.  137)  ;  and  each  fragment 

may  again  be  subdivided  into  an  indefinite  number  of  smaller 
fragments,  each  of  which  will  still  possess  a  north  and  a  south  pole. 

These  phenomena  may  be  explained  by  supposing  that  a  mag- 
net consists  of  a  collection  of  particles,  each  of  which  is  magnetic 
and  endued  with  both  kinds  of  magnetism.  In  the  unmagnetized 
condition  of  the  bar,  these  forces  are  mutually  combined,  and  ex- 
actly neutralize  each  other :  but  when  the  mass  becomes  mag- 
netized, the  two  forces  are  separated  from  each  other,  though  without 
quitting  the  particle  with  which  they  were  originally  associated. 
The  two  halves  of  each  particle  assume  an  opposite  magnetic  con- 
dition. All  the  north  poles  are  disposed  in  one  direction,  whilst 
all  the  south  poles  are  disposed  in  the  opposite  direction.  Each 
particle  thus  acquires  a  polar  condition,  and  adds  its  inductive 
force  to  that  of  all  the  others :  as  a 
necessary  consequence  of  such  an  ar- 
rangement, the  opposite  powers  be- 
come accumulated  at  the  opposite  ex- 
tremities of  the  bar.  If  in  fig.  138 
the  small  circles  be  taken  to  repre- 
sent the  ultimate  magnetic  particles,  the  portions  in  shadow  would 
indicate  the  distribution  of  south  magnetism,  whilst  the  unshaded 
half  of  the  particles  would  show  the  distribution  of  magnetism  of 

u2 


Fig.  138. 
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the  opposite  kind.  This  hypothesis  is  supported  by  the  fact  that  a 
magnet  whilst  producing  induction  loses  none  of  its  force^  but  on 
the  contrary  suffers  temporary  increase  of  power^  owing  to  the 
reaction  of  the  induced  magnetism  of  the  soft  iron  upon  it. 

(187)  Preparation  of  Magnets. — Pure  soft  iron  loses  its  mag* 
netism  as  soon  as  it  is  withdrawn  from  the  inductive  influence ;  but 
the  presence  of  certain  foreign  bodies  in  combination  with  the  inm, 
particularly  of  oxygen,  as  in  the  natural  loadstone,  and  of  carboiii 
as  in  steel,  enables  the  body  to  retain  the  magnetic  power  perma- 
nently. Hardened  steel  is  always  the  material  employed  in  the 
preparation  of  permanent  magnets :  it  is  not  susceptible  of  so  in- 
tense a  degree  of  magnetization  as  soft  iron,  but  when  induction 
has  once  been  produced  within  it,  the  effect  is  retained  for  an  in- 
definite length  of  time.  The  development  of  this  power  in  sted 
is  much  facilitated  by  friction ;  and  the  amount  of  force  thus  de- 
veloped is  greatly  dependent  upon  the  direction  in  which  the  fric- 
tion is  performed.  A  simple  method  of  magnetizing  a  bar  con- 
sists in  placing  the  bar  on  its  side  and  bringing  down  upon  one  of 
its  extremities  either  of  the  ends  of  a  bar  magnet.  If  the  north 
end  be  brought  down  on  the  steel  bar,  it  must  be  drawn  slowly 
along  towards  that  extremity  of  the  bar  which  it  is  intended  shall 
possess  south  magnetic  force :  this  operation  must  be  repeated 
three  or  four  times  in  the  same  direction.     A  more  effectual  plan 

is  to  bring  down  upon  the  centre  of  the  bar 
Fig.  139.  the  two  ends  of  a  powerful  horse-shoe  mag- 

net, as  represented  in  fig.  139 ;  the  south  pole 
being  directed  towards  the  end  of  the  bar  that 
is  intended  to  possess  the  northern  polarity, 
and  vice  versd.  It  is  then  moved  along  the 
surface  fi*om  the  centre^  alternately  towards 
either  extremity,  taking  care  not  to  carry  the 
borse-shoe  beyond  the  extremities  of  the  bar,  and  to  withdraw  the 
horse-shoe  from  the  bar  when  at  its  centre,  c.  The  bar  is  then 
tiuned  over  and  the  process  repeated  on  the  opposite  side,  but  in 
the  same  direction^  for  an  equal  number  of  times.  When  two 
bars  are  to  be  magnetized,  they  may  be  disposed  in  a  parallel  di- 
rection^ the  extremities  being  connected  by  pieces  of  soft  iron. 
Both  the  poles  of  the  horse-shoe  are  brought  down  upon  the 
centre  of  one  of  the  steel  bars,  and  it  is  carried  round  the  paral- 
lelogram always  in  the  same  direction^  taking  care,  as  before,  to 
withdraw  it  when  over  the  centre  of  one  of  the  bars.  In  the  last 
arrangement,  the  induction  of  one  bar  acts  upon  and  exalts  the 
intensity  of  the  magnetism  excited  in  the  other.     For  this  rea- 
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&on^  the  opposite  poles  of  magnets^  when  not  in  nse^  should  be 
connected  by  soft  iron  armatures,  or  keepers,  so  that  the  continued 
induction  shall  maintain  the  force  of  each. 

In  the  act  of  magnetization,  the  horse-shoe  loses  nothing  of 
its  power ;  but  the  north  and  south  magnetism,  which  are  sup- 
posed to  exist  in  every  particle  of  steel  and  iron,  and  which  in  the 
unmagnetized  condition  are  so  combined  as  exactly  to  neutralize 
each  other,  appear  from  the  effect  of  the  induction  to  which  they 
have  been  subjected,  to  be  permanently  disturbed  in  their  equili- 
brium in  the  newly-magnetized  bars.  The  more  intense  the  power 
of  the  horse-shoe,  the  greater  is  this  disturbance,  and  the  more 
powerful  are  the  magnets  which  are  produced. 

By  uniting  together  several  bar  magnets,  taking  care  that  the 
corresponding  poles  of  each  are  in  the  same  direction,  magnetic 
batteries  of  great  power  may  be  obtained.  The  magnets  should 
be  all  as  nearly  as  possible  of  the  same  strength ;  because  if  one 
of  the  bars  be  weaker  than  the  others,  it  materially  diminishes  the 
power  of  the  whole,  and  acts  in  the  same  manner  as  a  bar  of  soft 
iron  would  do,  though  to  a  more  limited  extent.  As  a  matter  of 
convenience,  the  bar  magnet  is  often  bent  into  the  form  of  a 
horse-shoe,  so  that  the  inductive  and  attractive  power  of  both 
poles  may  be  simultaneously  exerted  on  the  same  piece  of  iron ; 
the  effect  is  in  this  manner  much  increased,  and  the  weight  sus- 
tained by  the  two  poles  united  is  much  greater  than  the  sum  of 
the  two  weights  which  would  be  supported  by  each  pole  sepa- 
rately. For  this  reason,  the  soft  iron  armatures  n,  s,  of  a  load- 
stone (fig.  134)  add  greatly  to  its  power,  and  by  facilitating  the 
application  of  the  keeper,  or  piece  of  soft  iron  which  connects  the 
two  poles  when  not  in  use,  prevent  the  loss  of  the  magnetic  power. 

(188)  It  has  been  mentioned  that  the  friction  of  a  steel  bar, 
whilst  under  induction,  facilitates  its  magnetization.  The  same 
effect  is  occasioned  by  percussion  of  the  bar,  or  by  any  other  mode 
of  producing  vibration  in  it  whilst  it  is  under  magnetic  induction. 
On  the  other  hand,  if  a  bar  has  been  fully  magnetized,  its  force  is 
reduced  by  the  application  of  a  sudden  blow ;  even  the  simple  act 
of  scratching  the  surface  with  sand-paper,  or  with  a  file,  may 
seriously  impair  the  power  of  a  good  magnet. 

The  influence  of  heat  on  magnetism  is  remarkable.  If  a 
•teel  bar  be  ignited  and  placed  under  induction,  and  whilst  still  in 
this  condition  it  be  suddenly  quenched,  it  will  be  found  to  be 
powerfully  magnetic.  Again,  if  a  steel  magnet  be  ignited,  and 
allowed  to  cool  slowly,  all  its  acquired  magnetism  will  have  dis- 
uppeared.     Elevation  of  temperature^  therefore^  evidently  favours 
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the  transfer  of  magnetic  polarity  within  its  particles.  Further,  if 
the  temperature  of  a  piece  of  iron  be  raised  to  redness  (about 
looo^  F.)^  it  will  become  indifferent  to  the  presence  of  a  magnetio 
needle,  though  on  again  cooling  it  will  be  as  active  as  before.  A 
similar  effect  is  produced  upon  cobalt  at  the  temperature  of  melt- 
ing copper.^  Nickel,  at  a  much  lower  temperature^  loaes  its  action 
upon  the  magnet^  as  at  600^  it  exerts  scarcely  any  attractive  effect 
on  the  needle.  So  great  is  the  influence  of  temperature  upon  a 
magnetic  bar^  that  at  the  boiling  point  of  water^  the  diminution  d 
its  power  is  perceptible  by  the  rudest  tests.  If  the  temperature 
do  not  exceed  212^^  the  magnet  regains  its  force  on  cooling.  On 
the  other  hand,  by  artificially  cooling  a  magnet^  its  power  for  the 
time  is  exalted. 

(189)  The  simplest  method  of  ascertaining  the  intensity  of  the 
power  of  a  magnet,  consists  in  attaching  to  its  armature  a  scale 
pan,  and  ascertaining  the  amount  of  weight  which  it  will  sup* 
port ;  but  it  is  obvious  that  this  plan  is  not  susceptible  of  any 
high  degree  of  accuracy ;  it  is,  moreover,  in  many  cases,  quite  in- 
applicable. A  still  easier,  and  more  generally  useful,  because  fsi 
more  accurate,  method,  consists  in  suspending  the  magnet  deli- 
cately by  a  few  fibres  of  silk,  and  allowing  it  to  take  a  fixed  di- 
rection under  the  influence  of  a  standard  magnet :  it  is  then  dis- 
placed from  its  position  of  equilibrium,  and  the  number  of  oscil- 
lations which  it  describes  in  a  given  time  is  counted.  The  reladve 
intensity  of  the  power  of  two  or  more  bars,  which  may  thus  be 
compared,  is  proportionate  to  the  square  of  the  number  of  vibra- 
tions performed  in  equal  intervals  of  time.  For  estimating  low 
degrees  of  power,  the  torsion  of  a  glass  thread  (as  employed  in 
CoulomVs  electrometer,  196)  may  be  used.  The  mutual  action  of 
two  magnets  is  inversely  as  the  square  of  the  distance  between  them. 

(190)  Magnetism  of  the  Earth — The  Dip. — ^The  remarkable 
fact  of  the  pointing  of  the  needle  towards  the  north  pole  of  thd 
earth  has  been  explained  upon  the  hypothesis  that  the  globe  of  the 
earth  itself  is  a  magnet,  the  poles  of  which  are  situated  nearly  in 
the  line  of  the  axis  of  rotation ;  the  magnetism  of  the  earth's 
north  pole  being  of  the  same  kind  as  that  of  the  unmarked  end  of 
the  magnet.  If  a  small  magnetized  needle,  «  n,  be  freely  sus* 
pended  horizontally  by  a  thread  over  the  equator  of  a  sphere  (fig. 
140)  nine  or  ten  inches  in  diameter,  in  the  axis  of  which  a  smaQ 


*  Faraday  has,  however,  shown  that  in  the  case  of  cobalt  its  ttagnetia 
j>ower  increases  as  the  temperature  rises  until  it  reaches  about  300^,  bejoiid 
which  it  slowly  diminishes  and  at  length  becomes  nearly  evanescent.  (rUL 
ITraM.  1856. 1J9.) 
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Fig.  140. 


Bfed  magnet,  n  s,  is  placed^ 
the  needle  will,  when  the  axis 
is  horizontal,  as  in  No.  i, 
point  north  and  south,  and 
will  preserve  its  horizontal  po- 
sition; for  it  is  equally  at- 
tracted by  the  north  and  south 
polarities  of  the  bar ;  but  if 
one  of  the  poles  of  the  sphere 
be  made  gradually  to  approach 
the  needle,  as  at  9,  that  end 
which  previously  pointed  to- 
wards this  pole  will  begin  to 

incline  downwards,  or  to  dip,  until,  when  situated  exactly  over  the 
pole,  its  direction  will  become  vertical.  On  bringing  the  opposite 
pole  towards  the  needle,  similar  phenomena  are  repeated  with  the 
other  end  of  the  needle.  Similar  phenomena  are  also  exhibited 
when  a  magnetic  needle,  poised  horizontally  at  the  equator  of  the 
earth,  is  carried  towards  either  of  its  poles.  A  needle,  therefore, 
which  when  unmagnetized  is  so  poised  as  to  assume  a  horizontal 
position,  in  the  latitude  of  London,  appears  to  become  heavier  at 
its  marked  end  by  the  process  of  magnetization.  An  instrument 
by  means  of  which  the  angular  amount  of  this  inclination  can  be 
accurately  observed,  is  called  a  dipping  needle. 

(191)  Decimation,  or  Variation, — In  each  hemisphere  there  is 
a  single  point  at  which  the  dipping  needle  stands  vertically,  i.e., 
where  the  dip  is  90^.  In  the  northern  hemisphere  this  point  is 
ntnated  in  about  96°  40'  W.  Ion.  and  70®  14'  N.  lat. ;  the  point 
where  it  would  be  vertical  in  the  southern  hemisphere  being 
nearly  in  73^  S.  lat.  and  130^  E.  Ion.  7%e  line  of  no  dip  does 
not  correspond  to  the  earth's  equator ;  it  forms  an  irregular  curve 
inclined  to  it  at  about  I2^,  and  crossing  it  in  four  places.  This 
arises  firom  the  fact  that  the  magnetic  system  of  the  earth  is  much 
more  complicated  than  is  represented  in  the  foregoing  paragraph. 
Instead  of  being  single,  it  appears  to  be  double,  as  was  first  pointed 
out  by  Halley,  and  in  neither  of  these  two  systems  does  the  mag- 
netic axis  coincide  with  the  axis  of  rotation  of  the  earth.  C!onse- 
quently  in  most  places  the  needle  does  not  point  to  the  true  geo- 
graphical north.  At  the  present  time  the  needle  in  London 
points  nearly  22^  west  of  north.  This  deviation  from  the  true 
north  is  termed  the  variation  or  decUnation  of  the  needle. 

In  the  northern  hemisphere  there  are  4  lined  of  no  declination ; 
Iwo  of  which  may  be  considered  to  pass  through  the  point  of  go^ 
of  dip^  and  two  others  which  do  not  pass  through  this  point. 
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These  4  lines  of  no  decimation  have  reference  to  a  double  magnetic 
system  of  which  the  two  points  of  maximum  force  in  the  Northern 
hemisphere  are  resultants ;  and  these  points  were  called  by  Hall^ 
magnetic  poles.  They  do  not  correspond  to  the  points  of  90^  of 
dip^  which  have  also  been  called  magnetic  poles. 

It  is  remarkable  that  the  declination  of  the  magnetic  needle  is 
not  constant  at  the  same  spot.  In  the  year  1657^  the  needle 
pointed  due  north  at  London.  It  then  gradually  assumed  a  decli- 
nation to  the  west,  which  continued  to  increase  until  about  the 
year  1840,  at  which  time  the  variation  to  the  west,  in  London,  was 
nearly  25^;  since  this  period  it  has  been  gradually  retumiog 
towards  the  east,  and  is  now  (Nov.  1859)  21°  36'  W.  at  Kew.  The 
rate  of  its  motion  differs  in  different  parts  of  its  progress,  becom- 
ing slower  as  it  approaches  the  point  of  retrogression ;  at  present 
it  is  about  6'  annually.  Independently  of  these  gradual  and  pro- 
gressive changes,  the  variation  is  subject  to  diurnal  movements  of 
very  small  amount :  north  of  the  magnetic  equator  in  England  and 
the  middle  latitudes  the  north  end  of  the  needle  moves  slowly  east- 
ward in  the  forenoon,  and  returns  to  its  mean  position  about  ten 
in  the  evening.  Connected  with  these  alterations  are  correspond- 
ing variations  in  the  dip,  which  during  the  last  fifty  years  has  beea 
observed  in  London  to  diminish  annually  about  2,''6.  From  obser* 
vations  made  at  the  Kew  Observatory,  the  dip  is  now  (Nov,  1859) 
68^  22'. 

(192)  The  intensity  of  the  earth's  magnetism  is  also  found  to 
vary  at  different  points  of  the  surface,  but  the  law  of  its  increase 
has  not  been  clearly  determined :  the  line  of  minimum  intensity,  or 
magnetic  equator,  as  it  is  sometimes  called,  is  in  the  vicinity  of  the 
geographical  equator,  but  does  not  coincide  either  with  this  or  ¥rith 
the  line  of  no  dip  :  it  forms  an  irregular  curve  cutting  both  of  these 
lines.  The  points  of  greatest  intensity,  moreover,  do  not  coincide 
with  those  at  which  the  dipping  needle  is  vertical.  The  highest 
degree  of  intensity  that  has  been  actually  measured  is  2*052,  the 
lowest  0706.^  Both  the  maximum  and  minimum  here  men- 
tioned are  in  the  southern  hemisphere.  If  it  be  supposed  that  the 
globe  be  divided  by  a  plane  passing  through  the  meridians  of  100^ 
and  280^,  the  western  hemisphere,  comprising  America  and  the 
Pacific  Ocean,  presents  a  higher  intensity  than  the  eastern ;  but  the 

*  The  unit  of  intensity  used  in  the  text  is  that  proposed  by  Humboldt, 
derived  from  the  value  of  a  particular  magnet  which  he  employed;  but  in  the 
later  magnetic  observations  the  unit  ot  intensity  employed  has  been  that 
recommended  by  the  Koval  Society,  viz.:  a  second  of  time,  a  foot  of  space, 
and  a  grain  of  mass.  The  magnetic  intensity  upon  this  scale  at  Loadon 
is  at  present  io'3. 
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ckarge  of  the  nortbem  and  of  the  southern  hemisphere  is  equal* 
In  the  northern  hemisphere  there  are  two  points  of  maximum 
intensity^  the  most  powerful  being  in  North  America,  and  deter- 
mined by  Lefroy  in  1843-44,  to  be  situated  in  52^  19'  N.  lat. 
9^^  W.  lon.^  the  intensity  being  i'88.  The  weaker  maximum 
was  found  by  Hansteen  in  1828-29  in  Siberia,  in  120^  E.  Ion, 
with  an  intensity  of  176.  Sir  James  Ross,  in  1840-43,  found  the 
principal  maximum  in  the  southern  hemisphere  in  about  the 
meridian  of  134^  E.  and  a  few  degrees  North  of  the  Antarctic  circle^ 
whilst  the  weaker  maximum  in  the  southern  hemisphere,  according 
to  Sabine,  is  about  130^  W.  The  intensity  of  the  magnetic  force 
at  London  is  now  1*372. 

The  intensity  of  the  earth's  magnetism,  like  the  variation  and 
the  dip,  is  found  to  suffer  periodical  changes.  Besides  these 
regular  variations  of  the  magnetism  of  the  earth,  other  irregular 
variations  have  been  observed.  These  have  been  termed  maffnetic 
itorms :  they  are  indicated  by  sudden  and  considerable  distur* 
bances  of  the  magnetic  instruments,  of  short  duration,  which  are 
produced  by  some  widely  acting  causes,  as  these  disturbances  have 
been  noticed  simultaneously  at  very  distant  parts  of  the  earth's 
surface.  In  extreme  cases,  the  diminution  of  the  magnetic  inten- 
sity during  the  '  storms'  has  amounted  to  a  large  proportion  of  its 
total  force.  Sabine  considers  that  these  magnetic  storms  are  con- 
nected with  changes  in  the  solar  atmosphere^  which  are  indicated 
by  variations  in  the  niunber  and  form  of  the  spots  upon  the  sun's 
disk ;  their  epochs  of  maximum  recurring  at  decennial  intervals^ 
with  epochs  of  minimum  intensity  occurring  midway  between  each 
maximum.  These  intervals  coincide  with  the  decennial  epochs  of 
maximum  and  minimum  of  the  solar  spots  observed  by  Schwabe.* 

Since^  then,  the  earth  may  be  looked  upon  as  an  immense 
magnet  of  small  intensity,  it  is  natural  to  expect  that,  under 
favourable  circumstances,  magnetic  induction  should  arise  from  its 
influence.  Such  effects  are  indeed  continually  observed.  If  a  soft 
iron  bar  be  placed  in  the  line  of  the  dip,  it  acquires  temporary 
magnetic  properties,  the  lower  extremity  acting  as  the  marked  pole 
of  a  magnet  upon  a  magnetized  needle.  whUe  the  upper  extremity 
acts  as  the  unmarked  pole.  By  reversing  the  position  of  the  bar^ 
the  end  which  is  now  the  lower  will  still  possess  the  magnetism  of 

*  A  singular  corroboration  of  this  theory  is  afforded  by  an  observation  of 
Mr.  Carrinffton,  who  was  watching  a  lai^e  spot  on  the  sun  on  ist  September, 
1850 :  sudoenlj,  at  1 1^*  30'  ▲.!!.,  a  briffht  spot  was  seen  in  the  middle  of  the 
dark  one ;  this  appearance  lasted  for  Sboat  ten  minutes,  and  a  corresponding 
disturbance  in  time  and  duration  was  indicated  by  the  self-registering  mag- 
aetometeiB  at  £ew» 
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the  marked  pole.  A  bar  of  steely  Buch  as  tbe  poker  or  tongs^  which 
is  kept  in  a  vertical  position  (a  line  in  this  latitude  not  fiur  removed 
from  that  of  the  dip)^  is  from  this  cause  frequently  found  to  be 
permanently,  though  weakly^  magnetic.  It  is  to  the  same  cause 
operating  in  the  same  direction^  upon  the  loadstone  through  the 
lapse  of  ages^  that  its  polarity  is  to  be  ascribed. 

If  a  steel  bar  be  made  to  vibrate  while  placed  in  the  line  of  the 
dip,  as  by  giving  it  a  smart  blow,  it  is  magnetized  still  more  power* 
fully^  and  this  effect  may  be  still  further  increased  by  the  inductive 
influence  of  other  masses  of  iron  placed  in  contact  with  it.  Thus 
by  allowing  a  steel  bar,  supported  in  the  line  of  the  dip^  to  rest 
upon  an  anvil,  and  striking  it  strongly  with  a  hammer^  it  becomes 
decidedly  magnetized.  All  permanent  magnetism  may,  however^ 
again  be  removed  from  it  by  placing  it  across  the  line  of  dip^  and 
striking  it  two  or  three  blows  as  before. 

Iron,  nickel,  and  cobalt  are  the  only  substances  which  are  power- 
fully  magnetizable ;  but  a  susceptibility  to  magnetism  in  a  much 
feebler  degree  has,  by  the  researches  of  Faraday  and  others  (273), 
been  proved  to  exist  in  a  variety  of  other  bodies.  Before  describ- 
ing the  method  in  which  these  experiments  were  conducted,  it 
will  be  necessary  to  examine  the  leading  phenomena  of  electricity ; 
and  these  will  now  be  considered. 

§  II.  Static  Electeicity. 

(193)  The  foece  of  electricity  is  one  of  those  subtle  and  all 
pervading  influences  which  are  intimately  connected  with  the 
operations  of  chemical  affinity.  Indeed  some  of  our  most  eminent 
philosophers  have  been  disposed  to  regard  electricity  and  chemical 
affinity  in  the  light  of  different  manifestations  of  the  same  agent. 

For  upwards  of  2000  years  it  has  been  known  that  when 
amber  is  rubbed  upon  such  bodies  as  fur^  or  wool,  or  silki  it 
acquires  for  a  short  time  the  property  first  of  attracting  light 
objects,  such  as  fragments  of  paper  or  particles  of  bran,  and  after* 
wards  of  repelling  them.  Until  about  260  years  ago,  amber  was 
the  only  known  substance  by  which  such  effects  were  prodnced. 
About  that  time  Gilbert  discovered  that  a  number  of  other  bodies, 
such  as  glass,  sealing-wax,  and  sulphur  might  be  made  to  excite 
similar  motions.  The  power  thus  called  into  action  has  been  called 
electricity^  from  fiXeKrpov  (amber),  the  body  in  which  it  was  first 
observed.  Independently  of  its  origin  in  friction^  it  has  been 
found  that  electricity  is  liberated  by  chemical  action,  by  certain 
vital  operations,  by  heat^  by  magnetism^  by  compression^  and  in 
fact  by  almost  every  motion  that  occurs  upon  thQ  face  of  the  globOi 
Electricity  neither  increases  nor  diminishes  the  weight  of  bodies 
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under  its  influence^  and  neither  enlarges  nor  reduces  their  bulk* 
It  may  be  excited  in  all  substances^  may  be  communicated  from 
one  electrified  or  excited  body  to  another  previously  in  a  netitral 
or  unelectrified  condition^  and  it  may  be  stored  up  for  the  pur- 
poses of  experiment. 

(194)  Two  kinds  of  Electricity. — A  very  simple  contrivance 
will  suffice  for  examining  the  fundamental  phenomena  of  electricity 
as  developed  by  friction  : — 

Soften  a  little  sealing-wax  in  the 
flame  of  a  candle^  and  draw  it  out  into 
a  thread  8  or  10  inches  long^  and  of 
the  thickness  of  a  stout  knitting  pin. 
Attach  to  one  end  of  it  a  disk  of  paper 
about  an  inch  square^  as  represented  in 
fig.  141 ;  suspend  this  rod  and  disk  by 
means  of  a  paper  stirrup  and  a  few 
fibres  of  unspim  silk  from  a  glass  rod 
fixed  horizontally  to  some  convenient 
support.  Now  rub  a  stick  of  sealing- 
wax  with  a  bit  of  dry  flannel^  and 
bring  it  near  the  paper  disk  :  the  disk 
will  at  first  be  strongly  attracted,  and 
will  then  be  as  strongly  driven  away. 
Whilst  it  is  in  this  condition  of  repul- 
sion by  the  wax,  bring  towards  it  a  warm  glass  tube  that  has  been 
rubbed  with  a  dry  silk  handkerchief;  the  disk  will  be  immediately 
attracted,  and  in  an  instant  afterwards  it  will  again  be  repelled, 
but  it  will  now  be  found  to  be  attracted  by  the  wax.  It  is  therefore 
evident,  that  by  the  friction  of  the  glass  and  of  the  wax,  two 
similar  but  opposite  powers  are  developed.  A  body  which  has  been 
electrified  or  charged  with  electricity  from  the  wax  is  repelled  by 
the  wax ;  but  it  is  attracted  by  the  excited  glass,  and  vice  versd. 
In  order  to  distinguish  these  two  opposite  powers  from  each  other^ 
that  power  which  is  obtained  firom  the  glass  has  been  termed 
vitreous  or  positive  electricity;  that  from  the  wax  resinous  or 
negative  electricity. 

Let  us  suppose  that  the  paper  disk  has  been  charged  by  means 
of  the  glass  tube,  so  that  it  is  repeUed  on  attempting  to  bring  the 
glass  near  it ;  this  state  will  be  retained  by  the  disk  for  many 
minutes.  This  contrivance  forms,  in  fact,  an  electroscope,  for  it 
furnishes  a  means  of  ascertaining  whether  a  body  be  electrified  or 
not,  and  even  of  indicating  the  kind  of  electricity.  Suppose  that 
a  body  suspected  to  be  electrified  is  brought  near  the  disk,  which 
ia  in  a  state  repulsive  of  the  glass  tube;   if  repulsion  occur 
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between  the  disk  aud  the  body  which  is  being  tested  for  electricity, 
it  is  at  once  obvious  that  the  substance  is  electrified ;  and  more- 
over, that  it  is  vitreously  electrified,  since  it  produces  an  e£kct 
similar  to  that  which  would  be  exhibited  by  an  excited  glass  tube. 

The  phenomena  of  attraction  and  repulsion  may  be 
,„^^'  ^^^'  further  exemplified  by  the  following  experiments : — Sus- 
pend two  straws,  separately,  by  a  fibre  of  silk,  each  to 
a  glass  rod  (fig.  142) ;  bring  an  excited  stick  of  sealing- 
wax  towards  each ;  each  will  be  first  attracted  and  then 
repelled  :  whilst  thus  repulsive  to  the  wax,  bring  the  one 
near  to  the  other ;  they  will  recede  from  each  other  as^ 
they  did  from  the  wax.  If  both  straws  be  excited  by 
glass,  they  will  in  like  manner  repel  each  other ;  but  if 
one  be  excited  by  the  glass  and  the  other  by  the  wax  they 
will  attract  each  other.  Hence  we  learn,  that  bodies  simi- 
larly electrified  repel,  those  differently  electrified  attract  each  other. 
Proceeding  a  step  further,  it  will  be  found  that  whenever  two 
bodies  are  rubbed  together,  both  kinds  of  electricity  are  liberated, 
but  so  long  as  the  two  bodies  remain  in  contact,  no  sign  of  the 
presence  of  either  electricity  appears;  on  separating  them,  both 
are  found  to  be  electrified — one  vitreously,  the  other  resiuously: 
for  example,  stretch  a  piece  of  dry  silk  over  a  brass  plate,  and  rub 
it  upon  a  glass  plate ;  so  long  as  the  two  bodies  are  in  contact, 
the  quantities  of  each  kind  of  electricity  set  free  are  precisely 
sufficient  to  neutralize  each  other,  and  the  combined  plates  wiU  not 
affect  the  electroscope,  but  as  soon  as  the  glass  plate  and  the  silk 
are  separated,  the  glass  will  repel  the  disk  (fig.  141},  while  the  silk 
will  attract  it. 

(195)  Insulators  and  Conductors. — Bodies  that  have  been  thus 
electrically  excited,  return  to  their  neutral  condition  when  touched 
by  other  substances,  but  with  degrees  of  rapidity  depending  Ai 
the  kind  of  body  which  touches  them.  A  rod  of  sealing-wax  or 
of  shell  lac,  for  example,  may  be  held  in  contact  with  any  electrified 
body  without  sensibly  lessening  the  charge ;  but  the  momentary 
touch  of  a  metallic  wire,  or  of  the  hand,  is  sufficient  to  remove  all 
indications  of  electric  excitement :  it  is  therefore  clear  that  there 
are  some  bodies  which,  like  the  wire  or  the  hand,  readily  allow 
the  passage  of  electricity,  and  these  are  termed  conductors ;  whilst 
there  are  others  which,  like  shell  lac,  do  not  easily  allow  its  pas- 
sage, and  these  are  called  insulators.  There  is,  however,  no 
absolute  line  of  distinction  between  these  two  classes  of  bodies ; 
there  is  no  such  thing  as  either  perfect  insulation,  or  perfect  oonduc* 
lion,  for  the  two  classes  of  bodies  pass  gradually  one  into  the  other* 
In  the  following  table  each  substance  enumerated  is  superioc. 
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in  Insulating  power  to  all  those 
substance  is  to  the  bottom  of  the 
is  its  conducting  power : — 

Insulators. 

Dry  Oases  and  Dry  Steam. 

Shell  Lac. 

Sulphur. 

Amber. 

Resins. 

Guttapercha  and  Caoutchouc. 

Diamoud,    and    some    other 

precious  stones. 
Silk. 
Dry  Fur. 
Glass. 
Ice. 


which  follow  it.     The  nearer  the 
table^  the  better^  on  the  contrary^ 

Spermaceti. 

Turpentine  and  Volatile  Oils. 

Fixed  Oils. 

String  and  Vegetable  Fibres, 

Moist  Animal  Substances. 

Water. 

Saline  Solutions. 

Flame. 

Melted  Salts. 

Plumbago. 

CharcoaL 

All  the  Metals. 

Conductors, 


Any  object  is  spoken  of  as  being  electrically  insulated  when  it 
is  supported  by  means  of  some  badly-conducting  substance  which 
prevents  the  free  escape  of  the  electricity.  The  presence  of  mois- 
ture deposited  from  the  air  upon  the  surface  even  of  the  best  insu- 
lator^  converts  it  for  the  time  into  a  conductor^  and  is  one  of  the 
most  annoying  impediments  to  the  success  of  electrical  experi- 
ments^ as  the  power  is  carried  o£f  as  fast  as  it  is  accumulated. 
Glass  is  especially  liable  to  this  inconvenience^  but  by  varnishing 
it  when  practicable,  and  keeping  it  thoroughly  warm,  the  difficulty 
is  diminished.  By  due  precautions,  instruments  may  be  constructed 
which,  in  dry  air,  will  preserve  a  charge  for  several  hours. 

The  most  perfect  insulators  still  allow  electric  power  to  tra- 
verse them,  although  by  a  process  different  from  conduction,  and 
hence  they  are  termed  Dielectrics  (200).     Thus,  if  one  side  of  a 
plate  of  glass  be  electrified  by  rubbing  it  with  a 
piece  of  silk,  the  opposite  face  also  acquires  the 
power  of  attracting  particles  of  bran  or  other 
light  objects. 

(196)  Electroscopes. — ^Various  instruments 
have  been  devised  for  detecting  feeble  charges 
of  electricity.  One  of  the  most  convenient  of 
these  is  the  gold  leaf  electroscope  (fig.  143), 
which  is  sensible  to  extremely  small  charges.  It 
consists  of  a  pair  of  gold  leaves  suspended  from 
the  lower  extremity  of  a  metallic  wire  which  ter- 
minates above  in  a  brass  plate.  The  wire  is 
insulated  by  passing  it  through  a  varnished  g\a»&t\]\^.  ^*a^<&^  ^^ 
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silk,  and  the  wh(de  is  surrotmded  and  supported  by  a  glass  csa£ 
The  approach  of  an  escited  bod;  instantly  causes  the  dive^^ce  of 
the  leaves.  If  a  glass  tube  be  rubbed  with  a  dry  handkerchief 
and  touched  with  a  small  disk  of  paper  insulated  by  attaching  it  to 
a  rod  of  sealing-wax,  as  directed  in  preparing  the  electroscope 
{fig.  141),  a  BEu^l  vitreous  charge  will  be  received  by  the  paper, 
and  if  carried  by  it  to  the  cap  of  the  electroscope,  the  leaves  will 
diverge  permanently  with  vitreous  electricity.  The  approach  of 
the  glass  rod  would  cause  the  leaves  to  diverge  further,  whilst 
that  of  a  stick  of  excited  wax  would  cause  them  to  collapse. 

An  instrument  (fig.  144)  called  a  tor- 
sion electrometer  was  devised  by  Coulomb 
for  accurately  measuring  minute  differences 
in  the  amount  of  electrical  force.  Ihe 
force  which  he  opposed  to  that  of  elec- 
tricity was  the  resistance  to  twisting  which 
is  oSered  by  an  elastic  thread.  A  fibre  of 
silk,  a  fine  edlver  wire,  or  a  thread  of  glass, 
has  been  used  for  the  purpose  of  mea- 
suring the  angle  of  torsion,  this  angle  in 
perfectly  elastic  bodies  being  exactly  pro- 
portioned to  the  force  applied. 

By  means  of  a  long  glass  thread,  fiis- 
tened  above  to  a  pin,  p,  (carrying  an  index 
which  traverses  the  graduated  plate  b},  a 
needle  of  shell  lac  is  suspended  freely  in 
the  glass  case  a.  This  needle  is  ter- 
minated at  one  end  by  a  gilt  ball,  b,  at  the  other  by  a  paper 
disk  which  serves  to  check  its  oscillations.  In  the  glass  cover 
of  the  instrument  ia  a  small  aperture  through  which  another  gilt 
ball,  a  (the  carrier),  also  suspended  by  shell  lac,  can  be  introduced 
and  withdrawn.  In  order  to  equalize  the  induction,  two  narrow 
strips  of  tinfoil,  c  and  d,  connected  with  the  earth,  and  having  a 
narrow  interval  between  them,  are  pasted  upon  the  inside  of  the 
glass  cylinder,  one  a  little  above  and  the  other  a  little  below  the 
level  of  the  balls ;  a  graduated  circle  is  pasted  on  the  glass  for 
reading  off  the  angular  deviation  of  the  needle.  When  the  instru- 
ment is  to  be  used,  the  carrier  ball  is  adjusted  so  that  after  it  has 
been  removed  it  can  with  certainty  be  replaced  in  the  same  posi- 
tion as  at  first ;  the  ball  upon  the  needle  is  adjusted  by  turning 
the  pin  until,  without  any  twist  upon  the  thread,  it  shall  just  touch 
the  carrier,  its  centre  being  at  the  zero  of  the  scale,  and  the  positaon 
of  tie  index  on  the  upper  graduated  plate,  b,  is  noted.    The  Btxnet 
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ball,  a,  is  next  made  to  touch  the  object  the  electricity  of  which 
is  to  be  meaaored ;  it  takes  off  a  qoantity  proportioiied  to  the 
amoont  accomalated  on  the  spoL  The  ball  a  ia  immediately 
replaced  in  the  instrument ;  it  divides  its  charge  with  the  ball  b 
on  the  needle,  and  repulsion  ensues.  The  thread  which  supports 
the  needle  is  then  twisted  until  the  centre  of  the  ball  b  is,  by  the 
force  of  torsion,  brought  back  towards  the  carrier,  a,  to  some  deter* 
minate  angle  (say  30^)  marked  on  the  graduation  of  the  glass  case ; 
suppose  the  number  of  d^rees  through  which  it  has  been  necessary 
to  twist  the  thread  to  be  160^;  160^ +30^,  or  190^  will  represent  the 
repulsive  force.  To  compare  this  amount  with  any  other  quantity, 
the  boOs  must  be  discharged,  and  the  experiment  repeated  under 
the  new  conditions,  noting  the  number  of  degrees  of  torsion 
required  to  make  the  needle  stand  at  30^  as  before  :  the  amount 
of  the  force  is  directly  proportionate  to  the  torsion  angle  in  the  two 
cases.  Suppose  in  a  second  experiment  that  the  thread  sustain 
a  twist  of  180^  before  the  ball  b  is  brought  back  to  the  angle  of 
30**;  the  force  will  now  be  180° +30°  or  a  10°,  and  the  relative 
electrical  repulsions  in  the  two  experiments  will  be  as  1 90  :  210. 

It  was  long  imagined  that  non-conductors  only  were  capable 
of  excitement  by  firiction,  and  hence  they  were  termed  electrics  ; 
all  bodies,  however,  exhibit  this  phenomenon,  if  proper  care  be 
taken  to  insulate  them.  If,  for  example,  a  piece  of  brass  tube 
insulated  by  a  glass  handle  be  rubbed  upon  fiir,  it  receives  a  charge, 
as  may  be  shown  by  bringing  it  near  the  disk  of  the  electroscope 
(fig.  141).  Even  two  dissimilar  metals,  after  being  brought  into 
contact  with  each  other  may,  with  proper  precautions,  be  made  to 
show  signs  of  electric  excitement  on  being  separated  (225).  The 
friction  of  glass  against  metal  spread  over  silk  is  attended  by  a 
more  powerful  development  of  electricity  than  when  silk  alone  is 
used ;  and  an  amalgam  consisting  of  i  part  of  tin,  2  of  zinc,  and  6 
of  mercury,  rubbed  to  fine  powder  and  mixed  with  a  little  lard, 
is  found  to  be  highly  effectual  in  exalting  the  force  which  is  deve- 
loped. The  same  substance,  however,  does  not  always  manifest 
the  same  electrical  condition  when  rubbed :  glass  when  rubbed 
upon  silk  becomes  vitreously  excited ;  but  if  rubbed  on  the  fur  of 
a  cat  it  exhibits  resinous  electricity.  The  amount  of  friction  neces- 
sary to  produce  electric  excitement  is  exceedingly  small ;  the  mere 
drawing  of  a  handkerchief  across  the  top  of  the  electroscope  (fig. 
143),  or  even  across  the  clothes  of  a  person  insulated  by  standing 
on  a  cake  of  resin,  or  on  a  stool  with  glass  legs,  provided  he  touch 
the  cap  of  the  instrument,  is  sufficient  to  cause  divergence  of  the 
leaves.     The  simple  act  of  drawing  off  silk  stockings^  or  a  flannel 
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waistcoat^  or  the  combing  of  the  hair  in  frosty  weather^  fireqnently 
occasions  the  snapping  and  crackling  noise  due  to  the  electric 
spark ;  and  the  stroking  of  the  fur  of  a  cat  at  such  a  season  is 
known  to  produce  similar  effects. 

(197)  Electrical  Hypotheses. — These  various  phenomena  have 
been  accounted  for  by  two  principal  hypotheses. 

One  of  these,  commonly  known  as  the  '  theory  of  one  fluid,' 
is  due  to  Franklin.  Electricity,  upon  this  view,  is  supposed  to  be 
a  subtle  imponderable  fluid,  of  which  all  bodies  possess  a  definite 
share  in  their  natural  or  unexcited  state.  By  firiction,  or  otherwise^ 
this  normal  state  is  disturbed.  If  the  body  rubbed  receive  more 
than  its  due  share,  it  acquires  vitreous  electricity,  or,  in  the  terms 
of  Franklin,  becomes  electrified  positively,  or  + ;  whilst  at  the  same 
time  the  quantity  of  electricity  in  the  rubber  which  becomes 
resinously  charged  is  supposed  to  be  diminished,  and  thus  the 
rubber  acquires  a  negative  or  —  state.  Franklin  supposed  the 
particles  of  the  electric  fluid  to  be  highly  self-repulsivCj  and  to  be 
powerfully  attractive  of  the  particles  of  matter. 

The  other  hypothesis,  the  '  theory  of  two  fluids,'  was  originally 
proposed  by  Dufay.  According  to  this  view  there  are  two  dectric 
fluids,  the  vitreous  and  the  resinous,  equal  in  amount  but  opposite 
in  tendency ;  when  associated  together  in  equal  quantity  they 
neutralize  each  other  perfectly :  a  portion  of  this  compound  fluid 
pervades  all  substances  in  their  unexcited  state.  By  firiction  the 
compound  fluid  is  decomposed ;  the  rubber  acquires  an  excess  of 
one  fluid,  say  the  resinous,  and  thus  becomes  resinously  excited; 
the  body  rubbed  takes  up  the  corresponding  excess  of  vitreous 
electricity,  and  becomes  excited  vitreously  to  an  equal  extent. 
Upon  this  view  the  particles  of  each  fluid  are  self-repulsive,  but 
powerfully  attract  those  of  the  opposite  kind. 

The  language  of  either  theory  may  be  employed  in  order  to 
distinguish  the  two  kinds  of  electricity :  the  term  vitreous  or  po- 
sitive may  be  used  indifferently  for  one  kind,  and  resinous  or 
negative  for  the  other  kind,  provided  it  be  borne  in  mind  that  po- 
sitive and  negative  are  mere  distinguishing  terms :  n^ative  elec- 
tricity being  as  real  a  force  as  the  positive. 

It  is  manifest  that  one  or  other  of  these  hypotheses  must  be 
false,  yet  either  will  serve  to  connect  the  facts  together.  The 
supposition  of  an  electric  fluid  is,  notwithstanding,  gradually  being 
abandoned.  The  supposition  of  a  gravitative  fluid  might,  with 
nearly  as  much  propriety,  be  insisted  on  to  explain  the  phenomena 
.of  gravitation,  or  a  cohesive  fluid  to  account  for  those  of  cohesion. 
Electricity  is  now  regarded  as  a  compound  forccj  remarkable 
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Fig.  145. 


for  the  peculiar  form  of  action  and  reaction  which  it  exhibits. 
This  kind  of  action  and  reaction  follows  the  same  law  of  equality 
and  opposition  in  its  manifestations  as  that  which  is  exhibited 
more  obviously  in  the  phenomena  of  mechanics.  Whenever 
▼itreous  electricity  is  manifested  at  one  point,  a  corresponding 
amount  of  resinous  electricity  is  invariably  developed  in  its 
vicinity,  reacting  against  it,  and  thus  enabling  its  presence  to  be 
recognised,  although  this  reacting  force  may  not  be  immediately 
perceptible. 

The  phenomena  of  vitreous  and  resinous 
electricity  may  be  rudely  but  not  inaptly 
illustrated  by  those  of  elasticity  exhibited  by 
an  ordinary  spring,  as  shown  at  s,  fig.  145. 
The  spring  in  its  unstretched  state  may  re- 
present the  body  in  its  unelectrified  con- 
dition ;  it  then  displays  nothing  of  the  pecu- 
liar power  that  it  possesses.  The  spring 
cannot  be  stretched  from  one  extremity  only ; 
but  if  fixed  at  one  end,  as  by  hooking  it  to 
the  pin,  p,  a  weight,  w,  may  be  applied  to 
the  other  end,  and  it  will  seem  to  be  stretched 
by  one  force  only.  In  reality,  however,  it  is  not  so  ;  for  by  sub- 
stituting at  y  a  weight  equal  in  amount  to  that  at  w,  instead  of 
the  fixed  point  p,  the  strain  upon  the  spring  remains  unaltered, 
but  a  reaction,  equal  in  amount  to  the  original  action  of  the 
weight  w,  is  instantly  rendered  evident. 

So  it  is  with  electricity ;  cases  not  unfrequently  occur  where 
one  kind  only  of  electricity  seems  to  be  present,  but  a  careful  ex- 
amination will  always  detect  an  equal  amount  of  the  opposite 
kind.  This  essential  character  of  action  and  reaction  in  the  elec- 
trical force  will  be  more  clearly  manifested  in  the  following  re- 
marks and  experiments. 

(198)  Electrical  Induction. — In  the  preceding  cases  the  elec- 
tricity has  been  excited  by  friction  and  communicated  to  other 
bodies  by  contact.  An  insulated  charged  body,  however,  exerts  a 
remarkable  action  upon  other  bodies  in  its  neighbourhood.  Long 
before  contact  occurs,  the  mere  approach  of  an  excited  glass  tube 
towards  the  electroscope  causes  divergence  of  the  leaves,  and  on 
removing  the  glass,  if  it  have  not  been  allowed  to  touch  the  cap 
of  the  instrument,  all  signs  of  disturbance  cease. 

The  following  mode  of  performing  the  experiment  will  afford  a 
means  of  examining  this  action  of  an  electrified  substance  upon 
objects  at  a  distance : — 
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Fio.  14^-  Place  two  cylinders  of  wood,  or 

1^^  ^  ^  ^yu,  -  ,^  ^\         of  metal,  each  supported  on  a  var- 
j[        n  |]        4         nished  stem  of  glass,  so  as  to  touch 

^       each  other  end  to  end  (fig.  146,  i) ; 

r^ — —    ^^)(^—  ^  sj\^    fi^°i  ^®  outer  extremity   of  each 

JX       n  H       TV  v^  suspend  a  couple  of  pith  balls  by  a 

cotton  thread,  and  bring  the  excited 

r:f, — ':^ — ^    ^  ^  _^  ^    glass  tube  near  one  end  of  the  ar- 

J^       H  n       J\   rangement  as  shown  at  a.     Electric 

disturbance  will  be  shown  by  the  re- 
pulsion of  both  pairs  of  balls.     Separate  the  two  cylinders  without 
touching  the  conducting  portion,  and  then  remove  the  glass  tuhe ; 
the  balls  will  still  continue  to  diverge  (3).  But  let  the  glass. be  again 
brought  near ;  the  balls  on  the  cylinder  originally  nearest  the  glass 
will  collapse,  showing  this  cylinder  to  be  resinously  excited,  while  the 
same  excited  glass  will  cause  the  balls  on  the  further  cylinder  to 
diverge  from  the  presence  of  vitreous  electricity.     Again,  remove 
the  glass  altogether,  and  bring  the  two  cylinders  into  contact ;  a 
spark  may  generally  be  seen  to  pass  between  them,  and  both  pairs 
of  balls  will  immediately  collapse  and  continue  at  rest.     The  entire 
amount  of  force  existing  upon  the  two  cylinders  taken  tc^ther 
remains  the  same  throughout  the  whole  period  of  the  experimenti 
but  its  distribution  is  altered,  as  is  shown  by  the  position  of  the 
signs  +  and  — .     The  experiment  may  be  explained  in  the  fol- 
lowing manner : — Suppose  the  two  cylinders  to  be  in  the  neutral 
state  (No.  i) ;  on  bringing  the  excited  glass  tube  near  to  them,  a 
portion  of  the  resinous,  or  negative  electricity,  appears  to  be  drawn 
towards  the  end  of  the  cylinder  nearest  to  the  glass,  as  in  No.  a, 
whilst  the  corresponding  quantity  of  disengaged  positive  electricity 
causes  the  balls  on  both  cylinders  to  diverge :  the  moment  the 
glass  is  removed,  the  negative  electricity  redistributes  itself  as  in 
No.  I,  and  the  balls  collapse;  but  if  the  two  cylinders  be  sepa- 
rated before  the  glass  is  removed,  and  if  the  excited  glass  be  then 
withdrawn,*  the  results  will  be  such  as  are  represented  in  No.  3, 
in  which  the  negative  electricity  on  one  of  the  cylinders  is  more 
than  sufficient  to  neutralize  the  positive,  and  hence  the  balls  di- 
verge negatively ;  while  on   the  other  it  is  less  than  sufficient  for 


*  If  the  glass  tube  be  withdrawn  gradually  to  a  certain  distance,  the  balls 
npon  the  cylinder  nearest  the  tube  will  graaually  collapse,  in  proportion  as 
the  inductiye  power  is  weakened  by  distance  ;  a  portion  of  the  negative  elec- 
tricity being  hberated  in  quantity  sufficient  to  neutralize  the  free  positive 
charge,  and,  on  completely  withdrawing  the  excited  tube,  the  excess  of  nega- 
tive electricity  is  set  free,  and  the  balls  now  diverge  negatively* 
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the  positive^  consequently  the  balls  diverge  with  positive  electri- 
city. On  causing  the  two  cylinders  to  approach  each  other  when 
in  this  state^  the  two  forces  will  neutralize  each  other,  and  if  of 
sufficient  power,  the  reunion  will  be  attended  with  a  slight  spark. 

This  action  at  a  distance  of  one  electrified  body  upon  others  in 
its  neighbourhood  is  termed  electrical  inditction.  It  is  a  principle 
of  very  extensive  application,  and  indeed  it  famishes  a  key  to  the 
explanation  of  the  greater  number  of  electrical  phenomena. 

An  instance  of  electrical  induction  is  afforded  in  the  action  of 
the  gold  leaf  electroscope.     Let  i  (fig.  147)  represent  the  instru- 

FiG.  147. 


ment  in  a  neutral  state.  As  soon  as  an  excited  glass  tube,  g,  is 
caused  to  approach  the  cap  of  the  electroscope,  the  leaves  will 
diverge,  as  at  2.  Whilst  the  glass  tube  is  stiU  near  the  instru- 
ment, let  the  cap  of  the  electroscope  be  touched  with  the  hand,  so 
as  to  uninsulate  it  for  a  moment,  as  at  3,  by  placing  it  in  commu- 
nication with  the  earth  through  the  body,  which  acts  the  part  of 
a  conductor ;  the  leaves  will  collapse,  and  the  instrument  will  seem 
to  be  quiescent :  now  remove  the  finger  from  the  cap,  and  then 
take  away  the  glass  tube  o ;  instantly  the  leaves  diverge,  and  the 
electroscope  is  permanently  charged,  in  consequence  of  a  change  in 
the  distribution  of  the  electricity,,  as  represented  at  4.  But  its 
charge  is  not  positive  like  that  of  the  glass,  but  negative ;  for,  if 
the  glass  be  again  brought  near,  the  leaves  will  collapse,  while  a 
stick  of  excited  wax  will  make  them  open  out  further.  These 
effects  arise  from  electrical  induction,  and  the  process  which  takes 
place  is  believed  to  be  the  following.  The  approach  of  the  tube 
in  the  first  instance  causes  the  negative  electricity  to  accumulate  in 
the  cap,  as  at  2,  where  it  is  retained  by  a  species  of  attraction,  in 
which  condition  it  is  said  to  be  disguised.  The  leaves  therefore 
diverge  with  a  corresponding  quantity  of  positive  electricity  thus 
set  free ;  things  being  in  tins  state,  a  touch  is  sufficient  to  neu- 
tralize the  excess  of  positive  electricity,  as  seen  in  3,  and  the  in- 
strument appears  to  be  quiescent.  Remove  the  glass  tube,  how- 
ever, and  the  negative  electricity,  that  had  been  accumulated  on 

3.^ 
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the  surface  of  the  cap^  spreads  over  the  whole  instrument  (though 
in  the  diagram  this  is  only  represented  as  taking  place  upon  the 
leaves),  and  the  leaves  diverge  with  negative  electricity  as 
shown  at  4. 

In  all  these  cases,  the  excited  body  itself  neither  loses  nor 
gains  electricity  by  the  process  just  described.  The  mode  in 
which  this  transfer  of  force  from  a  distance  is  effected  still  re- 
mains to  be  considered. 

(199)  Faraday's  Theory  of  Induction. — ^We  owe  to  Faraday  a 
theory  of  these  effects,  which  has  been  thus  concisely  summed  up 
by  Snow  Harris   {Rudimentary  Electricity,  first  ed.,  pp.  33,  34). 
Faraday  ^  conceives  electrical  induction  to  depend  on  a  physical 
action  between  contiguous  particles,  which  never  takes  place  at  a 
distance  without  operating  through  the  molecules  of  intervening 
non-conducting  matter.     In  these  intermediate  particles,  a  sepa- 
ration of  the  opposite  electricities  takes  place,  and  they  become 
disposed  in  an  alternate  series  or  succession  of  positive  or  negative 
points  or  poles :  this  he  terms  a  polarization  of  the  par- 
Fio.  148.  tides,  and  in  this  way  the  force  is  transferred  to  a  dis- 
tance.    Thus,  if  in  fig.  148,   p  represent  a  positively 
charged  body,  and  a,  b,  c,  d,  intermediate  particles  of  air, 
Q  ^  Q  ^  or  other  non-conducting  matter,  then  the  action  of  p  is 
B  Q  Ql  transferred  to  a  distant  body,  n,  by  the  separation  and 
9  9  9  e  electrical  polarization  of  these  particles,  indicated  by  the 
Q  Q  9  (2  series  of   black  and   white  hemispheres.     Now,  if  the 
^y^       particles  can  maintain  this  state,  then  insulation  obtains ; 
^Br       but  if  the  forces  communicate  or  discharge  one  into  the 
other,  then  we  have  an  equalization  or  combination  of 
the  respective  and   opposite  electricities   throughout   the    whole 
series,    including    p   and  n.'  •     .     •     .     ^  He  assumes  that  all 
particles  of  matter  are  more  or  less  conductors  :  that  in   their 
quiescent  state  they   are  not  arranged  in  a  polarized  form,  but 
become    so   by    the   influence  of   contiguous   and  chained  par- 
ticles.    They    then    assume   a  forced  state,  and  tend  to  return, 
by   a  powerful  tension,  to  their  original  normal  position;  that 
being  more  or  less  conductors  the  particles  charge  either  bodUy 
or    by    polarity;    that   contiguous   particles   can   communicate 
their  forces  more  or  less  readily  one  to  the  other.     When  less 
readily,  the  polarized  state  rises  higher,  and  insulation  is  the  re- 
sult ;  when  more  readily,  conduction  is  the  consequence.' 

'  Induction  of  the  ordinary  kind  is  the  action  of  a  charged  body 
upon  insulating  matter,  or  matter  the  particles  of  which  commu- 
nicate the  electrical  forces  to  each  other  in  an  extremely  minute 
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degree ;  die  duaged  bodj  prodnciiig  in  it  an  equal  amonnt  of  the 
opposite  Sane,  and  this  it  does  by  polarixing  the  partides' 
(fig.  148). 

(200)  DiMtribmiiom  qf  Electric  Ckmry. — ^Bodies  sosoeptiUe  of 
this  polarintioD  are  termed  d&dectrict ;  and  whether  they  be  scdid, 
liquid,  or  aerifiinn,  the  electric  force  is  transmitted  through  them 
freely.  A  pane  of  glass  interposed  between  the  excited  tube  and 
the  cap  of  the  electroscope  will  in  no  sensible  manner  afiect  the 
dirergenoe  of  the  leavesy  whidi  will  occur  as  usual ;  but  the  inter- 
position of  an  nninsnlated  sheet  of  tin-plate,  or  even  of  a  screen  c^ 
wire  game,  will  effectually  stop  all  signs  of  dectric  exdtement  on 
the  leaTCs. 

Owing,  however,  to  the  molecular  action  by        Fie.  149. 
which  induction  is  propagated,  Faraday  has  shown 
that  it  may,  nnder  certain  dreumstances,  be  traced  / 

round  die  edges  of  such  a  screen,  and  it  may  be       ^^  j 
continued  dther  in  curved  or  in  straight  lines. 
Let  s  (fig.  149)  represent  a  mass  of  shdl  lac  which 
has  been  excited  by  frictioa  at  its  upper  part  J  B. 
a  brass  plate  resting  on  the  shell  lac,  but  also  in 
commimication  with  the  ground.     At  a,  a  strong  inductive  action 
is  percdved,  which  is  weaker  at  b,  weaker  still  at  c,  and  very 
trifling  at  d;  at  e  it  increases,  and  at  /  is  nearly  as  strong  as  at  6, 
whilst  at  g  it  again  decreases,  from  the  effect  of  increasing  distance. 
In  consequence  of  these  inductive  actions,  electridty  when  at 
rest  is  always  distributed  over  the  sur&ce  of  a  charged  object ; 
and  therefore,  for  the  purpose  of  collecting  dectricity,  a  hollow 
shell  of  conducting  matter  is  quite  as  ef- 
fectual as  a  solid  mass  of  the  same  size.  '^'  *^^* 
Many  striking  experiments  may  be  given 
in  proof  of  this  important  fact.     For  in- 
stance, place  a  metallic  can,  c  (fig.  150,  i) 
npon  a  small  insulating  stand,  s;  commu- 
nicate a  charge  to  a  brass  ball,  insulated 
by  a  slender  glass  rod,  and  introduce  this 
charged  ball  into  the  interior  of  the  can, 
allowing  it  to  touch  the  bottom ;  with- 
draw the  ball;  it  will  be  found   when 
tested   with   the    electroscope    to   have 

given  up  all  its  electricity.  Touch  the  inside  of  the  can  with 
a  proof  plane  (or  small  disk  of  paper  insulated  by  a  stout  fila- 
ment of  shell  lac),  and  hold  it  towards  the  charged  disk  of  the 
electroscope  (fig.  141),  no  action  will  be  pereeived :  bring  the  proof 
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plane,  however,  into  contact  with  any  part  of  the  outer  surface  of 
the  metallic  can,  and  an  abundant  charge  will  be  obtained.  No 
charge  can  be  sustained  towards  the  interior^  because  there  is  no 
object  within  towards  which  induction  can  take  place ;  but  the 
polarization  of  the  air  on  the  outside  produces  induction  towards  all 
surrounding  objects.*  But  now,  whilst  the  exterior  still  remains 
charged,  hold  an  unexcited  brass  ball,  attached  to  a  metallic  wire, 
in  the  inside  of  the  cup  (fig.  150,  2),  without,  however,  allowing  it 
to  touch  it ;  if  the  insulated  paper  disk,  under  these  circumstancesi 
be  made  to  touch  any  part  of  the  inside  of  the  can,  it  will  receive 
a  charge :  the  particles  of  the  air  within  the  can,  may,  under  these 
circumstances,  become  polarized,  because  the  brass  ball  is  in  a  con* 
dition  to  become  oppositely  charged  to  the  can.  If  the  can  be 
positive,  the  ball  becomes  negative,  its  positive  electricity  passing 
off  to  the  earth  by  the  wire. 

A  similar  disturbance  of  electric  equilibrium  will  be  found 
whenever  a  charged  body  is  brought  near  other  uninsulated  ones. 
If  an  excited  glass  tube  be  brought  towards  the  wall  of  the  roomi 
and  just  opposite  to  the  tube  the  wall  be  touched  with  the  proof- 
plane,  a  small  charge  of  resinous  electricity  will  be  carried  offj  and 
will  be  perceptible  by  the  electroscope. 

By  increasing  the  surface  of  the  conductor  whilst  the  amount 
of  electricity  remains  the  same,  it  is  obvious  that  the  quantity 
upon  each  portion  of  exposed  surface  is  diminished,  and  the  tn/en- 
sity  of  the  charge  is  said  to  be  lowered.  Thus,  if  a  metallic  ribboUi 
coiled  up  by  the  action  of  a  spring,  be  attached  to  the  cap  of  an 
electroscope,  and  a  small  charge  be  given  to  it,  a  certain  diveigenoe 
of  the  leaves  will  be  produced ;  on  uncoiling  the  ribbon,  by  means 
of  a  silk  thread  attached  to  it  for  the  purpose,  the  leayes  will  par- 
tially collapse,  because  the  same  amount  of  induction  towards  the 
ceiling  and  floor  of  the  room  is  now  distributed  over  a  larger  sur- 
face ;  but  on  allowing  the  spring  to  exert  its  elasticity,  and  coil  up 
the  ribbon,  the  leaves  will  again  resume  their  original  divergence. 

In  all  cases  of  electric  excitement  the  eharge  is  difihsed  over 
the  surface  of  the  conductor,  but  the  form  of  that  surfiice  mate- 
rially influences  the  mode  in  which  the  ^ectricity  is  distributed. 
If  a  charged  sphere  be  suspended  in  the  centre  of  a  room,  the  super- 
ficial distribution  of  the  force  will  be  uniform  on  all  parts  of  its 
surface.     But  if  two  similar  and  equally  excited  spheres  be  sua- 


*  Indeed,  a  delicate  electrometer  may  be  enclosed  in  a  shell  of  oondaetiDg 
matter,  which  may  be  bo  highly  charged  as  to  emit  sparks  in  all  diieetion^ 
aud  the  electrometer  will  remam  whcmy  unttSeoted. 
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pended  side  by  side,  the  electnc  accunmlation  will  be  greatest  at 
those  points  of  their  respective  sur&ces  which  lie  at  the  opposite 
extremities  of  a  line  passing  through  the  centre  of  each ;  and  in  a 
cylinder  the  force  is  highest  at  the  two  ends. 

This  change  in  the  distribution  of  electricity  over  the  surface, 
which  depends  upon  the  change  of  form^  was  carefully  investigated 
by  Coulomb.  For  this  purpose  he  employed  his  torsion  balance^ 
shown  at  fig.  144.  The  carrier  ball,  a,  of  the  instrument  was 
brought  into  contact  with  that  point  of  the  conductor  which  was 
to  be  examined ;  the  ball  thus  acquired  a  charge  proportional  to 
the  intensity  of  the  electricity  at  that  spot ;  and  the  intensity  was 
measured  in  the  manner  already  described  (196),  by  the  angular 
repulsion  of  the  needle ;  different  points  of  the  conductor  were 
thus  examined  in  succession,  and  the  intensity  at  each  point  was 
compared  with  the  others. 

In  this  way  it  was  found  that  if  two  spheres  of  unequal 
diameters  were  each  originally  electrified  to  the  same  degree  of 
intensity  (that  is,  if  each  sphere  were  so  charged  that  the  quantity 
of  electricity  upon  a  square  inch  of  the  surface  of  each  was  exactly 
equal,  when  the  two  were  separate)  on  bringing  the  two  into  con- 
tact, the  greatest  accumulation  still  occurred  at  the  extremities  of 
a  line  joining  the  centres  of  the  spheres,  but  the  accumulation  was 
greater  on  the  small  ball  than  on  the  lai^  one.  The  experiment 
may  be  carried  still  further :  for  if  a  series  of  spheres  gradually 
diminishing  in  size  be  employed,  till  at  last  they  virtually  end  in 
a  point,  the  accumulation  at  length  becomes  so  great  that  the 
point  is  unable  to  retain  the  charge,  and  dispersion  ensues. 

A  rough  idea  of  this  effect 
may  be  conveyed  by  fig.  151,  Fi^-  ^5i- 

in  which  a,  b,  and  c  represent 
three  independent  spheres  di- 
minishing in  size,  and  which 
in  No.  I  are  supposed  to  be 
charged  with  electricity  of 
•equal  intensity,  as  represented 
Isy  a  shaded  layer  of  equal 
thiekness  Ground  each,  while 
No.  2  represents  the  same 
three  balls  in  contact.  The 
faitetiiity  of  the   chai^,  as 

iboim  by  ^be  lines  of  shadow,  is  proportionatdy  much  greater  on 
this  smallest  ball  Uma  on  the  largest.  Points  must  therefore  be 
mrefaWy  avoided  in  the  ooostruction  of  apparatus  for.  retaining 


Fig.  151. 
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electricity.     For  similar  reasons  sliarp  or  rough  edges  are  equally 
objectioDable, 

(soi)  Electrical  Machines. — In  order  to  obtain  large  aapplies 
of  electricity,  the  electrical  machine  is  employed.  Two  principal 
forms  of  this  instrument — viz.,  the  cyliader  and  Hbeplate  machine 
are  in  general  use. 

In  the  cylinder  machine  (fig. 
F'o- 15>-  15a)  a  hollow  cylinder  of  glaw, 

c,  is  mounted  on  a  facniiontal 
axis  turning  by  a  winch  in  two 
strong  wooden  supports.  On 
one  side  is  placed  a  leather 
cushion,  r,  stuffed  with  hair  tod 
&ced  with  silk;  from  its  u[^ 
edge  proceeds  a  silk,  flap, «,  which 
reaches  nearly  round  the  upper 
half  of  the  cylinder,  n  is  a  brstt 
conductor  for  collecting  electri* 
city  from  the  rubber.  The 
cushion  is  insulated  by  a  strong  glass  pillar,  o.  To  collect  the 
electricity  from  the  glass,  a  metallic  conductor,  p,  is  mounted 
on  an  insulating  stem  of  glass,  h  ;  this  conductor  on  the  side 
next  the  glass  is  furnished  with  a  row  of  points,  which,  batu 
the  high  d^ree  of  induction  produced  upon  them,  act  as  pom- 
fully  ID  receiving  as  in  dispersing  a  charge.  Before  nnng  the 
machine,  a  little  of  the  amalgam  of  zinc  and  tin  (196)  is  spi«ad 
over  the  surface  of  the  cushion.  When  the  whole  is  made  pn^ 
perly  dry  and  warm,  on  turning  the  handle  a  brisk,  cracklii^,  Bna|H 
ping  noise  is  heard,  whilst  flashes  and  sparks  of  fire  dart  round 
the  cylinder  from  the  edge  of  the  silk  flap.  Sparks  of  two  or 
three  inches  in  length  may  now  be  drawn  from  the  prime  cm' 
ductor,  F,  if  the  hand  be  applied  to  the  rubber  when  the  cylinder 
is  turned.  In  order  to  obtain  a  continuous  supply  of  sparks  from 
the  conductor,  f,  it  is,  however,  absolutely  necessary  to  maintain  a 
couducting  communication  between  the  rubber  and  the  ground. 
If  the  prime  conductor  be  made  to  communicate  with  the  ground 
while  the  rubber  is  insulated,  sparks  may  be  freely  obtained  from 
the  rubber  on  working  the  machine.  The  electricity  from  the 
cylinder  and  conductor,  f,  however,  is  vitreous,  like  that  from  glass 
generally,  whilst  that  from  the  rubber  is  resinous.  If  the  rubber 
and  the  conductor,  while  both  are  insulated,  be  connected  by  a 
metallic  wire,  no  sparks  can  be  obtained  from  either,  howeva 
Tigorously  the  nuwhine  be  worked,  the  resinous  electricity  of  tlif 
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rubber  being  exactly  neutralized  by  an  equal  amount  of  vitreona 
electricity  from  tbe  cylinder  and  conductor.  The  reaaon  why  it 
becomes  necessary  in  working  the  machine  effectively,  to  connect 
either  the  rubber  or  tbe  conductor,  p,  with  the  earth,  is  thus 
rendered  obvious,  since  otherwise  induction  takes  place  between 
the  liberated  resinous  electricity  on  the  rubber  and  the  positive 
electricity  which  accumulates  on  the  prime  conductor,  and  thuft 
prevents  its  free  discharge.  No  sooner,  however,  is  the  negative 
electricity  in  the  rubber  supplied  from  the  unlimited  stores  of  the 
earth  with  an  equivalent  amount  of  positive  electricity,  through 
a  chain  suspended  to  it,  or  through  the  body  by  placing  the  hand 
on  the  mbber,  than  the  accumulated  positive  electricity  on  the 
conductor,  v,  is  free  to  pass  off  in  sparks  to  such  objects  as  ars, 
saflSciently  near. 

In  the  Plate  Ma-  Fio.  153. 

chine  (fig.  153),  a  flat 
plate  of  glass,  a,  is  sub- 
stituted  for  tbe  cylinder 
cinfig.  ijz.  The  axis  of 
rotation  passes  through 
the  centre  of  this  plate, 
and  the  rubbers,  b,  r, 
are  placed  on  each  side 
of  the  glass  along  a 
portion  of  its  circumfe- 
rence. It  is  not  easy 
in  this  form,  however, 
to  insulate  the  rubbers, 
and  to  obtain  negative 
dectricity  separately, 
though  it  supplies  positive  electricity  in  abundance,  p  is  the 
.prime  conductor,  insulated  by  a  glass  stem. 

(aoa)  Extemive  operation  of  Induction. — As  the  principle  of 
induction  already  explained  is  one  which  pervades  the  whole  phe- 
nomena of  electricity,  we  proceed  to  point  out  a  few  more  examples. 

Every  case  of  attraction  is  preceded  by  induction ;  the  opposed 
nirfaces  become  oppositely  electrified  by  polar  action,  after  which 
attraction  ensues.  The  following  elegant  experiment  by  Snow 
Harris  shows  the  steps  of  the  process  clearly :  Attach  to  a  circular 
disk  of  gilt  card,  a,  fig.  154,  about  three  inches  in  diameter,  one 
end  of  a  slip  of  gold  leaf,  and  by  a  rod  of  shell  lac  fasten  the  disk 
.to  a  light  strip  of  wood,  balanced  at  the  other  end  by  a  weight. 
^lupeud  this  freely  by  a  thready  as  represented  in  fig.  154  i  on 
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Fio.  154.  bringing  another  similarly  insulated  charged 

gilt  disk^  B|  near  a^  the  gold  leaf  upon  a 
will  diverge,  and  then  attraction  of  tl^  disk 
will  follow. 

Even  the  phenomena  of  electrical  repul- 
sion may  be  traced  to  induction.  If  a  pair 
of  slips  of  gilt  paper  be  insulated  and  sns* 
pended  side  by  side  aa  in  the  dectroacope^ 
they  will  diverge  when  charged ;  whilst  in 
this  condition  a  proof  plane  will  detect  no 
electricity  on  their  inner  surfaces,  but  abun- 
dance on  the  outer  ones :  induction  takes 
place  towards  surrounding  objects,  which  attract  the  leaves,  and 
they  separate  from  each  other ;  but  if  any  conducting  body  in 
communication  with  the  earth  be  introduced  between  the  two 
leaves,  induction  now  takes  place  firom  the  inner  surfiioe  of  the 
leaves  towards  it,  and  ihey  instantly  collapse.  Many  amus- 
ing electrical  experiments  have  been  contrived  upon  the  prin* 
ciple  of  induction : — ^light  figures,  placed  on  a  conducting  sur- 
face under  an  electrified  plate,  are  made  to  dance  by  alternate 
attractions  and  repulsions.  K  a  number  ot  strips  of  paper  be 
supported  in  the  centre  of  a  room,  by  attaching  them  to  a  wire 
which  is  in  connexion  with  the  conductor  of  a  powerful  machine 
in  action,  they  will  rise  up  and  diverge  in  all  directions,  towards 
the  ceiling,  the  walls,  and  the  floor,  under  the  influence  of  induc- 
tion ;  if  a  conducting  point  or  surface  be  brought  near  them,  th^ 
will  all  bend  over  and  converge  towards  it. 

(203)  Electrophorus. — The  electrophorus  of  Volta  is  an  inex- 
pensive and  portable  kind  of  electrical  machine  which  derives  its 
name  from  ^Xcicrpov,  and  ^opoc  carrying,  in  allusion  to  the 
manner  in  which  the  metal  cover  carries  electricity :  it  owes  its 

activity  to  the  operation  of  induction,  which  in- 
deed it  is  well  calculated  to  exemplify.  The  in- 
strument (fig.  155)  consists  of  a  resinous  plate,  a, 
1 2  or  15  inches  in  diameter,  which  may  be  com- 
posed of  equal  parts  of  shell  lac,  resin,  and  Venice 
turpentine,  melted  together  and  cast  into  a  circnlar 
cake  of  about  an  inch  in  thickness.  This  cake 
rests  on  a  sheet  of  tin-plate  or  metal,  t  ;  it  is  fur- 
nished with  a  moveable  cover  consisting  of  a  somewhat  smaller 
circular  metallic  plate,  m,  to  which  is  attached  an  insulating  handle. 
The  resinous  cake  is  rubbed  with  warm  and  dry  fur  or  flannel j  and 
on  then  putting  down  the  metallic  cover  by  its  .insulating  handle^  a 
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spark  of  negatiye  electricity  may  be  drawn  from  it ;  on  again  rais- 
ing it,  a  spark  still  brighter,  of  positive  electricity,  may  be  obtained. 
On  replacing  the  cover,  another  negative  spark  may  be  drawn,  and 
on  raising  it,  another  positive  one,  and  this  may  be  repeated  for 
an  indefinite  number  of  times. 

The  action  of  the  electrophoms  may  be  thus  explained.  When 
ihe  cake  is  rubbed,  it  becomes  n^atively  electrified  on  its  upper 
Bur&oe ;  the  nnder  surfitcCi  which  is  in  communication  with  the 
earth  through  the  tin  plate,  becomes,  by  induction,  positive  to  a 
similar  extent,  the  particles  of  the  cake  being  thrown  into  a  polar 
condition.  It  thus  polarizes  the  metallic  plate  on  which  it  rests, 
liberating  «negative  electricity  which  passes  off  to  the  earth,  whilst 
the  metal  preserves  a  positive  ohai^  which,  being  retained  by  in- 
duction, is  not  perceived  until  the  inductive  action  of  the  upper 
surfeuia  is  directed  to  the  metallic  cover.  If  the  metallic  cover  be 
now  brought  down  upon  the  upper  surface  of  the  cake,  it  only 
toudies  the  resin  on  a  few  points,  and  fix>m  the  inferior  conducting 
power  of  the  resin  receives  but  little  direct  n^^tive  charge  from 
the  contact;  instead  of  tliis,  the  under  suriace  of  the  metal  be- 
comes positive  by  induction  from  the  resin,  whilst  upon  its  upper 
Bur£Gu;e  a  corresponding  amount  of  n^^tive  electricity  is  set  free ; 
this  escapes  in  the  form  of  a  spark,  if  a  conductor  be  presented. 
On  raising  the  cover  after  the  escape  of  the  n^^tive  spark,  the 
^positive  electricity,  which  before  was  -attracted  to  the  lower  surface 
of  the  metallic  cover  and  held  there  by  induction,  is  in  excess,  and 
it  is  ready  to  esci^e  as  a  spark  when  a  conductor  is  presented  near 
enougk  to  it.  As  the  resin  has  lost  none  of  its  diai^,  the  pro- 
cess may  be  repeated  for  an  indefinite  number  of  times.*  If  after 
the  resinooB  cake  of  the  dectrophorus  has  been  excited  in  the 
usual  manner,  it.  be  placed  upon  an  insulating  support,  and  the 
metallic  cover  be  brought  down  upon  it  by  means  of  the  insulating 
•handle,  little  or  no  negative  electricity  will  be  obtained  frt>m  the 
u^ier  plate  on  connecting  it  with  the  ground :  but  if  a  connexion 
be  made  between  the  upper  and  under  metallic  plate  by  touching 
one  with'Cach  hand,  a  slight  shock  will  be  felt  (205),  owing  to  the 
neutralisation  of  the  positive  electricity  of  the  lower  plate  by  the 
•liberated  n^ati ve  of  the  ujqper.    On  now  raising  the  cover,  a  positive 


*  The  correctness  of  this  explanation  may  be  verified  by  substituting  for 
=ilie  meldlio  cover  a  oireular  didc  of  tinfoil  of  the  ssme  diameter,  and  pressing 
it  down  into  complete  contact  with  the  resinoos  plate ;  on  remoring  the  tin- 
foil it  will  be  found  to  have  discharged  the  resinons  plate  completely ;  and  no 
ekarge  wHl  now  be  communiealde  to  the  insulated  metallic  cover  until  the 
surface  of  the  resin  has  been  excited  anew  by  friction. 
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spark  may  be  obtained,  and  on  replacing  the  discharged  cover  npon 
the  resin,  the  same  series  of  phenomena  may  be  repeated  as  often 
as  the  operator  pleases,  without  exciting  the  resin  anew  (205). 

(204)  Spread  of  Induction. — ^A  remark^ 
able  peculiarity  in  electrical  induction   has 
yet  to  be  noticed.     When  a  charged  spherCi 
A,  is  suspended  exactly  in  the  centre  of  a 
hollow  spherical  cavity,  b,  fig.  1^6,  induction 
diminishes  in  every  direction  as   the  square 
of  the  distance ;  but  it  is  quite  otherwise  if 
the  charged   ball  be   suspended    within  the 
hollow  sphere  in  any  other  position.     If  we 
compare  radiant  heat  with  induced  electricityi 
it  will  be  found  that  the  approach  of  a  cold  body,  s,  towards  a  source 
of  radiant  heat  does  not  affect  the  radiation  to  the  objects  around, 
excepting  in  the  case  of  those  which  are  immediately  sheltered  by  its 
shadow,  as  at  b,  fig.  156  :  not  so,  however,  if  we  bring  an  uninsulated 
conductor  towards  a  body  charged  with  electricity.     The  approach 
of  such  a  conductor  concentrates  the  inductive  action  more  or  less 
completely  upon  itself,  and  to  a  corresponding  extent  withdraws 
that  action  which  was  previously  directed  towards  the  surroundingi 
but  more  distant,  envelope.     The  fewer  are  the  intervening  par- 
ticles of  the  dielectric  air  to  be  polarized,  the  higher   does  the 
polarity  rise  in  each  particle,  and  the  more  completely  is  the  in- 
duction called  off  from  more  distant  objects ;  consequently  the 
smaller  the  distance  between  the  charged  and  the  disturbing  body, 
the  more  complete  is  the  diversion.     The  polarity  of  the  interposed 
air  may  at  last  rise  so  high  that  it  can  sustain  the  tension  no 
longer,  and  a  spark  passes  between  the  two  surfaces.  The  partidea 
of  the  dielectric  are  in  a  forced  condition,  and,  like  the  coils  of  a 
spring,  tend  to  return  to  their  normal  state. 

This  important  fact  may  be  il- 
lustrated in  the  following  way.  Let 
A,  fig.  157,  represent  an  insulated 
circular  conducting  plate,  connected 
with  an  electroscope.  Give  to  the 
plate  A  a  small  positive  charge  suf- 
ficient to  cause  divergence  of  the 
leaves  of  the  electroscope ;  then  cause 
a  second  conducting  plate,  b,  which 
is  uninsulated,  to  approach  the  plate 
A.     The  leaves  of  the  electroscope 


Fig.  157. 
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will  gradnally  collapBe,  but  will  open  out  again,  when  b  is  withdrawn. 
In  this  experimeut  a  portion  of  the  positive  electricity  of  plate  b, 
equivalent  in  quantity  to  that  of  the  chained  body,  a,  paasca  o£F  to 
the  earth.  Owing  to  this  lateral  action,  if  the  plate  b  be  retained 
Tery  near  to  a,  the  plate  a  may  receive  a  considerable  amount  of 
cbai^,  by  repeated  applications  of  a  body  feebly  charged,  provided 
that  snob  body  is  &eshly  charged  between  each  contact  with  a:  by 
theae  repetitions  small  quantities  of  electricity  may  be  accumulated, 
and  rendered  evident  by  suddenly  withdrawing  the  uninsulated 
plate,  B ;  the  leaves  of  the  electroscope  dive^,  because  by  such 
withdrawal  the  whole  induction  is  directed  to  surrounding  objects 
instead  of  being  coucentrated  upon  b.  An  apparatus  of  this  kind 
has  been  called  a  condetuer,  &om  its  power  of  collecting  and 
rendering  visible,  by  repeated  contacts,  quantities  of  electricity  too 
minute  to  be  otherwise  perceptible. 

(aoj)  TAe  Leyden  Jar. — By  substituting  a  solid  dielectric, 
such  as  glass,  for  the  sheet  of  air  between  tiie  platea  a  and  b  in 
the  preceding  experiment,  a  much  higher  degree  of  induction  may 
be  obtained,  since  the  fixed  position  of  the  particles  of  the  glass 
prevents  them  from  moving  off  when  highly  charged.  In  fact,  a 
plate  of  glass  between  two  metallic  surfaces  constitutes  an  appa- 
ratus for  storing  up  electricity ;  and  is,  in  its 
simplest  form,  the  important  instrument  cde- 
brated  &om  the  place  of  its  discovery  as  the 
Leyden  jar.  Excepting  as  a  matter  of  conveni- 
ence  it  does  not  signi^  whether  the  glass  be 
flat  or  curved,  only  it  is  found  more  easy  to 
manipulate  with  jars  than  with  flat  plates.  The 
ordinary  form  of  Leyden  jar  is  represented  at  o, 
fig.  ijS.  It  consists  of  a  thin  glass  bottle, 
with  a  wide  neck.  A  coating  of  tinfoil  is 
pasted  upon  both  the  internal  surface,  i,  and 
the  outer  surface,  o,  to  within  three  or  four 
inches  of  the  neck.  The  upper  portion  of  the 
glass  is  left  free  from  conducting  matter  in  order 
to  preserve  the  insulation  of  the  two  coatings. 
A  wire,  surmounted  by  a  brass  knob,  and  sup- 
ported by  a  smooth  plug  of  dry  wood,  serves 
to  convey  the  cha^e  to  the  inner  coating,  with 
which  it  is  in  contact.  Such  a  jar  will  receive 
and  sustain  a  charge  of  much  higher  intensity  than  a  rimple  con- 
ducting soi&ce  of  brass  or  of  tinfoil  of  the  same  extent 
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A  simple  experiment  will  sufiBce  to  show  the  oorrectness  of 
this  statement.     A  single  turn  of  the  machine  will  be  sufficient  to 
cause  a  straw,  e,  fig.  158,  suspended  from  the  costre  of  the  gra- 
duated are^  and  attached  to  the  prime  conductor  of  the  miw^it^j 
p,  to  assume  its  utmost  angular  repulsion,  but  if  the  knob  of  a 
Leyden  jar,  which  need  not  expose  a  coated  surfiioe  of  an  extent 
equal  to  the  superficial  area  of  the  prime  conductor,  be  presented 
as  at  p,  it  will  take  eight  or  ten  turns  of  the  machine  to  {iroduce 
the  same  amount  of  repulsicm;  bright  sparks  will  pass  in  rapid 
succession  between  the  knob  and  the  conductor,  if  the.  two  be 
separated  by  a  small  interval,  and  on  connecting  the  two  coatingi 
of  the  jar  by  the  discharging  rod,  n  (which  is  merely  a .  jointed 
wire  terminating  in  brass  balls,  and  which  for  safety  is  insulated 
on  a  glass  handle),  the  equilibrium  is  restored  suddenly  and  com- 
pletely  with  a  loud  snap  and  a  brilliant  spark.     If  the  diachai|[e 
were  allowed  to  take  place  through  the  arms,  or  any  part  of  the 
body,  a  sudden  painful  sensation,  termed  the  electric  shock,  would 
be  experienced.     The  power  of  the  Leyden  jar  may  be  increased 
by  increasing  its  size ;  ajid  when  it  would  be  inconvenient  to  use 
jars  of  large  size,  a  similar  increase  in  power  may  be  obtained  by 
placing  a  number  of  small  jars  side  by  side  upon  a  sheet  of  tin« 
foil,  or  other  conductor,  which  connects  together  all  their  outer 
coatings,  whilst  by  means  of  wires  all  their  inner   coatings  are 
similarly  connected  with  each  other.     Such  an   arrangement  of 
jars    is    called    an  electrical  battery,  and  is    shown  at  fig.  169, 
p.  328.     If  the  jars  be  of  uniform  thickness,  the  power  of  the  bat- 
tery will  be  in  proportion  to  the  extent  of  the  coated  surface,  but 
the  intensity  of  the  charge  will  be  inversely  as  the  thidLness  of 
the  glass. 

That  the  charge  of  the  Leyden  jar  depends  upon  an  action  of 
contiguous  particles,  polarization  taking  place  across  the  dielectric, 
may  be  shown  by  taking  three  or  four  laminse  of  glass,  and  plac- 
ing them  one  above  another  between  two  metal  plates,  thus 
forming  them  into  one  compound  plate,  and  then  charging  the 
whole.  If  the  upper  plate  becomes  positively  charged,  the  lower 
one  will  become  negative,  whilst  each  intermediate  plate  becomes 
polarized,  and  thus  trausmits  the  inductive  effect. 

As  might  be  anticipated  from  this  experiment,  it  is  found  that 
the  charge  of  the  jar  does  not  reside  in  the  coatings,  which  merely 
act  as  conductors  to  favour  the  distribution  and  escape  of  the 
electricity.  K  a  jar  be  fitted  with  moveable  coatings,  and  then 
charged,  each  of  the  coatings  may  be  removed  by  a  suitable  insu- 
lating support ;  the  coatings  may  be  handled  after  such  removal ; 
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the  jar  may  then  be  replaced  in  them,  and  it  will  give  a  powerful 
spark  when  discharged  in  the  usual  manner.* 

The  following  experiments  will  elucidate  the 
action  of  the  Leyden  jar  when  in  the  process  of 
receiving  a  charge.  Let  a  jar,  a,  fig.  159,  be 
placed  upon  an  insulating  stand,  and  let  its  knob 
be  brought  near  to  the  prime  conductor,  p,  of 
an  electrical  machine  in  action ;  under  these  cir- 
cumstances it  will  be  found  to  receive  little  or 
no  charge.  Now  place  an  uninsulated  conductor, 
c,  near  its  outer  coating ;  sparks  will  pass  from 
p  to  the  knob  of  the  jar  a  ;  and  for  every  spark 
that  passes  to  the  knob  of  the  jar,  a  spark  will 
pass  from  the  outer  coating  to  the  uninsulated 
conductor  c.  If  the  jar  be  receiving  positive  electricity  from  the 
machine  upon  its  interior,  it  will  be  found  that  an  equal  quantity  of 
positive  electricity  is  disengaged  from  the  exterior.  A  second  unin* 
Bulated  jar  may  be  placed  so  as  to  receive  upon  its  knob  the  sparks 
from  the  exterior  of  the  first,  it  will  thus  become  charged  to  an  extent 
equal  to  the  charge  of  the  first  jar.  Again,  if  three  insulated  jars 
be  placed  as  in  fig.  160,  where  p  indicates  the  prime  conductor. 

Fig.  160. 


whilst  the  coating  of  the  last  jar  is  brought  near  to  a  wire,  n, 
proceeding  from  the  insulated  rubber  of  the  machine,  for  each 
spark  that  passes  from  the  conductor,  p,  a  similar  spark  will  be 
seen  to  pass  between  each  of  the  jars,  and  between  the  last  jar 
and  the  wire,  n.  In  this  way  each  jar  will  become  equally  and 
powerfully  charged,  although  both  the  machine  and  the  jars  are 
completely  insulated. 

From  the  foregoing  experiments  it  is  plain  that  a  jar  when 


*  The  jar,  if  well  dried,  will  be  found  after  this  discharge  still  to  retain  a 
polar  condition  like  the  cake  of  the  electrophoros.  After  the  discharge,  if 
the  inner  coating  be  withdrawn  by  an  insulatmg  handle,  it  will  give  off  a  posi- 
tive spark,  and,  on  replacing  the  coating,  the  cake  may  be  a  second  time  dis- 
charged ;  and  the  same  series  of  operations  may  be  repeated  several  times. 
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charged  contains  no  more  of  either  electricity  than  it  does  in  its 
neutral  condition,  but  the  distribution  of  the  two  forces  is  diffe- 
rent.    This  statement  may  be  illustrated  by  aid  of  the  diagram 

fig.  i6i  : — Let  No.  i  indicate  an 
enlarged  section  of  the  glass  ride 
of  the  jar,  the  partially  shaded 
circles  showing  its  particles  in 
the  neutral  state ;  i  representing 
the  section  of  the  inner  metallic 
coating,  and  o  a  section  of  the 
outer  coating.  Let  No.  2  be  a 
section  of  the  same  jar  when  a 
charge  of  positive  electricity  has 
been  thrown  by  the  machine 
upon  the  inner  surface,  i.  In  this  case  a  corresponding  quan- 
tity of  negative  electricity  must  have  passed  off  from  the  same 
coating  to  the  conductor  of  the  machine,  leaving  the  super- 
ficial layer  of  particles  bodily  charged  with  poritive  electricity, 
as  shown  by  the  white  circles  in  No.  2.  In  order  however 
that  this  charge  of  the  inner  layer  may  occur,  it  is  necessary 
that  the  outer  layer  be  uninsulated,  for  reasons  which  will  be 
immediately  explained.  The  two  electricities  in  No.  2  are  repre- 
sented as  being  accumulated  on  opposite  sides  of  each  of  the 
particles  composing  the  layers  intermediate  between  the  inner  and 
outer  superficial  layers  of  the  glass,  the  white  half  indicating  the 
positive  electricity,  the  black  half  the  negative.  Polarization  of 
each  particle  of  the  dielectric  glass  intervening  between  the  two 
surfaces  is  produced,  and  a  quantity  of  positive  electricity  is 
therefore  disengaged  from  the  second  surface^  which  is  exactly 
equal  to  that  distributed  by  the  inner  coating,  i,  upon  the  first ; 
but  unless  an  escape  be  afforded  for  this  excess  of  positive  elec- 
tricity fit>m  the  second  surface,  no  charge  is  received  by  the  jar, 
for  polarization  becomes  impossible,  and  no  appreciable  amount  of 
electricity  can  enter  the  jar  from  the  machine.  At  the  same  time 
that  positive  electricity  is  escaping  from  the  outer  superficial  layer 
a  corresponding  quantity  of  negative  electricity  supplies  its  place^ 
consequently  this  layer  becomes  bodily  charged  with  negative 
electricity,  as  indicated  by  the  fully  shaded  circles. 

It  thus  appears  that  the  charging  of  a  jar  with  electricity  is 
totally  different  from  the  operation  of  filling  a  bottle  with  a 
liquid ;  the  electricity  is  distributed  not  in  the  cavity  of  the 
bottle,  but  in  the  substance  of  the  glass  itself.  Indeed  it  has  been 
already  stated  that  a  flat  plate  will  answer  equally  well  with  the 


THE   LETDEN   JAR.  321 

jar,  but  the  jar,  from  its  form,  is  for  the  sake  of  convenienee  pre- 
ferred, lu  the  experiment  with  the  three  insulated  jars,  an  ex- 
planation similar  to  the  foregoing  one  may  be  given.  A  quantity 
of  positive  electricity  passes  from  the  conductor  of  the  machine 
to  the  inner  surface  of  the  first  jar.  A  corresponding  quantity  of 
the  same  kind  of  electricity  simultaneously  passes  off  from  the 
opposite  coating  into  the  next  jar,  which  in  its  turn  becomes 
similarly  polarized ;  and  so  on  in  succession,  until,  from  the  last 
jar,  a  quantity  of  positive  electricity  passes  to  the  rubber,  exactly 
sufficient  to  neutralize  the  negative  electricity  liberated  by  the 
machine,  which  is  necessarily  equivalent  to  the  positive  electricity 
accumulated  on  the  internal  surface  of  the  first  jar.  It  is  not 
necessary  that  the  last  jar  be  connected  with  the  rubber  directly, 
the  same  object  will  be  attained  by  allowing  the  discharge  to  take 
place  into  the  earth,  provided  that  the  rubber  also  be  in  conduct- 
ing communication  with  the  earth.  Although  it  is  usual  in  the 
chaining  of  a  jar  to  connect  the  internal  coating  with  the  prime 
conductor,  yet  the  jar  may  be  charged  equally  well  if  its  insulated 
external  coating  be  connected  with  the  conductor  whilst  the  inner 
coating  is  made  to  communicate  with  the  earth;  in  this  case, 
however,  the  charge  on  the  outer  surface  is  positive,  whilst  the 
inner  surface  becomes  negative. 

Each  jar  in  the  series,  fig.  i6i,  thus  receives  a  charge,  though 
only  one  has  been  placed  in  connexion  with  the  machine ;  the 
superfluous  electricity  iipon  the  outer  coating  of  the  first  having 
charged  the  second,  and  so  on.  If  the  insulations  be  good,  and 
the  glass  of  the  jars  thin,  the  last  jar  will  be  charged  very  nearly 
to  the  same  extent  as  the  first. 

When  all  the  jars  have  been  thus  charged,  all  will  be  simul- 
taneously discharged  if  the  inner  coating  of  the  first  jar  be  con- 
nected with  the  outer  coating  of  the  last;  but  although  no 
greater  amount  of  electricity  passes  between  the  two  extreme  jars 
than  would  have  passed  between  the  inner  and  outer  coating  of  a 
single  one.  Dove  has  pointed  out  the  remarkable  fact  that  the  dis- 
tance through  which  the  spark  passes  is  very  much  greater,  and 
for  equal  charges  it  is  found  to  increase  as  the  square  of  the 
number  of  jars  thus  discharged :  if  a  spark  of  one  inch  in  length 
be  obtained  with  one  jar,  with  two  jars  the  spark  would  be  4 
inches,  with  three,  9  inches,  with  four,  [6  inches,  and  so  on.  In 
practice  the  distance  is  something  less,  because,  owing  to  imper- 
fect insulation  and  to  the  resistance  of  the  glass  to  receive  a 
charge,  each  succeeding  jar  receives  a  somewhat  weaker  charge 
than  the  one  which  precedes  it. 

Y 


832  BARBIS'S    UNIT   JAR — LANB's   ILECTBOM  BTBB. 

(206)  Meamrea  of  Electricity. — It  is  upon  the  prindplea  jtut 
explained   that   Snow   Harris  has  constructed   his    Unit  jar,  for 
measuring  out  dcGtiite  quantities  of  electricity.     The  unit  jar  is  a 
miniature  Leydeu  jar  mounted  on  s 
Fio.  163.  slender  iDSuIatiog  rod  of  glass.     At- 

tf  tached  to  the  outside  of  the  jar  is  ■ 

/*^^  w^'\  v'^  terminating  in  a  ball,  a,  fig.  163, 

/  \  parallel  to  the    usual  wire    and   bill 

I  which  passes  to  the  interior ;  oia  the 

/  \  wire  connected  with  the  inside,  is  a 

A  i^^  ^''^  sliding  ball,  b — this  can  at  plea- 

^  ^^;      sure  be  brought  to  any  required  dis. 

\  tance  from  the  ball,  a,  which  is  con- 

^^^  nected    with  the  outside:    whilst  the 

■■■  unit  jar  is  becoming  charged  from  the 

^^^■il  machine  (say  that  its  outer  surface  is 

^^^HjF  rendered  positive,  as  represented  in  tJw 

^^^^  ^*  figure),  an  equal  quantity  of  positive 

electricityis  passing  off  from  the  intmoT 
along  the  wire,  tr,  attached  to  the  inside  of  the  jar,  b,  which  is  to  be 
loaded  with  a  definite  quantity  :  as  soon  as  the  chaise  in  the  nmt 
measure  rises  sufBciently  high,  it  discbat^ee  itself  between  the 
adjusted  balls,  a,  b,  without  afiTecting  the  charge  in  the  jar,  b.  A 
second  charge  is  now  given  to  the  unit  jar,  which  discharges  ita^ 
when  it  rises  to  the  same  amount  as  before :  during  each  succes- 
sive charge  of  the  unit  jar,  a  corresponding  quautity  of  positive 
electricity  passes  from  its  exterior  into  b,  so  that  by  countiDg  the 
number  of  sparks  that  pass  between  a  and  b,  the  number  of  equil 
quantities  or  arbitrary  units  which  have  been  given  to  the  jar,  b,  is 
asceitaincd.  Supposing  the  adjustment  of  the  balls,  a  and  b,  to 
remain  the  same,  the  jar  b  may  be  made  to 
receive,  for  any  number  of  times  successively, 
equal  amounts  of  electrical  charge,  by  causing  an 
*  equal  number  of  discharges  of  the  unit  jar  to  take 
place  in  each  case. 

Other  means  have  been  proposed  for  ensuring 
an  equal  accumulation  of  electricity  in  a  jar. 
r  Lan^s  dtBcharging  electrometer  is  the  simplest  of 
these.  One  form  of  the  apparatus  is  shown  in 
%■  1 53  :  its  principle  of  action  will  be  at  once 
apparent,  l  is  an  ordinary  Leydea  jar,  in  the  ball, 
A,  of  whicJi  a  hole  is  drilled  to  receive  the  brass 
pin  of  the  electrometer ;    a  bent  ghiss  arm,  h, 
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carries  upon  its  lower  extremity  a  brass  socket,  c,  through  which 
slides  an  insulated  rod  carrying  a  brass  knob  on  either  extremity : 
one  of  these  balls,  /,  can  be  placed  at  any  required  distance  from 
the  knob  of  the  Leyden  jar.  A  chain  or  wire,  w,  effects  a  com- 
munication between  the  sliding  rod  and  the  outside  of  the  jar. 
If  the  intenral,  a  /,  be  maintained  uniform,  the  jar  will  always 
require  the  same  amount  of  charge  before  the  discharge  takes 
place  between  these  two  balls,  a  and  /.  The  quantity  of  elec- 
tricity in  the  charge  is  proportioned  to  the  distance  between  the 
balls :  with  an  interval  of  half  an  inch  the  force  would  be  double 
that  required  when  the  distance  was  only  a  quarter  of  an  inch. 

The  force  of  attraction  between  two  charged  surfSaces  has  been 
measured  by  an  ingenious  modification  of  the  common  balance 
devised  by  Snow  Harris.  A  light  disk  of  gilt  wood  is  substituted, 
as    shown    in 

fig.     164,     for  Fig.  164. 

cme  of  the  pans 
of  the  balance ; 
beneath  it  is  a 
second  similar 
insulated  disk : 
the  suspended 
disk  and  the 
balance  beam, 
through  its 
support,  are 
connected  with 
the  exterior  of 
a  Leyden  jar ; 

the  lower  insulated  disk  with  the  interior  of  the  jar.  By  chai^ng 
the  Leyden  jar  with  definite  quantities  of  electricity  by  means  of 
the  unit  jar,  the  laws  which  regulate  the  attractive  force  were 
experimentally  determined.  One  or  two  of  the  more  important 
results  may  be  given  as  an  illustration  of  the  mode  of  proceeding. 

If  a 'Leyden  jar  charged  with  a  certain  quantity  of  electricity 
produce  between  the  disks  an  attractive  force  su£Bcient  to  raise  4 
grains,  it  will  when  charged  with  double  the  quantity  raise  four 
times  the  amount,  or  16  grains ;  with  three  times  the  quantity  it 
will  raise  nine  times  the  amount,  or  36  grains ;  consequently,  if  the 
extent  of  charged  surface  continue  constant,  the  attraction  increases 
as  the  square  of  the  quantity. 

When  two  equal  and  similar  jars  are  used  instead  of  one  jar, 
and  the  same  quantity,  say  ten  units,  is  distributed  over  them,  the 
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attractive  force  will  be  diminished  to  {,  and  with  three  jars  to  ^  of 
what  it  was  when  a  single  jar  was  employed.  Thus  a  quantity 
which  on  one  jar  would  raise  i8  grains,  would,  if  diflfusedovertwo 
similar  jars,  raise  only  4^  grains;  and  if  diffused  over  three,  it 
would  raise  only  2  grains.  If,  therefore,  the  quantify  remain  con- 
stant, the  attractive  force  is  inversely  as  the  squares  of  the  charged 
surfaces  of  the  jars.  When  the  distance  between  the  disks  was 
altered,  it  was  found  for  charges  of  equal  intensity,  that  the  attrac- 
tive force  varied  inversely  as  the  square  of  the  distance, — ^the  attrac- 
tive force  being  4  times  as  great  at  i  inch  as  it  was  at  2  indtes 
distance. 

(207)  Specific  Induction. — It  has  been  shown  that  the  induc- 
tion between  two  conducting  plates,  one  of  which  is  insulated 
while  the  other  communicates  with  the  earth,  is  facilitated  by 
diminishing  the  thickness  of  the  dielectric  which  separates  them, 
and  that  the  insulated  plate  is  enabled  to  receive  a  higher  amount 
of  charge  by  reducing  the  number  of  particles  of  the  dieleciric 
which  undergo  polarization.  It  is  evident  from  this  circumstance 
that  the  polarization  is  attended  with  a  certain  amount  of  resis- 
tance. Faraday  discovered  that  this  resistance  varies  in  amount 
with  the  material  of  the  dielectric  employed ;  some  substances 
becoming  polarized  more  readily  than  others.  The  relative  fiicihtj 
of  induction  through  the  different  bodies  as  compared  with  a  com- 
mon standard  constitutes  their  specific  inductive  capacity.  A  plate 
of  shell  lac,  for  example,  of  an  inch  in  thickness,  allows  inducticm 
to  take  place  across  it  twice  as  readily  as  does  an  equal  thickness 
of  atmospheric  air,  and  sulphur  with  a  facility  equal  to  that  of 
shell  lac. 

The  following  table  represents,  according  to  Snow  Harris 
(Phil,  Trans,,  1842,  170),  the  specific  inductive  power  of  various 
bodies : — 

Specific  Induction. 


Air roc 

Resin      .     .     .     .  177 

Pitch      .     .     .     .  i'8o 

Bees'- wax     .     .     .  i'86 


Glass 
Sulphur 
Shell  lac 


1*90 
195 


The  fundamental  fact  may  be  shown  by  the  following  simple 
experiment  (fig.  165).  About  i\  inch  above  the  cap  of  a  gold 
leaf  electroscope  suspend  an  insulated  disk  of  metal,  and  commu- 
nicate a  small  charge  to  the  insulated  disk ;  the  gold  leaves  imme- 
diately diverge  by  induction.  Between  the  disk  and  the  electro- 
aoope  substitute  for  the  dielectric  air,  a  body  the  specific  induction 


srmcinc  ntBrcnov. 

id  is  gfe«t0  tiun  that  of  air,  toA,  ^ to-  >fij- 

:ampl^  aa  a  plate  of  sbdl  lac,  a,  an 

in  thkkneai,  and  mouDted  oa  an  in- 

BC  handle;  the  leaTci  ^11  immedi- 

diTcrge  nme  widely,  becanae  indoe- 

towarda  the  nutmment  takes  pJbce 

freely;  <n  lemonng  the  chell  lac 
iares  of  the  dectracope  retain  to 
origiaal  divergence.  The  efect  is  pre- 
'  aimilar  to  that  which  would  be  pro- 
I  by  bringing  the  charged  plate  nearer 
le  electroacope  in  air.  Similar  phe- 
ma  occur  if  a  man  of  aolfAnr  or  of  ' 

be  mbstitated  (at  the  shell  lac. 
n  good  eondoctors  no  such  polaiixation  can  be  traced,  and  in 
rfect  condoctoTB,  nich  as  spermaceti,  the  results  become  in- 
ict. 

¥ith  gaseoos  bodies  no  difference  in  specific  indoctire  power 
md  to  ecst :  it  is  remarkable  that  the  chemical  nature  of  the 
laa  no  infloenoe ;  all  gases  having  the  same  inductive  capatuty 
mmon  air.     No  variation  in  temperature,  in  density,  in  dry- 

or  in  moisture,  produces  any  change  in  this  respect.     The 
ratns    with  wluch  Faraday  investigated 
I  carious  phenomeDA  was  a  kind  of  Ley-  ^i°- 1^- 

pbial  (fig.  i66],  consisting  of  two  con- 
ic m^allic  spheres,  a  a,  insulated  from 

other  by  a  stem  of  shell  lac,  b.  Any 
etric  could  in  succession  be  placed  be- 
n  the  spheres,  whether  the  aubject  of 
riment  were  solid,  liquid,  or  aeriform,  as 
mnecting  it  with  the  air-pnmp  by  means 
le  stop-cock,  8,  it  could  be  exhaosted,  and 
interva]  filled  with  auy  gaseous  medium, 

the  same  facility  aa  with  a  liquid  {Phil. 
u.,  1838,  p.  9).  Two  of  these  jars  having 
.  prepared,  a  charge  was  given  to  one 
lem,  after  it  had  been  filled  with  the  body 
ndnctive  capacity  of  which  was  to  be  deter- 
nI,  and  the  charge  was  then  divided  with 
second  similar  apparatus,  in  which  the  in- 
il  between  the  spheres  was  only  filled  with  f 

The  intensity  of  the  diai^  in  each  case 
measured  by  means  of  a  oairier  ball  and  Coulomb's  electrometer. 
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(208)  Various  Modes  of  Discharge, — ^We  pass  on  now  to  con- 
sider the  different  modes  in  which  the  electric  equilibrium  is  re« 
stored  after  it  has  been  disturbed ;  this  restoration  may  be  effected 
in  one  of  three  ways,  for  the  excited  body  may  be  discharged  either 
by  conduction,  by  disruption^  or  by  convection. 

(209)  Conduction, — When  a  charged  Leyden  jar  is  discharged 
in  the  usual  way  through  a  discharging  rod^  the  electricity  passes 
quietly  through  the  wire  of  the  discharger  by  conduction^  but  tra- 
verses the  interposed  air  by  disruption,  in  the  form  of  a  spark 
attended  with  noise. 

All  bodies,  shell  lac  and  glass  not  excepted,  possess  a  certain 
amount  of  conducting  power,  which  gives  rise  to  the  phenomenon 
termed  the  residual  charge  of  a  jar,  or  battery.  If  a  jar  be  charged 
strongly,  and  allowed  to  remain  undisturbed  for  a  few  minutes,  and 
then  be  discharged,  a  slight  apparent  renewal  of  the  charge  will  take 
place,  and  a  second  smaller  spark  may  be  obtained  from  it.  This 
Faraday  considers  to  be  due  to  the  penetration  by  conduction  of  a 
portion  of  the  charge  into  the  substance  of  the  dielectric.  Each 
surface  of  the  glass  acquires  a  weak  charge,  one  of  positive,  the 
other  of  negative  electricity;  but  as  soon  as  the  constraining 
power  which  caused  this  penetration  of  the  electricity  is  removed, 
it  returns  towards  the  nearest  surface  and  produces  the  slight  re- 
charge, or  residual  charge. 

As  no  bodies  are  perfect  insulators,  so  none  are  perfect  con- 
ductors, for  even  the  metals  offer  a  certain  measurable  resistance 
to  the  transmission  of  electricity.     The  following  experiment  will 

serve  to  illustrate  this  point 
Charge  a  large  Leyden  jar  (fig. 
167),  and  arrange  a  metallic 
wire,  w,  50  or  icx>  feet  in 
length,  so  as  to  act  the  part  of 
a  discharger ;  at  the  same  time 
open  a  short  path  for  the  dis- 
charge to  the  outer  coating,  by 
bringing  the  balls  a  and  b  with- 
in a  short  distance  of  each 
other.  Under  this  arrangement,  a  portion  of  the  electricity  takes 
the  shorter  course  from  a  to  b,  and  overcomes  the  high  resistance 
of  the  stratum  of  air  interposed  between  the  balls,  owing  to  the 
resistance  experienced  by  the  discharge  to  its  passage  along  the 
continuous  conducting  wire,  w. 

This  resistance,  even  in  good  conductors,  often  occasions  the 
spark  to  pass  between  two  contiguous  conductors^  and  produces 
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has    been  ^^^-  ^^- 

called  the  lateral 
spark,  which  can 
be  elicited^  even 
if  the  conduct- 
ors snbeequently 
unite  below. 

Thus,  in  fig.  168, 

at  the  moment  a  spark  passes  firom  p  to  the  ball,  a,  a  minute  spark 
will  be  seen  to  pass  between  the  wire  and  the  loop,  b,  if  they  be 
sufficiently  near  each  other.  This  lateral  spark  may  acquire  suffi- 
cient power  to  ignite  gunpowder  or  other  combustible  matter. 
In  tact,  momentary  as  is  the  duration  of  the  discharge,  induction 
takes  place  towards  all  surrounding  objects  whilst  electricity  is  in 
motion,  as  well  as  when  it  is  at  rest. 

If  in  a  darkened  room  a  thin  insulated  wire  be  made  to  ter- 
niinate  at  each  extremity  in  a  metallic  ball,  and  on  one  ball  lai^ 
sparks  be  thrown,  whilst  firom  the  other  ball  the  sparks  are  allowed 
to  pass  off  to  some  contiguous  conductori  the  air  will  be  seen  to 
become  feebly  luminous  firom  induction  along  the  whole  course  of 
the  wire  every  time  that  a  spark  passes. 

(209  a)  Development  of  Heat. — The  passage  of  electricity 
through  conductors  is  attended  with  evolution  of  heat,  the  amount 
of  which  is  inversely  as  the  conducting  power.  Snow  Harris 
(Phil.  Trans.,  1827,  21),  by  means  of  an  air  thermometer  with  a 
large  bulb,  across  which  were  passed  in  succession  wires  of  difie- 
rent  metals  but  of  equal  length  and  thickness,  found  that  when 
equal  quantities  of  electricity  were  discharged  through  these  \«'ires, 
the  heating  effects  were  as  follows.  The  metals  which  stand  first 
on  the  hst  are  the  best  conductors,  and  they  emit  the  least  heat : — 


Development  of  Heat  in  Metals  by  Electricity. 

Copper 6 

Silver       .... 

Gold 

Zinc 

Platinum 

Iron 

Tm 

Lead 


6 

Alloys. 

6 

Brass 

=   18 

9 

Gold  3,  Copper  i 

=  «5 

18 

Gold  1,  Copper  3     . 

=   >5 

30 

Gold  3,  Silver  1 

=  ^5 

30 

Tin  I,  Lead  i     .     . 

•  =  54 

36 

Tin  J,  Copper  8 

.  =  18 

^^ 

It  will  be  seen  that  by  alloying  the  metals  with  each  other, 
the  conducting  power  is  often  greatly  reduced.     Great  care  should 


828  LBTDEN    BATTSET. 

therefore  be  taken  to  eDsore  the  purify  of  the  metals  in  eqieri- 
ments  of  this  nature. 

If  different  quantities  of  electridty  be  transmitted  thnmgli 
the  same  wire,  it  is  fonnd  that  the  rise  of  temperature  is  propoi. 
tional  to  the  square  of  the  quantity  transmitted  in  equal  times : 
thus,  if  the  thermometer,  with  a  given  chaise,  rise  10°,  a  chai^  of 
twice  the  power  will  raise  it  four  times  as  much,  or  40°. 

By  sufficiently  reducing  the  thickness  of  the  conductor  at  one 
part  of  the  circuit,  the  heat  may  be  raised  eo  far  as  to  faae  the 
wire,  or  even  to  convert  it  into  vapour. 

The  amount  of  electricity  required  to  produce  this  effect,  iriien 
measured  by  a  unit  jar,  is  found  to  be  equally  powerful  whether 
it  be  diffused  over  a  large  or  a  small  sur&ce ;  the  intenaiiy  [t.  e. 
quantity  which  passes  through  a  given  space  in  a  given  time)  ii 
the  same  in  the  wire  in  both  cases,  though  the  intensity  of  the 
charge  on  equal  surfaces  of  the  jar  is  very  different.  Where 
large  quantities  of  electricity  are  needed,  a  corresponding  extent 
of  coated  surface  is  requisite ;  this  may  be  obtained  either  by  em- 
ploying a  single  jar  of  Urge  dimensions,  or  several  smaller  ones, 
the  inner  surfaces  of  which  are  connected  by  wires,  and  the  outer 
surfaces  likewise  united  by  placing  them  upon  a  sheet  of  tinfoil, 
or  on  a  metallic  tray.  By  dischai^ing  aach  a  battery  through 
thin  metallic  wires — of  silver,  steel,  platinum,  or  coj:i>er,  for  in- 
stance— they  will  be  fused  and  dispersed, 

Fia.  169.  Th^  arrangement  re- 

presented in  fig.  169, 
shows  one  method  of  em- 
ploying sncfa  a  batteiy 
for  the  deSagration  of 
metallic  wires  :  nine  jan 
are  in  this  case  repre- 
sented ;  they  are  enclosed 
in  a  wooden  case,  b,  and 
,  rest  on  tinfoil,  which  com- 
municates with  the  eartii 
'  through  the  chain  c. 
Tbe  battery  is  charged 
firom  the  prime  con- 
ductor T.  Tbe  internal  coatings  of  all  the  jars  are  connected  by 
cross  wires.  In  order  to  direct  the  discharge  of  the  battery,  a 
wire  passes  from  its  inner  coating  to  the  insulated  upper  arm,/, 
of  the  dischaiger  a,  a  second  wire  passes  &om  the  ball  b,  to  one 
of  the  insulated  wires  on  the  stand  of  the  uaaxrtat  ditcharger  d. 


file  wire  fiv  Ali^nrHin,  w,  is  fustcDod  tti  a  csnl  vUdi  is  abo 
sappoffted  cm  mixtdettuid  iwgilatpd  brgjass;  mud  die  OMiimiiBicft* 
tioQ  with  die  frtrmal  ooaxb^  of  the  bttterr  is  ocmtiQiMd  bv  a 
wire  connected  wish  the  other  fn^hxed  snppcNrt  of  the  nniposil 
dinchaiger  d;  thus  the  conducting  oommonication  is  complete 
with  the  exception  of  the  inteml  between  m  and  k,  \llien  the 
batteiy  is  adeqnat^  diai)ged,  the  lerer  /  is  withdrawn,  the  ball  m 
and  its  attadied  wire  are  thus  released,  and  fidl  throcigfa  a  hole  in 
the  metallic  mimf,  whidi  is  cnnnertrd  with  the  inner  coatings  and 
the  drcait  is  competed  when  the  baDs  m  and  i  come  into  contact. 

It  mnst  be  observed  that  in  all  cases  of  conduction  the  diaige 
passes  through  the  whole  thidmess  of  the  rod  or  wire,  and  is  not 
confined  to  its  suifiMse :  it  there&xe  makes  no  diflfisrence  whether 
the  metal  is  in  the  form  of  wire,  or  is  extended  over  a  laige  suifiice 
as  leaf.  The  induction  at  any  part  of  the  wire  daring  the  dis- 
charge is  mainly  from  one  transrose  section  of  the  wire  to  the  con« 
tiguoua  section  that  immediately  precedes  and  that  follows  it. 

The  dispersion  of  the  conductor  by  the  passage  of  high  chaiges 
of  electricity  leads  us  to  consider  next  what  Faraday  terms  the 
dumptive  dischaige. 

(210)  Duruptive  Discharge. — This  mode  of  discharge  is  at- 
tended by  sudden  and  forcible  separation  of  the  particles  of  the 
medium  through  which  it  occurs ;  and  it  is  attended  with  extrica- 
tion of  light  and  heat.  It  is  best  seen  between  two  conductors 
separated  by  a  dielectric,  such  as  two  metallic  balls  in  air.  In 
diese  cases,  when  a  sudden  bright  spark  passes,  the  discharge  is  as 
complete  as  if  it  had  been  effected  by  direct  metallic  communica- 
tion. The  particles  of  the  intervening  dielectric  are  brought  up  to 
a  highly  polarised  state,  until  at  length  the  tension  on  one  particle 
rising  higher  than  the  rest,  and  exceeding  that  which  it  can  sus- 
tain, it  breaks  down ;  the  balance  of  induction  is  thus  destroyed, 
and  the  discharge  is  completed  in  the  line  of  least  resistance. 

In  all  these  cases,  portions  of  the  solid  conductors  aro  de- 
tached, and  by  their  ignition  increase  the  brilliancy  of  the  spark. 
This  transfer  of  material  particles  by  the  spark  is  easily  proved, 
for  if  sparks  be  caused  to  pass  between  a  gold  and  a  silver  ball^ 
the  surfece  of  the  gold  becomes  studded  with  particles  of  silver, 
and  vice  versd.  If  an  iron  chain  be  laid  on  a  sheet  of  white 
paper,  and  a  powerful  discharge  be  sent  through  it,  each  link  will 
leave  upon  the  paper  a  stain,  arising  from  the  portions  of  the 
metal  which  have  been  detached ;  and  if  the  discharge  be  effected 
over  a  plate  of  glass,  particles  of  the  metal  are  frequently  forced 
into  it.     The  experiment  may  be  varied  by  suspendmg  the  chain 
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in  a  dark  room,  and  passing  the  discharge  through 
deflagration  of  the  iron  will  be  seen  at  each  link. 

Sparks  attended  with  disruption  may  also  take  ] 
midst  of  liquid  dielectrics.  More  rarely  disruption  iri 
of  the  discharge  occurs  in  solids ;  occasionally  this  is 
in  the  Lejdea  jar  itself,  the  tension  upon  the  glass  n 
rising  so  high  that  the  glass  is  perforated.  Across  1 
discharge  always  afterwards  occurs ;  so  that  no  effecti' 
a  battery  can  be  maintained  till  the  cracked  jar  is  rem 
disruption  of  glass  may  be  produced  at  pleasure  by  be 
so  that  its  point  may  press  against  the  side  of  a  t\] 
vessel  filled  with  some  liquid  dielectric,  such  as  oli 
charging  the  wire  from  the  prime  conductor,  and  apj 
to  the  outside  of  the  tube  opposite  the  end  of  the  i 
passes,  and  a  minute  perforation  is  produced. 

Great  expansion  of  the  air  occurs  from  the  heat 
the  moment  of  the  dischai^,  as  is  shown  in  the  fol 
riments.  Paste  a  strip  of  tinfoil  on  glass,  cutting  i 
two  or  three  places  with  a  knife ;  place  a  few  wafers  oi 
bodies  over  the  interrupted  points,  then  dischai^  a 
the  tinfoil,  and  the  wafers  will  be  immediately  sea 
directions.  If  a  card  or  half  quire  of  paper  be  placed 
tion  of  its  thickness  in  the  track  of  the  discha]^,  the 
paper  will  be  burst  outwards  on  both  sides. 

Many  pleasing  experiments  may  be  made  by  ca 
cession  of  discharges  to  occur  through  such  inter 
ductors :  a  beautiful  display  of  the  electric  light  may 
bibited  in  a  darkened  room. 

(an)  Velocity  of  Discharge. — Of  the  velocity  t 
discharge  some  notion  may  be  formed  from  the  brief 
its  light,  which  cannot  illuminate  any  moving  object 
cessive  positions,  however  rapid  its  motion.  If  a  whe 
into  rapid  rotation  on  its  axis,  none  of  its  qwkes  will 
daylight,  but  if  the  revolving  wheel  be  lUuminated  ii 
room  by  the  discharge  of  a  Leyden  jar,  every  part  c 
rendered  as  distinctly  visible  as  though  it  were  at 
similar  manner,  the  trees  even  when  a^tated  by  tl 
violent  storm,  if  illuminated  at  night  by  a  flash  of  li 
pear  to  be  absolutely  motionless. 

By  a  very  ingenious  application  of  this  principle 
haa  shown  that  the  duration  of  the  spark  is  less  t] 
millionth  part  of  a  second.  The  apparatus  is  the  ss 
ciple  as  the  revolving  wheel. 
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Bj  a  modification  of  the  apparatus,  'Wheatstone  was  also 
enabled  to  measure  the  velocity  with  which  the  discharge  of  a 
Leyden  jar  was  transmitted  through  an  insulated  copper  wire. 
He  eatiinated  the  rate  of  its  passive  at  288,000  miles  in  a  secoad 
(PAt/.  TVatu.,  1834,  p.  589).  For  this  purpose  he  employed  an 
insolated  copper  wire  about  half  a  mile  long,  through  which  a 
Leyden  jar  was  discharged.  This  iusulated  circuit  was  inter- 
mpted  at  three  points ;  one  of  these  interruptions  was  within  a 
few  feet  of  the  iuner  coatiug  of  the  Leyden  jar ;  the  second  was 
in  the  middle  of  the  wire,  and  the  third  within  a  few  feet  of  the 
outer  coating  of  the  jar.  The  parts  of  the  wire  at  which  these 
three  breaks  in  the  circuit  occurred  were  all  arranged  side  by  side 
on  an  insulated  disk,  so  that  the  three  sparks  could  be  seen 
umnltaneously.     In  fig.  170  a  wire  is  represented  as  proceeding 

Fio.  170. 


from  the  knob  of  the  jar  to  an  insulated  rod ;  when  the  charge 
attains  a  certain  intensity,  a  spark  passes  between  this  rod  and  a 
small  knob  attached  to  the  axis  of  the  revolving  mirror,  ro .-  to 
one  extremity  of  this  axis,  the  wire  which  passes  to  the  outer 
coating  is  fastened  j  but  the  discharge  is  made  to  traverse  the 
whole  length  of  the  two  intervening  long  contorted  portions  of 
wire,  before  it  reaches  the  outside  of  the  jar.  The  three  sparks, 
if  viewed  by  the  naked  eye,  appear  to  be  simultaneous,  If 
viewed  through  the  glass  plate,  e,  in  a  small  steel  mirror,  m,  to 
which  is  ^ven  a  regulated  but  extremely  rapid  revolving  motitm 
on  an  axis  parallel  to  its  surface,  the  sparks  appear  no  longer  as 
dots  of  light  in  the  same  horizontal  line,  but  present  the  appear- 
ance of  three  bright  lines  of  equal  length.  The  two  outer  ones 
commence  and  terminate  in  the  same  horizontal  line,  but  the 
middle  one  occurs  later  than  the  other  two,  and  the  angular  posi- 
tion of  the  mirror  has  had  time  slightly  to  advance  before  the 
middle  spark  appears,  which  consequently  exhibits  an  image 
■lightly  displaced.     As  the  velocity  of  rotation  of  the  mirror  is 
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recorded  by  the  register^  by  and  the  amount  of  this  angular  devia- 
tion of  the  image  of  the  central  spark  is  easily  ascertained,  the  re- 
tardation of  the  discharge  by  the  copper  wire,  or,  in  other  words, 
the  velocity  with  which  it  travels  along  it,  can  be  estimated. 

This  experiment  has  another  important  signification,  to  which 
due  weight  appears  hardly  to  have  been  given;  for  it  affords  a 
convincing  proof  of  simultaneous  action  and  reaction  in  the  opera- 
tions of  electricity,  and  of  its  existence  as  a  duplicate  force :  at  the 
same  moment  that  a  positive  influence  leaves  the  inner  coating,  an 
equal  amount  of  negative  influence  leaves  the  outer  coating,  and 
these  two  neutralize  each  other  at  the  central  point  of  the  con- 
ductor, after  the  lapse  of  an  extremely  minute  but  still  appreciable 
interval  of  time.  It  appears  firom  this  experiment  that  Franklin's 
theory  (197),  though  in  many  cases  a  simple  and  convenient  mode 
of  explaining  facts,  is  not  the  true  representation  of  the  phenomena. 
The  theory  of  two  fluids,  or  rather  of  two  forces  acting  in  opposite 
directions,  seems  by  this  experiment  to  be  demonstrated. 

The  velocity  of  the  electric  discharge  is,  however,  found  to  vary 
with  the  intensity  of  the  charge,  and  with  the  nature  of  the  con- 
ducting medium  (Faraday,  PhU.  Mag.,  March,  1854).  The  dura- 
tion  of  the  discharge  may  be  prolonged  by  causing  it  to  take  place 
through  bodies  of  inferior  conducting  powers.  A  charge  of  a 
given  amount,  if  transmitted  slowly,  by  the  prolonged  period 
through  which  its  heating  powers  can  be  applied  to  a  combustible, 
may  be  made  to  ignite  bodies,  which  the  same  charge  more  quickly 
transmitted  would  only  have  dispersed: — thus,  if  two  metallic 
wires  be  brought  within  an  eighth  of  an  inch  of  each  other,  and 
if  a  little  loose  gunpowder  be  placed  over  the  interval,  the  powder 
will  simply  be  dispersed  if  the  charge  of  a  Leyden  jar  be  sent 
through  the  wires ;  but  if  a  few  inches  of  wet  string  be  interposed 
in  any  part  of  the  circuit,  the  discharge  will  be  prolonged  sufliciently 
to  fire  the  powder, 

(212)  Striking  Distance, — In  air,  whatever  be  its  density,  the 
same  amount  of  charge  produces,  ceteris  paribus,  induction  to  the 
same  extent.  But  the  distance  through  which  the  discharge  of 
equal  quantities  of  electricity  takes  place  in  the  same  gaseous 
medium,  varies  inversely  as  the  pressure.  This  might  be  anticipated, 
since  under  a  double  pressure  double  the  number  of  particles  of 
air  would  exist  in  the  same  space,  and  the  polarity  would  therefore 
be  transmitted  through  double  the  quantity  of  insulating  matter : — 
thus,  if  a  given  charge  in  air  of  ordinary  density  pass  as  a  spark  at 
2  inches,  at  double  the  usual  pressure  the  striking  distance  would 
be  reduced  to  i  inch;  at  a  pressure  of  one  half  it  would  be  in- 
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creased  to  4  inches ;  at  one  quarter,  to  8  inches^  and  so  on,  until 
m  vacuo  it  would  pass  through  an  unlimited  distance.  K  the 
density  of  the  air  continue  constant,  it  is  found  that  the  striking 
distance  varies  directly  as  the  intensity  of  the  charge.  For  example : 
if  with  a  certain  charge  the  striking  distance  be  i  inch,  a  double 
charge  will  discharge  itself  through  2  inches,  a  threefold  charge 
through  three  inches  (Harris).  For  equal  quantities  of  electricity 
the  striking  distance  is  inversely  as  the  extent  of  chained  surface ; 
thus,  when  a  single  jar  is  charged  with  a  quantity  of  electricity 
sufficient  to  produce  a  discharge  at  i^ths  of  an  inch,  on  employing  2 
similar  jars  with  the  same  quantity,  the  striking  distance  is  reduced 
to  -fV^lis>  ^^^  ^i^h  3  similar  jars  to  1^0 ths  of  an  inch.  For  equal 
charges,  the  striking  distance,  however,  varies  in  different  gases, 
independently  of  their  relative  density,  so  that  each  gas  has  a 
specific  insulating  power.  Hydrochloric  acid  has  twice  the  insu- 
lating power  of  common  air,  and  three  times  that  of  hydrogen  of 
equal  elasticity.  This  is  in  striking  contrast  to  the  equality  of 
inductive  capacity  in  all  gases. 

This  inequality  of  insulating  power 
was  proved  by  Faraday  by  opening  to 
the  same  chai^  two  separate  paths, 
one  of  them  through  air,  the  other 
through  a  receiver  filled  with  the  gas' 
which  was  to  form  the  subject  of  the 
experiment,  as  shown  in  fig.  171.  The 
distances  between  the  balls  were  varied 
until  the  discharge  took  place  with 
equal  facility  in  both  receivers;  the 
same  charge  was  thus  found  to  traverse 
double  the  distauce  in  air  that  it  did  in  hydrochloric  acid. 

Rarefaction  of  air,  whether  effected  by  heat  or  by  mechanical 
means,  equally  favours  the  electric  discharge.  A  jar  may  conse- 
quently be  discharged  through  several  inches  of  a  common  flame, 
in  which  the  air  is  rarefied  by  heat  to  nearly  six  times  its  ordinary 
bulk,  the  temperature  of  flame  according  to  BecquerePs  experi- 
ments being  nearly  2200^  F.  A  flame  also  acts  by  its  pointed 
form  in  dissipating  a  charge  with  great  rapidity,  and  its  proximity 
should  be  avoided  in  exact  experiments. 

Dissipation  of  the  electric  charge  in  dry  air  according  to  Mat- 
teucci  is  not  increased  by  agitation  of  the  air.  And  if  the  gases 
are  all  perfectly  dry,  and  at  the  same  temperature  and  pressure,  the 
dissipation  of  the  charge  takes  place  with  equal  rapidity  in  air,  in 
carbonic  acid,  and  in  hydrogen.     As  the  temperature  rises,  the 
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dissipation  of  the  charge  increases  in  rapidity^  the  loss  of  the 
chaise  being  twice  as  rapid  at  64^  as  at  32^  F.  If  the  density  of  the 
air  be  reduced,  the  intensity  of  the  charge  which  an  insulated  body 
will  retain  is  reduced  also^  but  the  dissipation  of  the  charge  is  very 
much  diminished.  Matteucci  founds  when  an  electroscope,  feebly 
charged,  was  placed  in  a  receiver,  exhausted  till  the  pressure  was 
reduced  to  0*118  inch  of  mercury,  that  the  divergence  remained 
unaltered  after  a  lapse  of  two  days. 

The  form  and  size  of  the  spark  depend  upon  the  shape  of  the 
discharging  surfaces  almost  as  much  as  upon  the  intensity  of  the 
charge.  Between  the  rounded  parts  of  the  prime  conductor  and  a 
large  uninsulated  metallic  ball  dense  brilliant  sparks  pass ;  whilst 
if  the  same  ball  be  presented  to  a  wire  which  projects  three  at 
four  inches  from  the  conductor,  and  which  terminates  in  a  ball  an 
inch  in  diameter,  a  long,  forked,  and  often  branching  spark,  resem- 
bling a  miniature  flash  of  lightning,  will  be  obtained. 

When  disruptive  discharge  occurs  between  a  good  conductor 
of  limited  surface  and  a  bad  one  which  ei poses  a  larger  sur&ce,  an 
intermitting  and  dilute  spark  or  brush  passes,  which,  when  it  occurs 
in  air,  consists  of  a  rapid  succession  of  discharges  to  the  particles  of 
air  around ;  such  a  brush  has  a  bright  root  with  pale  ramifications, 
attended  with  a  quivering  motion  and  a  subdued  roaring  noise. 
Such  brushes  are  well  seen  when,  the  machine  being  in  powerful 
action,  the  conductor  is  made  to  discharge  itself  into  the  air  by 
means  of  a  blunt  rod  which  projects  from  it.  The  brush  is  lai^gest 
from  a  vitreously  charged  surface,  such  as  the  prime  conductor  of 
the  machine.  From  a  negatively  charged  surface  this  discharge 
occurs  at  a  lower  tension,  and  more  resembles  a  bright  point  or 
star  of  light.  The  formation  of  brushes  is  facilitated  by  rarefying 
the  air  around  the  charged  points. 

Some  remarkable  difierences  have  been  observed  between  the 
positive  and  the  negative  spark :  for  equal  intensity  of  charge  the 
striking  distance,  between  a  good  conductor  positively  charged  and 
an  inferior  conductor,  is  greater  in  air  than  from  the  same  conductor 
negatively  charged,  as  may  be  seen  in  using  the  electrophorus.  The 
greater  facility  with  which  positive  electricity  traverses  the  air  may 
also  be  shown  in  the  following  manner : — Colour  a  card  with  vermi- 
lion ;  unscrew  the  balls,  a,  b,  from  the  discharger,  fig.  169,  and  place 
the  points  on  opposite  sides  of  the  card,  one  about  half  an  inch  above 
the  other;  discharge  a  large  jar  through  the  card.  It  will  be  perfo- 
rated opposite  the  wire  attached  to  the  negative  coating,  and  an  irre- 
gular dark  line  of  reduced  mercury  will  be  found  extending  on  the 
positive  side  to  the  point  of  the  positive  wire.     If  the  experiment 
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be  nude  M  Mci»,  tlie  pofionOian  wfll  be  foond  midwmj  between  the 
two  wixes.  Hie  dwrinrticm  bei»eeu  positifie  and  negmdfe  ekctiicitT 
18  also  beantifoDT  shown  by  what  are  termed  lichtenbei^s 
figoies,  whidi  may  be  obtained  as  follows : — ^Diy  a  glass  plate,  and 
dnw  lines  on  it  with  the  knob  of  a  poadrdy  charged  jar,  then 
sift  orer  the  plate  a  mirtnre  of  SQ^»hnr  and  minium  in  fine  powder ; 
oa  inverting  the  plate  the  mininm  will  &11  off  and  leave  traces  of 
tiie  lines  in  snlphnr.  If  the  experiment  be  made  with  a  jar  nega- 
tively diarged,  the  miniom  will  adhere  to  the  traoes^  whilst  the 
sn^hnr  will  &11  off.  The  explanation  is  very  simple :  by  the  firic- 
ticm  in  sifting^  the  solphor  becomes  negatively,  the  red  lead  positivdy 
dectiic,  and  thos  the  snlphnr  attaches  itself  to  the  positively 
dectrified  lines  npon  the  glass,  and  the  minium  to  the  negatively 
dectrified  lines,  in  accordance  with  the  usual  law  of  dectric  attrac- 
tion. The  experiment  may  also  be  varied  in  the  following  way  : — 
Take  two  circular  trays  of  tin-plate  half  an  inch  deep  and  la  or 
14  inches  in  diameter,  fill  them  with  melted  resin  and  allow  them 
to  cool ;  cause  sparks  of  positive  dectricity  to  Cedl  in  8  or  10  places 
upon  one  plate,  and  sparks  of  n^ative  electricity  in  like  manner 
over  the  other;  on  nfting  a  little  brickdust  over  the  two  plates, 
the  dry  powder  will  assume  the  appearance  of  brushes  over  the  plate 
dectrified  positively,  and  of  oval  or  circular  patches  upon  the  n^a- 
tivdy  exdted  plate. 

The  colour,  light,  and  sound  of  the  dectric  spark  and  brush 
vary  in  different  gases,  the  brush  being  larger  and  more  beautiful 
in  nitrogen  than  in  any  other  gas,  and  its  colour  is  purple  or 
bluish.  The  sparks  in  oxygen  are  whiter  than  in  air,  but  less 
brilliant.  In  hydrc^en  they  are  of  a  fine  crimson  colour.  In 
coal  gas  they  are  sometimes  green  and  sometimes  red ;  occasionally 
both  colours  are  seen  in  different  portions  of  the  same  spark.  In 
carbonic  acid  the  sparks  resemble  those  taken  in  air,  but  they  are 
more  irr^ular  and  pass  more  freely. 

(213)  Convection. — ^With  a  feebler  charge  the  sonorous  brush 
is  replaced  by  a  quiet  glow,  attended  in  this  case  with  a  continuous 
dispersion  of  the  charge.  The  process  of  disruptive  discharge 
thus  gradually  passes  into  the  third  method — viz.,  that  by  convection. 
When  the  glow  is  produced,  a  current  of  air,  the  partides  of  which 
are  individually  charged,  passes  from  the  charging  surface.  The 
course  of  this  current  may  be  exhibited  by  its  action  on  the  flame 
of  a  taper,  which  will  often  be  extinguished  if  brought  near  an 
electrified  point  which  is  connected  with  the  machine  in  action ; 
and  light  models  may  be  set  in  motion  by  it.  If  the  production 
of  the  current  firom  the  point  be  prevented,  as  by  shdtering  the 
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pointed  wire  in  a  varnished  glass  tube^  the  brush  or  glow  may  be 
converted  into  a  series  of  small  sparks.  These  currents  may  take 
place  in  liquid  dielectrics  as  well  as  in  gaseous  ones.  Let  a  jnece 
of  sealing-wax  be  fixed  on  the  end  of  a  wire  and  attached  to  the 
conductor  of  a  machine  in  action  ;  if  it  be  softened  by  the  appH* 
cation  of  the  flame  of  a  spirit  lamp^  it  will  be  thrown  off  in  fila- 
ments  towards  a  sheet  of  paper  held  near  it.  Solid  insulated  par- 
ticles may  also  be  the  medium  of  convective  dischai^e,  as  is  sees 
when  pith  balls  or  other  light  substances  are  attracted  and  repelled 
by  electrified  objects ;  and  in  delicate  experiments  even  the  par* 
tides  of  dust  floating  in  the  atmosphere  are  not  without  effect  in 
charging  or  discharging  the  apparatus  employed. 

The  process  of  convection  assumes  considerable  importance  in 
the  phenomena  of  voltaic  electricity,  where  it  is  intimately  con* 
nected  with  chemical  decomposition.      (246  et  seq.) 

(2 14)  Other  Sources  of  Electricity, — Hitherto  we  have  limited 
our  attention  to  cases  in  which  electricity  is  excited  by  the  friction 
of  dissimilar  substances.  The  development  of  electricity  by  firiction 
is,  however,  but  a  special  case  of  a  much  more  general  law,  for  it 
has  been  found  that,  whenever  molecular  equilibrium  is  disturbed, 
a  concomitant  development  of  electricity  takes  place.  The  follow- 
ing instances  will  exhibit  the  variety  of  circumstances  under  which 
this  observation  has  been  made.  The  mere  compression  of  many 
crystallized  bodies  is  attended  by  electric  action  :  a  rhombohedron 
of  Iceland  spar,  if  compressed  by  the  fingers,  exhibits  this  pecu- 
liarity. It  is  also  found  that  all  bodies  that  have  been  pressed 
together,  if  properly  insulated,  offer  signs  of  electricity  on  being 
separated ;  although  the  effect  is  most  easily  observed  between  a 
good  conductor  and  a  bad  one.  The  two  bodies  are  always  in 
opposite  states.  Even  where  two  disks  of  the  same  substance  are 
pressed  together,  if  one  be  a  little  warmer  than  the  other,  distinct 
excitement  is  produced,  the  warmer  disk  becoming  negatively  dec- 
trified ;  the  intensity  of  the  charge,  cmteris  paribus^  increases  in  all 
cases  directly  as  the  pressure  to  which  they  are  subjected. 

In  some  instances  simple  elevation  or  depression  of  temperature 
causes  electric  excitement.  These  effects  are  most  distinctly  seen 
in  crystallized  non-conductors  which  are  not  symmetrical  in  form, 
being  produced  in  bodies  which  are  hemihedral.  Tourmaline, 
boracite,  and  the  crystals  of  tartaric  acid  offer  the  best  example 
of  this  description.  The  tourmaline,  for  instance,  commonly  assumes 
the  forai  of  a  three-sided  prism,  the  edges  of  which  are  replaced 
by  two  narrow  planes.  The  extremities  of  the  crystal  are  formed 
by  the  three  faces  of  the  rhombohedron.     No.  i,  fig.  17:2,  showi 
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the  end  of  the  crystal  which  Fi»«  i?^- 

becomes  positive  by  heat ;  No.  ^ 

2,  the  opposite  end  of  the  crys- 
tal which  becomes  negative. 
If  a  crystal  of  tourmaliDC  be 
gently  heated,  it  becomes  d 
powerfully  electrical  whilst 
the  temperature  is  rising,  one 
extremity,  termed  the  analo- 
gous pole,  becoming  poj^itive,  the  other  extremity,  or  arUilogoua 
pole,  becoming  negative.*  When  the  temperature  becomes 
stationary,  the  electric  excitement  ceases :  as  the  crystal  cools  the 
effect  returns,  but  the  electric  polarity  is  reversed  ;  the  end  of  the 
crystal  that  before  was  positive  now  becomes  negative.  The  par- 
ticles of  the  mineral  are  electrically  polarized  throughout  the  whole 
mass ;  for,  if  the  crystal  be  broken  while  thus  electrified,  each 
fragment  retains  its  polarity,  being  negative  at  one  end  and  posi- 
tive at  the  other.  In  fig.  173, 
No.   I   represents  a  tourmaline  Fio.  173. 

in  which  the  temperature  is 
rising  uniformly ;  No.  %  the 
same  tourmaline  in  which  the 
temperature  is  falling  uniformly; 
and  No.  3  shows  the  effect  upon  ^ 
a  cooling  tourmaline  which  has 

been  broken  across.  If  the  tourmaline  be  delicately  poised  upon  its 
centre  whilst  cooling,  these  electric  states  may  be  rendered  appa- 
rent by  bringing  an  excited  glass  tube  near  to  the  mineral :  one 
extremity  will  be  attracted  by  the  excited  glass  tube,  while  the 
other  extremity  will  be  repelled.  If  one  end  of  the  crystal  be 
connected  with  the  cap  of  a  sensitive  gold  leaf  electroscope,  whilst 
the  other  extremity  is  in  conducting  conmiunication  with  the  e^h, 
the  gold  leaves  will  diverge. 

Fracture  is  likewise  attended  with  electric  disturbance;  the 
freshly  broken  surfaces  of  roll  sulphur  often  exhibit  this  efl^  to 
an  extent  suflScient  to  produce  divei^noe  of  the  leaves  of  the  elec- 
troscope when  the  fragments  are  placed  upon  the  cap  of  the 
instrument.     The  sudden  rending  asunder  of  the  lamiu»  of  a  film 
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♦  The  crystal  must  not  be  too  strongly  heated, — abont  300®  F.  being  the 
best  point ;  if  heated  verjr  8tron^lv«.  as  to  750°,  or  beyond,  the  tourmaline  be- 
comes a  conductor  for  a  time,  but  resumes  its  insulating  power  on  cooling, 
but  is  rendered  hygroscopic  till  aft^er  it  has  bje^u  wqyahed  and  dried  at  300^ 
(Gaugain.) 
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of  mica  in  a  dark  room^  is  usually  attended  with  a  pale  electrioaT 
lights  and  the  separated  portions  in  this  case  exhibit  opposite 
electrical  states.  A  melted  substance  in  the  act  of  solidifying, 
sometimes  exhibits  electric  excitement.  K  sulphur  be  allowed  to 
solidify  in  a  glass  vessel,  it  becomes  negatively  excited,  whilst  the 
glass  is  rendered  positively  electrical ;  ice  also  is  frequently  electric; 
and  the  same  thing  has  been  observed  of  chocolate  as  it  becomes 
solid.  These  results  are  probably  due  to  friction  occasioned  by 
the  contraction  or  expansion  of  the  solid  mass  in  the  mould, 
from  which  it  detaches  itself  by  this  change  of  bulk. 

(214  a)  Chemical  Action, — No  chemical  changes  take  place 
without  the  development  of  electricity.  If  a  clean  platinum  capsule 
be  connected  with  a  sensitive  electroscope  and  condenser,  and  a 
liquid  which  has  no  chemical  action  on  platinum  be  placed  in  the 
capsule,  no  change  shows  itself;  but  if  any  other  more  oxidizable 
metal  in  conducting  connexion  with  the  earth  be  dipped  into  the 
liquid,  the  liquid  becomes  very  feebly  but  positively  electrified^ 
whilst  the  metal  which  has  been  acted  upon  by  it  becomes  negative. 
The  intensity  of  the  chemical  action  in  this  form  of  the  experiment 
has  no  influence  upon  the  extent  of  electric  excitement  displayed. 
If  zinc  be  the  metal  employed,  and  pure  water  the  liquid,  the  signs 
of  electric  action  are  just  as  powerful  as  if  sulphuric  acid  were  sub- 
stituted for  the  water  in  the  capsule ;  for  the  metal  and  liquid 
being  both  good  conductors,  almost  the  whole  of  the  two  electricities 
liberated  immediately  neutralize  each  other,  instead  of  passing  one 
to  the  condenser,  the  other  to  the  earth. 

Electricity  is  also  developed  during  the  process  of  combustion; 
carbon,  for  example,  becoming  negatively  electric  whilst  the  car- 
bonic acid  is  positive.  In  like  manner  hydrogen  in  the  act  of 
burning  was  found  by  Pouillet  to  be  negative,  whilst  the  vapour 
produced  by  it  was  positive. 

(215)  Electricity  of  Vapour. — The  act  of  evaporation  has  also 
been  asserted  to  be  one  of  the  sources  of  electricity,  but  the  truth 
of  this  statement  is  doubtful.  It  is  true  that  if  a  few  drops  of 
water  fall  upon  a  live  coal,  insulated  on  the  cap  of  the  gold  leaf 
electroscope,  the  leaves  of  the  instrument  diverge.  This,  however, 
is  due  to  the  chemical  action  between  the  coke  and  the  water,  and 
not  to  mere  evaporation ;  for  by  allowing  pure  water  to  evaporate 
in  a  clean  hot  platinum  dish  connected  with  the  electroscope,  no 
signs  of  electric  disturbance  occur.  Pouillet  found  that  on  allow- 
ing alkaline  solutions  to  evaporate  in  the  capsule,  the  electroscope 
became  charged  positively ;  with  acid  solutions,  the  charge  given  to 
the  electroscope  was  negative :  but  Peltier  states  that  these  elec- 
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trical  effects  may  nevertheless  be  due  to  friction,  as  they  do  not 
manifest  themselves  until  the  liquid  is  nearly  all  driven  off,  and  a 
crepitation  of  the  salt  as  it  detaches  itself  from  the  sides  of  the 
capsule  begins  to  occur.  This  is  corroborated  by  Faraday's 
observation  that  if  the  dish  be  heated  to  redness,  and  pure  water 
be  dropped  in,  so  long  as  it  evaporates  quietly  in  the  spheroidal 
form  (183)  no  electricity  is  developed ;  but  the  moment  that  it 
cools  down  sufficiently  to  boil  violently  with  friction  against  the 
metallic  capsule,  the  leaves  diverge  powerfully. 

In  accordance  with  this  observation,  Faraday  has  explained 
the  development  of  electricity  by  high-pressure  steam,  which  occurs 
to  so  remarkable  an  extent  under  certain  circumstances.  This 
he  has  traced  to  the  friction  of  water  accompanying  the  steam 
against  the  orifice  of  the  jet  through  which  it  escapes  into  the  air. 
An  insulated  boiler  from  which  steam  is  allowed  to  blow  off  at 
high-pressure  through  long  tubes,  in  which  a  partial  condensation 
of  the  steam  occurs,  furnishes,  as  in  the  hydro-electric  machine  of 
Armstrong,  exhibited  at  the  Polytechnic  Institution,  an  admirable 
source  of  high  electric  power.  In  this  experiment,  the  boiler 
becomes  negative,  the  escaping  steam  being  positive.  It  is 
remarkable  that  the  presence  of  the  smallest  quantity  of  oil  or  of 
essence  of  turpentine  in  the  exit-pipe  reverses  these  electrical  states. 
A  solution  of  acetate  of  lead  produces  a  similar  effect.  Indeed 
the  purer  the  water  that  is  used  in  the  boiler,  the  better  is  it  for 
these  experiments,  and  the  more  uniform  are  the  results.  The 
electric  condition  of  the  steam  was  found  by  Armstrong  to  be  also 
influenced  by  the  material  of  which  the  exit  pipe  was  formed ;  glass, 
lead,  copper,  and  tin,  each  modifying  the  result.  Wood  appeared 
to  be  the  material  best  adapted  for  use  in  forming  the  orifice  of  the 
jet,  as  it  produced  the  highest  amount  of  charge  by  friction  ;  some 
bodies,  such  as  ivory,  produced  scarcely  any  electric  effect  when 
nsed  as  jets  to  the  pipe. 

Perfectly  dry  steam  is  in  fact  nearly  as  good  an  insulator  of 
electricity  as  atmospheric  air ;  but,  from  the  facility  of  its  conden- 
sation^ it  easily  produces  upon  cold  surfaces  a  film  of  conducting 
matter  which  destroys  the  insulation. 

(216)  Atmospheric  Electricity, — Another  source  of  electricity, 
the  origin  of  which  is  at  present  shrouded  in  mystery,  is  the  atmo- 
sphere itself,  which  affords  displays  of  electric  phenomena  on  the  most 
magnificent  scale.  The  identity  of  lightning  and  electricity  had  long 
been  suspected  by  electricians ;  but  the  proof  of  it  was  first  devised 
by  Franklin,  who,  by  the  simple  expedient  of  raising  a  boy's  kite 
during  a  thunderstorm^  succeeded  in  obtaining  from  the  clouds, 
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sparks  of  electricity,  with  which  he  chained  Leyden  jars,  and  per- 
formed some  of  the  usual  electrical  experiments.  Such  kite-flybg, 
however,  forms  a  dangerous  kind  of  recreation ;  and  experiments 
OQ  atmospheric  electricity  proved  fatal  to  Professor  Bichman  of 
St.  Petersburgh,  who,  a  few  years  after  Franklin's  discoyery,  was 
killed  by  a  flash  from  his  apparatus. 

No  sooner  had  Franklin  proved  the  identity  of  lightning  with 
electricity,  than  he  proposed  his  plan  of  averting  the  destructive 
influence  of  lightning  from  buildings,  by  means  of  metalh'c  eon- 
ducting  rods.  To  render  these  efficient,  they  must  project  into 
the  air  for  some  distance  beyond  the  highest  point  of  the  building 
to  be  protected.  They  must  also  be  sufficiently  thick  to  cany 
off  the  discharge  without  fusion.  This  is  ensured  by  the  use  of  a 
copper  rod  not  less  than  half  an  inch  in  diameter.  The  pieces 
composing  these  rods  should  be  in  metallic  contact  with  each  other 
throughout  their  length,  and  the  conductor  should  terminate  in  a 
bed  of  moist  earth,  or  better  still,  in  a  well  or  body  of  water,  so  as 
to  secure  free  communication  with  the  soil.  If  any  considerable 
metallic  mass,  such  as  a  leaden  roof,  form  part  of  the  building,  it 
should  be  connected  with  the  conductor  by  branch  rods^  and  should 
also  be  furnished  with  branch  conductors  into  the  earth.  The 
conductors  are  best  placed  exterior  to  the  walls  of  the  building. 

The  explosive  power  of  lightning  is  so  great  that  its  effects 
may  well  excite  our  awe  and  amazement.  A  single  instance  may 
be  cited  in  illustration  of  this  point.  In  November,  1790,  the 
mainmast  of  H.M.  ship  Elephant,  74  guns,  was  struck  by  a  power- 
ful flash  of  lightning.  This  mast  weighed  18  tons,  it  was  3  feet 
in  diameter,  and  no  feet  long,  and  was  strongly  bound  together 
by  iron  hoops,  some  of  which  were  half  an  inch  thick  and  5  inches 
wide ;  yet  it  was  shivered  into  pieces,  and  the  hoops  were  burst 
open  and  scattered  around,  amidst  the  shattered  fragments  of  the 
mast  (Harris).  One  of  the  most  instructive  instances  recorded  is 
that  of  the  Dido,  which,  when  off  Java  Head,  in  May,  1847,  was 
struck  soon  after  daylight,  during  a  storm  attended  with  heavy 
rain  and  little  wind,  by  a  tremendous  bifurcated  flash  of  lightning, 
which  fell  upon  the  main  royal  mast.  One  of  the  branches  struck 
the  extreme  point  of  the  royal  yard-arm,  and  in  its  course  to  the 
conductor  on  the  mast,  demolished  the  yard,  and  tore  in  pieces  or 
scorched  up  the  greater  part  of  the  sail ;  the  other  part  fell  on  the 
vane-spindle  (the  point  of  which  showed  marks  of  fusion)  and 
truck,  which  last  was  split  open  on  the  instant  of  the  discharge 
seizing  the  conductor.  From  this  pointy  however,  the  explo- 
sive action  ceased,  and  the  discharge  freely  traversed  the  whole 
line  of  the   conductor,    from    the  masthead   downward^  without 
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doing  further  damage.  One  of  the  chief  points  of  interest  con- 
nected with  this  case  is  the  entire  destruction  of  the  yard-arm^ 
which  was  not  supplied  with  a  conductor^  and  the  complete  protec- 
tion of  the  mast^  which  was  furnished  with  one.  It  is  also  impor- 
tant as  proving  the  incorrectness  of  the  law  of  protection  laid  down 
by  some  French  writers — ^viz.^  that  a  conducting  rod  will  protect  a 
circular  area  having  a  radius  double  the  height  of  the  conductor 
above  the  highest  point  of  the  building.  In  all  cases^  the  lightning 
will  take  the  path  of  least  resistance,  and,  from  the  recorded  re- 
sults of  experience,  it  appears  that  that  path  of  least  resistance 
will^  in  about  seven  times  out  of  ten,  be  such  that  the  lightning 
will  strike  the  highest  point,  if  it  be  furnished  with  a  good  con- 
ducting line  to  the  earth  or  sea;  but  it  is  quite  possible  that 
instances  may  occur,  in  which  the  line  of  least  resistance  may  be  in  a 
different  direction,  or  as  in  the  case  of  the  Dido,  that  there  may  be 
two  such  lines  where  the  resistances  are  equal. 

If  a  break  occur  in  any  part  of  the  conductor,  explosion  will 
take  place  at  this  spot  when  a  discharge  of  lightning  is  directed 
upon  the  rod,  producing,  in  many  cases,  fearful  destruction.  One 
of  the  most  awful  catastrophes  of  this  kind  occurred  on  the  i8th 
August,  1 769,  when  the  tower  of  St.  Nazaire  of  Brescia  was  struck 
by  lightning.  Beneath  this  tower  were  vaults  containing  upwards 
of  90  tons  of  gunpowder,  belonging  to  the  republic  of  Venice.  The 
whole  of  this  enormous  quantity  of  powder  exploded,  destroying 
one-sixth  part  of  the  city  of  Brescia,  and  burying  3000  persons 
beneath  its  ruins.  On  a  small  scale  the  track  followed  by  the 
electricity  may  be  illustrated  by  sending  a  dischai^e  through  a 
aeries  of  interrupted  conductors,  such  as  gold  leaf  pasted  upon 
paper.  The  portions  of  gold  leaf  in  the  line  of  the  discharge  will 
be  burned  up,  whilst  the  contiguous  portions  not  included  in  the 
track  of  the  electricity  remain  unaltered. 

The  peal  of  thunder  which  accompanies  the  lightning  flash,  is 
due,  like  the  snap  which  accompanies  the  discharge  of  a  Leyden 
jar^  to  the  sudden  displacement  of  air,  which,  in  the  case  of  light- 
ning, sometimes  extends  through  a  distance  of  a  mile  or  more.  The 
reverberation  of  the  peal  arises  chiefly  from  the  echoes  produced  by 
objects  upon  the  earth,  and  by  the  clouds  themselves.  The  flash 
from  the  thunder  cloud  is  exactly  analogous  to  the  discharge  of  the 
Leyden  jar :  the  cloud  and  the  surface  of  the  earth  form  the  two 
coatings  to  the  intervening  layer  of  air,  which,  as  in  the  case  of  the 
condenser,  supplies  the  place  of  the  glass,  whilst  a  church  steeple^ 
or  any  projecting  object^  acts  the  part  of  a  discharging  rod.* 

•  These  electrical  accamulations  are  often  renewed  with  extraordinaij 
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But  it  is  not  only  during  a  storm  that  the  atmosphere  exhibits 
signs  of  electricity.     In  fine  weather,  if  a  flame^  or  a  pointed  rod, 
be  connected  with  an  electroscope,  the  instrument  usually  diverges 
positively.     Before  raiu,  the  instrument  often  assumes  a  n^ative 
state :  in  general,  the  rain  that  first  falls  after  a  depression  of  the 
barometer  is  charged  negatively.     It  frequently  happens  that  the 
rain  is  negatively  charged,  although  the  atmosphere,  both  before 
and  after  its  fall,  exhibits  signs  of  positive  charge.     Fogs,  snow,  and 
hail,  if  unattended  with  rain,  are  nearly  always  positively  charged  in 
a  high  degree.     It  appears  to  be  probable  that  the  clouds  are  alnoiost 
always  positive.        In   most   cases   when  negative    electricity  is 
observed  in  the  instruments  it  is  simply  due  to  an  effect  of  induction. 

In  winter,  the  atmospheric  charge  is  usually  higher  than  in 
summer.  According  to  Quetelet,  whose  conclusions  are  based 
upon  a  series  of  5  years'  uninterrupted  observations,  the  atmo- 
spheric electricity  attains  an  average  maximum  in  January,  and 
steadily  decreases  till  June,  when  it  is  at  its  minimum :  from  this 
period  it  again  progressively  increases  till  January,  in  which  month 
the  intensity  of  the  electricity  is  13  times  as  high  as  it  is  in  June. 
The  electricity  of  the  air  may  be  stated  generally  to  be  higher  in 
a  cloudless  than  in  a  cloudy  sky.  Only  once  during  the  months 
of  October,  November,  December,  and  January,  has  he  obtained 
proof  of  negative  electricity  in  the  air. 

The  intensity  of  the  charge  varies  likewise  during  each  twenty- 
four  hours ;  it  has  two  maxima  and  two  minima.  The  first  maximum 
is  before  eight  o'clock  a.m.  in  summer,  and  before  ten  a.m.  in 
winter ;  the  second  after  nine  p.m.  in  summer,  and  before  six  r.M. 
in  winter.  The  first  minimum  is  uniformly  about  four  a.m.,  and 
the  second  about  three  p.m.  in  summer,  and  one  p.m.  in  winter. 

The  observations  made  for  some  years  at  the  Kew  observatory 
by  Ronalds,  furnish  results  closely  according  with  those  of 
Quetelet.* 

An  ingenious  experiment  by  Becquerel  shows  that  the  inten* 
s^ity  of  the  charge  increases  with  the  elevation  above  the  earth's 
surface,  and  according  to  Quetelef  s  observations,  the  increase  in 
intensity  is  proportional  to  the  height.     This  law  of  Quetelet  has, 


rapidity.  Oa  the  6th  of  July,  1845,  about  10  p.m.,  after  a  clear  hot  day,  in 
the  masses  of  vapour  forming  a  bank  of  cumuli,  I  counted  in  two  minutes  83 
flashes  unattended  by  thunder ;  and  several  times  during  the  same  evening, 
I  observed  between  30  and  40  discharges  from  one  cloud  to  another,  per 
minute. 

♦  For  an  interesting  discussion  of  the  theory  of  the  development  of  atmo- 
spheric electricity,  the  reader  is  referred  to  Walker's  translation  of  Delarive^ 
Ireatise  on  Electiicity,  vol-  iii.p.  116,  ei  seq. 
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however,  been  verified  only  for  heights  not  exceeding  i6  feet. 
Becquerel's  experiment  was  the  following: — Having  ascended 
Mount  St.  Bernard,  he  attached  one  end  of  an  insulated  gilt 
thread  to  the  shaft  of  an  arrow,  and  connected  the  other  extremity 
with  the  cap  of  an  electroscope  by  a  running  knot.  The  arrow 
was  then  discharged  in  a  vertical  direction  by  means  of  a  bow ;  as 
it  ascended,  the  leaves  expanded  gradually  till  they  struck  the 
sides  of  the  glass.  When  the  full  length  of  the  thread  was  attained, 
the  upward  motion  of  the  arrow  detached  it  altogether  from  the 
electroscope,  leaving  the  instrument  charged  positively.  On  re. 
peating  the  experiment,  shooting  the  arrow  horizontally,  no  chaise 
at  all  was  obtained.  Similar  results  may  be  obtained  on  a  clear 
day  by  ascending  a  lofty  eminence  or  building,  to  avoid  the  induc- 
tion of  near  objects,  and  taking  a  gold  leaf  electroscope,  terminat- 
ing above  in  a  ball.  The  electroscope  being  now  in  a  neutral 
state,  it  will,  if  elevated  only  for  a  foot  or  two,  diverge  with  posi- 
tive electricity.  On  bringing  it  back  to  its  original  position,  the 
leaves  collapse,  and  on  depressing  it  below  this  point,  the  leaves 
again  separate  with  the  opposite  electricity. 

Electricity  developes  itself  in  the  atmosphere  in  other  forms ; 
thus  luminous  brushes,  stars,  and  glows,  have  been  frequently 
observed  in  stormy  weather  on  the  extremities  of  the  masts  and 
yard-arms  of  ships,  on  the  points  of  weapons,  and  occasionally  even 
on  the  tips  of  the  fingers.  These  phenomena  are,  in  fact,  cases  of 
brush  discharge  upon  a  large  scale,  and  are  in  many  instances 
attended  with  a  roaring  noise  like  that  of  a  burning  portfire. 
Appearances  of  this  description  formerly  went  by  the  name  of  St. 
Elmo* 8  fire  ;  our  own  sailors  term  them  comazants, 

(217)  Aurora  Borealis. — Another  very  beautiful  meteor  which 
is  sometimes  seen  in  this  country  in  clear  firosty  nights,  but  which 
is  observed  very  frequently  in  higher  latitudes,  has  probably  an  elec- 
trical origin.  This  is  the  aurora  borealis.  It  has  been  supposed  to 
be  occasioned  by  the  passage  of  electricity  through  the  rarefied  por- 
.tions  of  the  upper  regions  of  the  atmosphere  from  the  poles  towards 
the  equator,  but  the  explanation  is  unsatisfactory,  and  not  adeqiiate 
to  account  for  the  efiects  observed.  The  varieties  of  coloured  light 
exhibited  by  the  aurora  may,  however,  be  imperfectly  imitated  on 
a  small  scale  by  discharging  a  continued,  or  an  intermittent  supply 
of  electricity  through  a  vessel  partially  exhausted  of  air. 

The  forms  which  the  aurora  assumes  are  very  varied,  and  of 
extraordinary  beauty;  there  is,  however,  usually  some  general 
aimilarity  in  its  aspect  at  the  same  locality.  Commonly,  streams 
of  light  are  seen  shooting  upwards  from  the  northern  horizon. 


344  AURORA  B0REALI8 — GALVANISM. 

These  streams  are  frequently  observed  to  meet  together  in  the 
zenith,  and  produce  an  appearance  as  if  a  vast  tent  were  expanded 
in  the  heavens,  glittering  with  gold^  rubies,  and  sapphires. 

A  remarkable  connexion  has  been  observed  between  the 
aurora  and  the  magnetism  of  the  earth ;  the  magnetic  needle  being 
very  generally  disturbed  during  a  display  of  the  aurora.  The 
arches  of  the  aurora  most  commonly  traverse  the  sky  at  right 
angles  to  the  magnetic  meridian,  though  deviations  from  this 
direction  are  not  rare.  Sir  J.  Franklin  found  that  the  disturbance 
of  the  needle  was  not  always  proportionate  to  the  agitation  of  the 
aurora,  but  was  always  greater  when  the  quick  motion  and  vivid 
light  were  observed  to  take  place  in  a  hazy  atmosphere.  The 
aurora  is  most  frequent  and  vivid  in  high  latitudes  towards  either 
pole,  but  the  meteor  is  not  confined  to  these  parts,  as  Dr.  Hooker 
states  that  one  of  the  most  brilliant  displays  he  ever  witnessed,  was 
under  the  tropical  sky  of  India ;  and  other  observers  have  recorded 
instances  of  its  appearance  in  the  equatorial  districts  of  the  globe. 

The  altitude  of  the  aurora  varies  considerably;  there  is  no 
doubt,  however,  that  it  frequently  occurs  at  small  elevations. 
Both  Franklin  and  Parry  record  examples  of  its  appearing  below 
the  level  of  the  clouds,  which  they  describe  as  concealed  behind 
the  masses  of  its  light,  and  as  reappearing  when  the  meteor 
vanished.  There  appear  to  be  two  distinct  kinds  of  aurora,  one 
dependent  upon  local  causes,  as  in  the  cases  last  mentioned,  while, 
in  the  other,  the  causes  are  probably  cosmical,  and  the  auroral 
effects  are  seen  at  very  distant  points  of  the  earth's  surface 
(Sabine). 

§  III.  Galvanic  or  Voltaic  Electricity. 

(218)  GalvanVs  Discovery.  —  About  the  year  1790   Gal?ani 
made  the  observation  that  convulsive  movements  were  produced 
in  the  limbs  of  a  frog  recently  killed  if  brought  into  contact  with 
two  dissimilar  metals,  such  as  zinc  and  copper,  which  were  them- 
selves in  contact.     The  expe- 
Fig.  174.  riment  may  be  readily  repeated 

in  the  following  manner: — 
Expose  the  crural  nerve  (n, 
fig.  174)  of  a  recently  killed 
frog,  touch  it  with  a  strip  of 
zinc,  z,  and  at  the  same  time 
touch  the  surface  of  the  thigh, 
m,  with  one  end  of  a  bit  of 
copper  wire,  c;    the  moment 
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that  the  other  end  of  the  copper  wire  is  made  to  touch  the  zinc^  the 
limb  is  convulsed ;  but  the  convulsions  cease  when  the  two  metals 
are  separated  from  each  other^  though  they  are  still  in  contact  with 
the  animal  tissues.  Each  time  that  the  zinc  and  copper  are  made  to 
touch,  the  convulsion  is  renewed.  A  live  flounder  laid  upon  a 
pewter  plate  shows  no  particular  sign  of  uneasiness ;  a  silver  spoon 
may  also  be  laid  upon  its  back  without  any  apparent  effect :  but  if 
the  spoon  be  made  to  touch  the  pewter  while  it  rests  on  the  fish^  the 
animal  becomes  strongly  convulsed.  If  a  piece  of  zinc  and  a  shilling 
be  placed  one  above  and  the  other  under  the  tongue,  no  particular 
sensation  is  perceived  so  long  as  the  two  metals  are  kept  separate, 
but  if  the  silver  and  the  zinc  be  allowed  to  touch  each  other, 
a  peculiar  tingling  sensation  or  taste  is  experienced;  and  if  the 
silver  be  placed  between  the  upper  lip  and  the  teeth  instead  of 
under  the  tongue,  each  time  that  the  two  metals  are  brought  into 
contact,  not  only  will  a  taste  be  perceived,  but  a  momentary  flash 
of  light  will  appear  to  pass  before  the  eye. 

These  phenomena  are  all  analogous  to  each  other,  and  have  an 
electrical  origin ;  and  by  tracing  them  to  this  source,  a  branch  of 
electrical  science  has  gradually  been  developed,  which  in  honour 
of  its  first  discoverer  has  been  termed  galvanism.  The  term  gal- 
vanism, or  voltaic  electricity,  as  it  is  also  called,  in  remembrance 
of  the  researches  of  Yolta  in  this  field,  is  applied  to  electricity 
which  is  set  in  motion  by  chemical  action.  It  is  usually  developed 
by  the  contact  of  two  dissimilar  metals  with  a  liquid. 

(219)  These  effects  may  be  traced  by  very  simple  means. 
When  a  plate  of  zinc  is  immersed  in  diluted  sulphuric  acid,  the 
metal  becomes  rapidly  dissolved,  and  an  extrication  of  hydrogen 
gas  takes  place,  water  is  decomposed,  the  oxygen  of  the  water 
unites  with  the  zinc,  oxide  of  zinc  is  formed,  and  becomes  dissolved 
in  the  sulphuric  acid.  But  if  the  surface  of  the  zinc,  after  it  has 
been  cleansed  by  immersion  in  the  acid,  be  rubbed  over  with  mer- 
cury, a  brilliant  amalgam  is  speedily  formed  over  the  whole  face  of 
the  zinc.  Such  a  plate  may  then  be  plunged  into  the  acid,  and  it 
will  remain  without  undergoing  any  chemical  change  for  hours. 
The  cause  of  this  inactivity  of  the  zinc  is  not  satisfactorily  accounted 
for,  but  the  fact  is  continually  made  use  of  in  voltaic  experiments. 
The  addition  of  a  second  amalgamated  zinc  plate,  whether  it  be  in 
contact  with  the  first,  or  be  separated  from  it,  produces  no  change. 
But  if  the  second  plate  be  of  platinum,  of  copper,  or  of  some 
metal  which  is  less  rapidly  acted  on  by  the  acid  than  zinc  is, 
although  no  action  will  occur  whilst  the  two  plates  remain 
separate  (as  shown  in  fig.  175,  1),  yet  the  moment  that  they  are 
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allowed  to  touch  each  other,  either  above  (2)  or  beneath  (3)  the  rar- 
fece  of  the  hquid,  bubbles  of  gas  will  escape  from  the  surface  of  the 
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platinum.  The  platinum,  however,  is  not  acted  upon  chemically  in 
this  case ;  if  the  two  metals  be  weighed  before  the  experiment  ii 
commenced,  and  again  after  it  ia  concluded,  the  weight  of  the 
platinum  will  be  found  to  be  unaltered ;  but  the  ziuc  will  have 
been  partially  dissolved,  and  will  weigh  less  than  it  did  before.  The 
gas  may  easily  be  collected  by  filling  a  tube  with  diluted  acid,  and 
after  introducing  the  platinum  plate,  inverting  the  tube  in  the  glass, 
60  that  the  lower  edge  of  the  platinum  may  touch  the  strip  of  xinc 
(No.  3).  Oq  examining  the  gas  which  rises  in  the  tube  it  will  be 
found  to  be  pure  hydrogen.  It  is  not  necessary  that  the  two  platca 
should  directly  touch  each  other.  They  may  be  connected  by  meam 
of  a  metallic  wire  (as  at  4,  fig.  175),  by  a  piece  of  graphite,  or  If 
any  good  conductor  of  electricity ;  gas  will  continue  under  these 
circumstances  to  rise  from  the  platinum  plate ;  but  if  a  glass  rod, 
a  stick  of  shell  lac,  a  bit  of  gutta  percha,  or  any  electric  insulator 
be  made  the  medium  of  intercommunication,  all  signs  of  action 
will  cease.  The  length  of  the  metallic  wire  employed  is  compib- 
ratively  unimportant ;  it  may  vary  from  a  few  inches  to  manj 
miles,  and  in  either  case  it  will  enable  the  action  across  the  liquid 
to  take  place.  A  pair  of  plates  of  dissimilar  metala  in  effectual 
communication,  either  by  direct  contact  or  through  the  medium 
of  a  wire,  when  immersed  in  a  liquid  which  acts  chemically  upoo 
one  of  them,  constitutes  a  voltaic  circuit. 

{■i2o)  The  wire  or  other  medium  of  communication,  during  the 
time  that  it  forms  the  connexion  between  the  two  metals,  exhibits 
signs  of  activity  which  it  did  not  before  possess ;  it  exerts  a  variety 
of  influences  upon  surrounding  bodies,  and  it  loses  these  powers 
immediately  that  the  contact  with  the  metallic  plates  is  broken. 
For  instance,  the  temperature  of  the  wire  is  for  the  time  elevated. 
This  may  be  proved  by  causing  the  wire  to  traverse  the  bulb  of  a 
^^licate     air    thermometer,  or  by  making   a   compound  metallic 


MAGNETIC   ACTION   OF    THE   CONDUCTING    WIBE« 


847 


ribbed^  such  as  is  used  in  Breguet's  thermometer  (i34)>  part  of  the 
chain  of  communication  between  the  plates.  If  a  portion  of  the 
wire  be  sufficiently  reduced  in  thickness^  visible  ignition  of  such 
portion  may  even  be  produced.  Indeed  the  quantity  of  heat  given 
out  by  the  connecting  wire  may  be  employed  as  a  measure  of  the 
amount  of  force  which  it  is  transmitting. 

(221)  Action  of  the  Conducting  Wire  on  the  Magnetic  Needle. 
^Another  remarkable  proof  of  the  activity  of  the  wire  which 
connects  the  two  metallic  plates^  is  exhibited  in  the  peculiar 
influence  which  it  exerts  over  a  magnetic  needle  freely  suspended 
in  a  direction  parallel  to  the  wire.  Such  a  needle  tends  to  place 
itself  at  right  angles  to  the  wire.  If  the  wire  and  the  needle  be 
previously  arranged  in  the  magnetic  meridian^  the  amount  of 
deviation  in  the  needle  affords  a  comparative  measure  of  the  force 
which  is  conveyed  by  the  wire^  as  the  needle  ultimately  assumes  a 
position  of  equilibrium  between  the  directive  power  of  the  earth's 
magnetism  and  that  of  the  wire  (252). 

The  movements  of  such  a  magnetic  needle  afford  one  of  the 
most  delicate  tests  of  the  development  of  galvanic  electricity,  or 
of  electricity  in  motion.  It  will  therefore  be  necessary  to  examine 
the  direction  and  nature  of  these  movements. 

The  direction  of  the  needle  under  any  circumstances  may  easily 
,be  calculated  by  recollecting  the  following  rule : — When  the  wire 
is  placed  in  the  magnetic  meridian,  with  the  end  connected  unth  the 
zinc  plate  towards  the  north,  and  the  needle  is  placed  below  the 
wire,  tlie  marked  end  will  deviate  westward.  When  the  needle 
is  above  the  wire,  the  marked  end  will  move  towards  the  east. 
The  first  effect  is  shown  in  fig.  176,  i ;  the  second  in  2.     On 
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reversing  the  attachment  of  the  wire  to  the  plates,  the  phenomena 
will  in  each  case  be  inverted.  By  means  of  a  simple  model,  the 
direction  of  the  needle  under  any  conditions  may  be  readily  indi- 
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cated : — Across  a  square  strip  of  wood  nail  a  cylindrical  piece  at 
right  angles ;  let  the  square  rod  represent  the  magnetic  needle,  the 
round  rod  the  connecting  wire  (fig.  176,  3  and  4) ,  then  mark 
upon  the  square  rod  the  letters  n  and  s,  and  on  the  round  rod, 
p  and  z,  in  conformity  with  the  rule  just  given ;  by  placing  the 
model  in  any  given  position,  the  relative  effect  of  the  wire  upon 
the  needle  under  these  circumstances  will  be  shown. 

Even  the  liquid  part  of  a  voltaic  circnit 
acts  thus  upon  the  magnetic  needle.  This  may 
be  shown  by  suspending  a  needle,  n  s,  fig.  1 77  by 
means  of  a  fibre  of  silk,  over  a  dish  of  dilated 
sulphuric  acid.  On  one  side  of  this  dish  a  zinc 
plate,  z,  is  inserted,  on  the  other,  a  plate  of 
platinum,  p.  The  needle  must  be  placed  so 
that  one  of  its  ends  may  point  towards  one 
plate,  and  the  other  end  towards  the  other 
plate.  If  the  two  plates  be  now  connected  by 
a  wire,  as  shown  in  the  figure,  the  needle  will 
be  deflected,  and  will  place  itself  nearly  parallel 
to  the  metallic  plates. 

(222)  The  Galvanometer. — Since  every  part  of  the  circuit  acts 
equaUy  upon  the  needle,  and  since  it  is  possible  to  make  several 
parts  act  simultaneously  upon  it,  actions  may  be  rendered  percep- 
tible which  would  otherwise  be  too  weak  to  influence  its  motion. 

Pig.  178  will  convey  an   idea  of  the 
principle  upon  which  this  is  effected. 
Suppose  the  wire  connecting  the  plates 
^  p  and  z  to  be  bent  into  a  loop  with 
^  parallel  sides.     If  a  magnetic  needle 
be  suspended  between  the  wires,  and 
parallel  to   them,   the  loop   and   the 
needle  being  both  in  the  magnetic  me- 
ridian, with  the  end  n  pointing  to  the 
north,  the  marked  end  of  the  needle 
would  be  impelled  westward  under  the 
influence  of  the  force  in   the   upper 
branch ;  and   as  the  current  returns 
in  the  reverse  direction  through  the  lower  wire,  this  tendency  of 
the  north  end  westward  would  be  doublbd.     By  increasing  the 
number  of  coils  which  are  placed  around  the  needle  parallel  to 
each  other,   very  feeble  actions  may  be  rendered  evident.     An 
instrument  constructed  on  this  principle  is  termed  a  galvanometer. 
The  sensibility  of  the  galvanometer  may^  however,  be  sti]I 
further  increased  by  placing  outside  the  coil  a  second  magnetic 
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needle  with  its  poles  reversed;  the  directive  force  of  the  earth 
may  be  thus  almost  exactly  neutralized ;  its  attractive  power  upon 
the  north  end  of  one  needle  being  almost  exactly  counterbalanced 
by  its  repulsive  action  upon  the  south  end  of  the  needle  which  is 
parallel  to  it.  A  pair  of  needles  thus  arranged  constitutes  what 
is  termed  an  astatic  combination.  A  very  feeble  force  will  be  suf- 
ficient to  drive  one  particular  extremity  of  such  a  pair  of  needles 
to  the  east  or  to  the  west ;  but  the  second  needle  being  outside 
the  coil  will  be  acted  upon  by  the  upper  wires  only^  the  lower  ones 
being  at  too  great  a  distance  to  produce  any  sensible  effect.  The 
action  of  the  upper  wires  upon  the  needle  above  them  coincides 
with  their  action  upon  the  lower  needle^  with  its  reversed  poles : 
and  the  effect  of  a  feeble  current  is  thus  materially  increased  by 
these  combined  actions.  The  conducting  wire  must  be  covered 
with  silk  to  preserve  the  insulation  of  each  coil  from  the  contiguous 
ones. 

The  astatic  galvanometer  is  re- 
presented in  section  in  fig.  179.  The 
needles^  ns,  s  n,  are  suspended^  one 
within,  and  the  other  above  the  coil 
of  wire,  w  w,  by  means  of  a  fibre 
of  silk,  d,  the  whole  being  enclosed 
within  the  glass-case,  o.  The  paral- 
lelism of  the  two  needles  to  each 
other  is  maintained  under  all  circum- 
stances, by  causing  each  of  them  to 
pass  transversely  through  the  same 
piece  of  straw,  or  by  connecting 
them  together  by  means  of  a  piece 

of  fine  copper  wire ;  the  fibre  d  being  attached  to  the  upper 
extremity  of  the  straw  or  the  wire.  By  means  of  a  screw  at 
a,  the  point  of  suspension  of  the  silk  can  be  raised  or  lowered 
without  twisting  it,  so  that  when  the  needles  are  not  in  use  their 
weight  need  not  be  supported  by  the  silk  fibre,  c  c,  is  a  sheet  of 
copper  provided  with  a  graduation  on  its  margin  for  estimating  the 
angular  deviation  of  the  needles ;  b  b,  are  binding  screws  for  con- 
necting the  extremities  of  the  coil  with  the  wires  which  transmit 
the  current  ;*  the  apparatus  can  be  levelled  by  means  of  the  screws, 


*  Instead  of  binding  screws,  it  is  not  uncommon  to  employ  small  cups 
containing  mercury  as  the  means  of  completing  the  metallic  communication 
between  the  different  parts  of  the  circuit ;  the  ends  of  the  wires  should  be 
made  perfectly  bright  before  immersing  them  in  the  mercury.  Copper  wires 
may  be  easily  amugamated  superfioiallf  by  scouring  them  with  fine  emery 
paper  and  moistening  them  with  a  solutionof  nitrate  of  mercury ;  the  perfec- 
tion of  the  contact  is  thus  ensured. 
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m  m,  and  at  I,  a  lever  is  shown  by  which  the  coil  of  wire,  w,  can 
be  placed  accurately  parallel  with  the  magnetic  needles,  so  as  to 
make  them  coincide  with  the  zero  of  the  graduated  circle.  Such 
an  instiniment  may  he  made  not  only  to  indicate  the  existence  of 
volt^c  action,  but  also  to  measure  its  amount.  When  the  deris- 
tions  of  the  needle  are  smalt,  not  exceeding  15°  or  30°,  the  number 
of  degrees  of  deviation  gives  nearly  accurately  the  relative  force; 
but  for  angles  of  greater  magnitude,  this  is  not  the  case,  because 
the  more  the  needle  deviates  from  parallelism  to  the  wire,  the  more 
obliquely  and  therefore  the  less  powerfully  does  the  force  act  which 
occasions  its  motion  j  and  it  becomes  necessary  to  determine  the 
value  of  the  d^p*ees  by  direct  experiment.  It  would  require  a 
greater  amount  of  power  to  move  the  needle  from  20°  to  35°,  than 
from  10°  to  15" ;  and  a  still  greater  to  produce  a  devistion  from 
30°  to  35" ;  but  the  force  required  in  each  case  is  definite,  and 
consequently  may  be  estimated  and  measured. 

(223)  Allusion  has  already  been  made  to  the  physiolc^cal 
action  of  the  current,  in  consequence  of  which,  if  a  living  animal, 
or  a  part  of  one  recently  killed,  such  as  the  limb  of  a  frog,  be  in- 
cluded between  a  pair  of  plates,  muscular  contractions  are  pro- 
duced ;  similar  effects  occur  if  a  portion  of  the  human  body,  such 
as  the  tip  of  the  tongue,  be  included  between  two  interrupted 
points  of  the  conducting  wire.  But  in  addition  to  the  heating, 
magnetic,  and  physiological  effects,  another  remarkable  series  of 
phenomena,  those  of  chemical  decomposition,  may  be  exhibited  at 
the  interrupted  points  of  the  conducting  wire.  These,  however,  are 
more  distinctly  shown  when  a  number  of  pairs  of  plates  is  employed, 

(224)  T7te  Voltaic  Pile. — In  prosecuting  the  experiments  of  Gal- 
vani,  Volta  discovered  that  by  using  a  number 
of  similar  metallic  pdrs  moistened  by  a  saliue 
or  by  a  feebly  acid  liquid,  many  of  the  effects 
already  described  were  greatly  increased,  and 
in  the  year  1800  he  published  a  description  of 
the  apparatus  which  he  had  contrived,  and 
which   has  perpetuated  the  name  of   its  in- 

\^  I  ventor  under  the  designation  of  the  Voltaic 
h  I  Pile.  This  important  instrument  is  repre- 
sented in  fig.  J  80.  It  consists  of  a  succes* 
sion  of  pairs  of  plates  of  two  dissimilar  metats, 
such  as  zinc,  z,  and  copper,  c,  or  zinc  and 
silver,  each  pair  being  separated  on  either  side 
from  the  adjacent  pairs  by  pieces  of  card  or  <^ 
flannel,  r,  moistened  vrith  salt  and  vater,  or 
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with  very  weak  acid :  these  plates  may  he  supported  hy  a 
frame  of  dry  wood.  The  effects  produced  by  such  an  apparatus 
were  soon  seen  to  be  of  an  electrical  character.  If  the  ends 
of  the  pile  or  the  wires  connected  with  them  were  touched^ 
one  with  each  hand  previously  moistened^  a  sensation  similar  to 
that  of  the  electric  shock  was  experienced.  Sparks  could  be  ob- 
tained between  two  pieces  of  charcoal  attached  to  the  ends  of  the 
wires ;  divei^ence  of  the  gold  leaves  of  the  electroscope  was  pro- 
duoed  when  one  wire  touched  the  cap  of  the  instrument^  whilst  the 
other  wire  was  in  communication  with  the  earth ;  and  other  elec* 
trical  effects  were  obtained.  In  arranging  the  plates  of  metal  it 
is  necessary  strictly  to  observe  a  certain  order  in  their  succession ; 
thus,  if  a  plate  of  zinc  with  a  wire  attached  to  it  form  the  bottom 
of  the  pile^  a  piece  of  wet  flannel  must  be  placed  upon  it,  then  a 
piece  of  copper,  then  a  piece  of  zinc,  then  flannel,  then  copper, 
then  zinc,  then  flannel,  and  so  on,  till  the  pile  terminates  at  the 
top  with  a  plate  of  copper  to  which  a  wire  is  attached.  By 
soldering  together  the  zinc  and  copper  in  pairs,  a  considerable  im- 
provement is  effected,  complete  contact  of  the  two  metals  is  in« 
Bured,  and  the  apparatus  can  be  mounted  with  more  rapidity. 
Many  practical  inconveniences,  however,  are  experienced  when  the 
instrument  is  mounted  in  the  form  of  a  pile :  the  liquid  in  the 
flannel  soon  loses  the  power  of  acting  chemically  on  the  zinc,  and 
the  activity  of  the  combination  rapidly  declines. 

Another  more  effectual  arrangement  adopted  by  Yolta  is  shown 
in  fig.  i8i  ;  he  termed  it  the  Crown  of  Cups.     In  this  form,  the 

Fig.  i8i. 


liquid  in  the  cell  corresponds  to  the  moist  flannel  of  the  pile,  and 
the  zinc  of  one  cell  being  connected  with  the  copper  of  the  adja' 
cent  cell,  the  arrangement  corvesponds  exactly  with  that  of  the  pile^ 
where  the  zinc  is  on  one  side  of  the  flannel,  whilst  the  copper  in 
contact  with  the  other  surface  of  the  flannel  communicates  with 
the  zinc  touching  the  flannel  next  above  it,  and  so  on.  Other 
more  efficient  forms  of  the  voltaic  battery  will  be  described  further 
on  (231). 
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(225)  Electric  Disturbance  by  Contact  of  Dissimilar  Metals. — 
Having  in  the  foregoing  remarks  traced  the  voltaic  phenomena  to 
a  modification  of  electricity^  we  may  now  proceed  to  examine  more 
particularly  the  conditions  under  which  they  occur. 

It  was  early  observed  by  Yolta  that  when  two  different  metals, 
properly  insulated^  are  brought  into  contact^  and  then  separated 
by  means  of  insulating  handles^  each  plate  exhibits  signs  of  elec- 
tricity which  may  be  detected  by  a  sensitive  electroscope  such  as 
Bohnenberger's  {note  §  250).  The  more  oxidizable  metal  is  found 
to  be  positive^  while  the  less  oxidizable  metal  is  negative.  If  zinc 
filings  be  sifled  through  a  piece  of  insulated  copper  wire  gauze 
upon  the  cap  of  a  gold  leaf  electroscope^  the  leaves  of  the  instrument 
will  diverge.  On  approaching  the  electroscope  with  an  excited 
stick  of  sealing-wax  the  leaves  will  collapse^  thus  proving  that  the 
zinc  filings  have  acquired  positive  electricity.  If  copper  filings  be 
sifted  through  zinc  gauze,  the  filings  will  be  found  to  be  n^ative. 
The  various  metals  may,  with  reference  to  these  electric  actions, 
be  arranged  in  a  series  in  which  those  first  in  order  become  posi- 
tive by  contact  with  all  those  that  follow,  and  negative  with  all 
those  that  precede :  for  example,  potassium,  zinc,  iron,  lead^  tin, 
copper,  mercury,  silver,  gold,  platinum.  This  it  may  be  observed 
is  merely  the  order  of  the  oxidability  of  the  different  metals,  and 
Delarive  contends  with  great  probability  that  the  development  of 
electricity  in  Volta's  experiment  is  due  to  an  excessively  minute  oxida- 
tion produced  by  the  moisture  of  the  air  upon  the  plate  which  becomes 
positive,  though  his  experiments  are  not  absolutely  conclusive. 

Volta  regarded  the  interposed  liquid  of  his  pile  in  the  light 
merely  of  an  imperfect  conductor  which  allowed  induction  to  take 
place  through  it,  the  electrical  equilibrium  being  perpetually  dis- 
turbed by  the  contact  of  the  two  metals ;  and  he  overlooked  the 
chemical  changes  which  the  liquid  is  continually  undergoing. 

(226)  Chemical  Action  Essential  to  the  production  of  Voltaic 
Action. — It  is  now  known  that  chemical  changes  are  essential  to 
the  production  of  the  force.  Contact  of  dissimilar  substances  it 
is  tnie  is  necessary  to  the  voltaic  action  ;  because  without  contact 
there  can  be  no  chemical  action.  Such  contact  produces  distur- 
bance of  the  electric  equilibrium  in  the  bodies  which  are  brought 
together,  and  thus  occasions  a  state  of  tension  or  polarity  which 
always  precedes  the  discharge.  Chemical  action,  by  renewing 
these  contacts  and  by  furnishing  appropriate  conductors  to  the 
electricity  thus  accumulated^  maintains  the  action  and  accurately 
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measures  its  force ;  and  until  chemical  action  occurs  no  current  is 
produced.  The  following  experiment  may  be  cited  in  illustration 
of  this  point : — Let  an  iron  wire  be  connected  with  one  extremity 
of  a  galvanometer^  and  a  platinum  wire  with  the  other  extremity ; 
immerse  the  ends  of  the  wires  in  highly  concentrated  nitric  acid 
(sp.  gr.  about  i'45),  without  allowing  them  to  touch  each  other 
in  the  liquid  ;  no  chemical  action  will  occur  upon  the  iron^  and  no 
movement  of  the  magnetic  needle  will  be  produced;  but  the  addi- 
tion of  a  little  water  will  determine  a  rapid  solution  of  the  iron  in 
the  acid^  and  the  needle^  at  the  same  moment  that  the  chemical 
action  commences^  will  receive  a  powerful  impulse. 

(227)  Polarization  and  TVansfer  of  the  Elements  of  the  Liquid. 
— The  simple  occurrence  of  powerful  chemical  action  is  not  alone 
sufficient  to  produce  a  powerful  voltaic  effect.  The  metals  are  all 
excellent  conductors  of  electricity,  and^  in  combining  with  each 
other  to  form  alloys,  they  often  give  evidence  of  intense  chemical 
action,  but  they  do  not  produce  any  adequate  voltaic  effect.  For 
example,  if  a  small  quantity  of  tin  be  placed  in  a  tube  bent  into 
the  form  of  the  letter  U,  and  be  melted  by  the  heat  of  a  spirit- 
lamp,  and  it  be  connected  on  one  side  with  the  wire  of  a  galvano- 
meter, which  is  introduced  into  the  melted  metal  in  one  limb  of 
the  tube,  whilst  into  the  second  limb  of  the  tube  a  platinum  wire, 
connected  with  the  other  extremity  of  the  galvanometer,  is  plunged, 
the  platinum  will  unite  with  the  tin  with  incandescence,  but  after 
the  first  moment  of  contact  no  permanent  deviation  of  the  mag- 
netic needle  will  be  observed,  although  a  brisk  chemical  action  is 
continued  for  several  seconds.  A  solution  of  the  elementary 
bodies,  chlorine  or  bromine,  when  used  as  the  liquid  between  the 
plates,  although  it  acts  powerfully  on  the  zinc,  produces  by  no 
means  a  proportionate  power  in  the  circuit. 

In  order  that  the  liquid  shall  possess  any  marked  power  of 
exciting  voltaic  action,  it  must  be  a  compound  susceptible  of 
decomposition  by  one  of  the  metals,  such,  for  instance,  as  dilute 
sulphuric,  hydrochloric,  or  hydriodic  acid,  or  a  saline  substance, 
such  as  chloride  of  sodium  or  iodide  of  potassium.  This  necessity 
for  the  employment  of  a  compound  liquid  for  exciting  the  force, 
appears  to  arise  from  the  necessity  of  a  peculiar  polarization  in  the 
liquid  in  order  to  enable  it  to  transmit  the  voltaic  action.  Indeed 
in  all  voltaic  actions  the  transfer  of  power  is  effected  by  a  polar 
influence,  propagated  through  both  the  solid  and  the  liquid  particles 
of  the  circuit,  and  the  chain  of  conducting  material  must  be  con- 
tinuous throughout,  so  that  the  force  shall  circulate. 

This  process  of  polarization  may  be  conceived  to  occur  in  the 
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following  manner^   Tvhich  offers  an  explanation  of  the  mode  in 
'whicli  the  platinum  (or  the  plate  of  metal   which  corresponds  to 
platinum)  may  be  supposed  to  act : — ^When  a  plate  of  pure  zinc 
or  of  amalgamated  zinc  is  immersed  in  a  compound  liquid^  which, 
like  a   solution  of  the   hydrochloric  acid  (HCl),  is  capable  of  at- 
tacking it  chemically,  the  metal  at  the  points  of  contact  becomes 
positively  electrified,  whilst  the   distant  portion  becomes  negative. 
The  layer  of  liquid  in  contact  with  the  zinc  undergoes  polarizatioo, 
which  affects  each  molecule  of  its  chemical  constituents ;  the  par- 
ticles of  chlorine  become  negative,  and  the  particles  of  hydrogen 
positive :  but  in  this  form  of  the  experiment  there  is  no  oommn- 
nication  between  the  negative  part  of  the  zinc  and  the  positively 
electrified  particles  of  hydrogen ;  consequently,  beyond  the  produc- 
tion of  this  state  of  electric   tension,  no   change   ensues.      This 
condition  is  represented  in  fig.  182   (i).     But  the  case  is  entirely 

Fig.  183. 


altered  if  a  plate  of  platinum,  or  of  some  other  metal  which  is  not 
easily  acted  upon  by  the  acid,  be  introduced,  and  made  to  touch 
the  zinc.  By  contact  with  the  zinc  the  platinum  itself  becomes 
polarized ;  it  imparts  a  certain  amount  of  positive  electricity  to  the 
zinc,  and  receives  a  portion  of  negative  in  return,  and  transmits 
the  polar  action  to  the  liquid.  A  chain  of  polarized  particles  is 
thus  produced,  as  represented  in  fig.  182  (2);  the  chlorine  of 
the  particle  of  H  CI  nearest  the  zinc  becomes  n^ative  under  the 
influence  of  the  chemical  affinity  which  exists  between  it  and  the 
zinc,  and  the  hydrogen  becomes  positive :  the  second  and  third 
particles  of  H  CI  become  similarly  electrified  by  induction ;  but 
the  platinum,  under  the  influence  of  the  induction  of  the  zinc, 
being  negative,  is  in  a  condition  to  take  up  the  positive  electricity 
of  the  contiguous  hydrogen.  The  action  now  rises  high  enough 
to  enable  the  zinc  and  the  chlorine  to  combine  chemically  with 
each  other ;  the  chloride  of  zinc  thus  produced  is  dissolved  by  the 
liquid,  and  is  removed  from  further  immediate  action  ;  but  the 
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particle  of  hydrogen  nearest  the  zinc  now  seizes  the  oppositely 
electrified  chlorine  which  lies  next  to  it,  and  a  new  portion  of 
hydrochloric  acid  is  reprodaced,  whilst  the  hydrogen  in  the  second 
particle  of  the  acid  is  transferred  to  the  chlorine  of  the  adjacent 
particle,  and  the  particle  of  hydrogen  which  terminates  the  row  is 
electrically  neutralized  by  its  action  upon  the  platinum,  to  which 
it  imparts  its  excess  of  positive  electricity,  and  immediately  escapes 
in  the  form  of  gas.  Fresh  particles  of  hydrochloric  acid  conti- 
nnaily  supply  the  place  of  those  which  have  undei^one  decompo- 
sition, and  in  this  way  a  continuous  action  ia  maiutained.  Thus 
the  tranafei  of  electricity  from  particle  to  particle  of  the  liquid  is 
attended  at  the  same  instant  by  a  transfer  of  the  constituents  of 
the  liquid  in  opposite  directions. 

These  changes  are  not  successive,  but  are  simultaneous  in  each 
vertical  section  of  the  liquid,  and  are  also  attended  with  corre- 
sponding changes  at  all  points  of  the  entire  circuit.  These  changes 
when  continued  uninterruptedly  constitute  what  is  conveniently 
termed  a  voltaic  cmretU.  This  term,  '  current,'  is  in  general  use, 
but  it  should  be  borne  in  mind  that  it  is  in  this  sense  employed 
merely  to  signify  the  continuous  transmission  of  force,  not  of  any 
material  substance.  In  every  voltaic  current  it  is  assumed  that  a 
quantity  of  negative  electricity,  equal  in  amount  to  that  of  the 
positive  set  in  motion,  is  proceeding  along  tbe  wire  in  a  direction 
opposed  to  that  in  which  the  positive  electricity  is  travelling ;  and 
it  is  conceived  that  by  the  perpetual  separation  and  recombination 
of  the  two  electricities  in  the  wire,  its  heating  and  other  effects  are 
produced.  In  order  to  avoid  confusion,  however,  whenever  the 
direction  of  the  voltaic  current  is  referred  to,  the  direction  of  the 
positive  current  alone  is  indicated. 

The  polarization  of  the  metallic  and  liquid  particles  composing 
a  circuit  when  zinc  is  placed 

in  an  acid,  or  in  other  words,  Fio.  183. 

the  occurrence  of  electric  ten- 
sion as  a  preliminary  to  the 
passage  of  the  voltaic  current, 
may  be  shown  by  the  follow- 
ing experiment  (Gassiot).  A 
plate  of  platinum,  p,  fig.  1 83, 
and  another  of  amalgamated 
anc,  z,  are  immersed  in  dilute 
sulphuric  acid,  and  the  wire 
which  proceeds  from  each  is  -. 
insulated  and  connected  with 
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the  two  gilt  disks,  a,  b,  of  the  electroscope,  e  ;  these  disks  are  insu- 
lated from  each  other  and  from  the  ground,  by  the  glass  of  the 
apparatus ;  they  slide  easily  to  and  fro  in  the  sockets,  and  can  be 
brought  witliin  a  quarter  of  an  inch  or  less  of  each  other ;  a  single 
gold  leaf,  mounted  as  in  the  ordinary  electroscope,  is  suspended 
midway  between  them :  now  if  the  positive  end  of  a  Deluc*s  pile 
(249),  D,  be  brought  near  the  cap  of  the  instrument,  the  gold  leaf 
will  approach  the  disk  a,  which  is  connected  with  the  zinc  plate; 
the  leaf  becomes  positive  by  induction  from  the  positive  end  of  the 
pile,  and  is  therefore  attracted  by  the  negatively  electrified  disk  a ; 
but  if  the  opposite  end  of  the  pile  d,  which  is  charged  with  nega- 
tive electricity,  be  presented,  the  gold  leaf  becomes  negative,  and  is 
attracted  by  the  positively  electrified  disk  b,  which  is  in  connexion 
with  the  platinum  plate.  The  amount  of  the  electric  tension 
increases  in  proportion  as  the  number  of  pairs  is  increased. 
Gassiot  found  with  a  battery  of  400  pairs  of  Grovels  cells,  each 
cell  being  carefully  insulated,  that  a  succession  of  sparks  passed 
between  the  terminals  when  brought  very  near  to  each  other;  and 
if  each  end  of  the  battery  was  connected  with  a  gold  leaf  electro- 
scope, the  leaves  of  each  diverged  powerfully,  the  vpire  in  con- 
iiexion  with  the  platinum  plate  furnishing  positive,  that  with  the 
zinc  plate,  negative  electricity.  (See  also  §  251.) 

(228)  Energy  of  the  Current  Proportionate  to  the  Chemical 
Activity. — In  order  to  produce  a  current,  the  two  metals  which 
are  employed  must  be  acted  upon  by  the  exciting  liquid  with  dif- 
ferent degrees  of  rapidity  : — thus,  when  two  similar  slips  of  zinc, 
or  of  any  other  metal,  are  opposed  to  each  other,  no  current  is 
excited.  The  galvanic  action  is  strongest  between  two  metals 
upon  which  the  chemical  action  of  the  components  of  the  exciting 
liquid  diflfers  most  widely ;  for,  from  what  has  been  already 
stated,  it  is  evident  that  two  strips  of  zinc  would  tend  to  produce 
polarization,  and  subsequently  currents  of  equal  intensity,  in  op- 
posite directions,  so  that  the  two  would  necessarily  neutralize  each 
other.  When  zinc  is  opposed  to  tin,  a  current  is  produced,  set- 
ting out  through  the  liquid  from  the  zinc  to  the  tin  ;  zinc  and 
copper  give  rise  to  a  stronger  current  in  the  same  direction; 
whilbt  between  zinc  and  platinum  the  current  is  still  more  power- 
ful ;  and  between  potassium  and  platinum  the  action  attains  its 
maximum.  By  forming  an  amalgam  of  potassium,  this  last  men- 
tioned experiment  admits  of  easy  performance ;  for  it  has  been 
found  that  the  voltaic  relations  of  all  amalgams  are  the  same  as 
those  of  the  more  oxidizable  metal  which  they  contain.  A  good 
deal  of  the  potassium  is  oxidized  by  what  is  termed  local  action, 
without  contributing  in  any  \?ay  to  the  production  of  the  current. 
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The  distinction  between  local  action  and  action  which  contributes 
to  the  voltaic  effect  is  important,  and  may  be  illustrated  by  the 
difference  in  action  of  diluted  sulphuric  acid  upon  a  slip  of  ordi- 
nary zinc  and  upon  a  slip  of  zinc  from  the  same  sheet  which  has 
been  amalgamated :  in  the  first  case  rapid  solutioa  of  the  metal 
will  occur  although  the  connexion  with  the  platinum  plate  may 
remain  incomplete ;  in  the  second^  the  zinc  will  be  attacked  only 
when  the  circuit  is  completed ;  but  the  unamalgamated  zinc  will 
produce  no  greater  voltaic  effect  than  an  equal  slip  of  the  metal 
which  has  been  properly  amalgamated.  In  no  instance  is  the 
force  in  circulation  increased  by  the  local  action  on  the  plates, 
whatever  be  the  nature  of  the  metal. 

Wheatstone  has  devised  a  method  (248)  of  measuring  the 
amount  of  the  eleciro-motive  farce,  or  energy  of  the  voltaic  power, 
produced  by  any  combination ;  and  he  has  by  this  means  proved 
conclusively  that  this  energy  depends  upon  the  intensity  of  the 
chemical  action  between  the  elements  of  the  liquid  and  the 
metals  which  compose  the  circuit.  He  has  shown  that  if  any 
three  of  these  dissimilar  metals  be  taken  in  their  electrical  order 
and  be  formed  in  pairs  into  separate  circuits,  the  force  generated 
by  a  combination  of  the  two  extreme  metals  of  the  series  is  equal 
to  the  sum  of  the  forces  developed  when  the  intermediate  metal  is 
separately  combined  with  each  of  the  other  two  in  succession. 
For  example,  the  voltaic  energy,  or  electro-motive  force,  excited 
between  platinum  and  an  amalgam  of  potassium  may  be  repre- 
sented by  the  number  69 :  the  electro-motive  force  between  pla- 
tinum and  zinc,  expressed  in  terms  of  a  similar  standard,  is  equal 
to  40 ;  and  in  a  similar  experiment  between  zinc  and  potassium, 
where  zinc  acted  the  part  of  a  negative  metal  towards  the  potas* 
sium^  the  number  obtained  was  29.     Now 

the  amount  of  force  between  platinum  and  zinc      =  40 
the  amount  of  force  between  zinc  and  potassium   =  29 

the  two  taken  together  =  69 

and  this  number,  69,  is  identical  with  that  obtained  by  opposing 
platinum  to  the  amalgam  of  potassium. 

(229)  Direction  of  the  Current  Dependent  on  the  Direction  of 
the  Chemical  Action. — In  all  these  cases  the  positive  electricity  sets 
out  from  the  more  oxidizable  metal,  which  may  be  termed  the 
positive,  or  generating  plate,  and  traverses  the  liquid  towards  the 
less  oxidizable  metal  which  forms  the  negative  or  conducting 
plate :  from  the  conducting  plate  the  force  is  transferred  to  the 
wire,  and  thence  in  turn  to  the  generating  plate ;  thus  the  circuit 
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is  completed.  Unless  this  circulation  can  take  place^  all  the  phe- 
nomena of  voltaic  action  are  suspended.  Since  the  chemical 
action  of  any  combination  is  thus  always  in  one  nniform  direc- 
tion^ the  motion  of  a  magnetic  needle  nnder  its  influence  is 
equally  uniform  :  the  amount  of  force  which  is  thrown  into  cir- 
culation^ whether  it  be  measured  by  its  magnetic  or  by  its  heating 
effects^  is  proportioned  to  the  quantity  of  the  positive  metal  which 
is  dissolved  in  a  given  time. 

Every  liquid  which  thus  acts  in  exciting  a  voltaic  current  may 
be  regarded  as  consisting  of  two  groups  of  substances^  one  of 
which  attacks  the  generating  or  positive  plate^  and  may  be  termed 
the  electro-negative  constituent  of  the  liquid,  whilst  the  other  is 
transferred  to  the  conducting  or  negative  plate^  and  constitutes  the 
electro- positive  constituent. 

The  elementary  bodies  have  indeed  been  classified  upon  this 
principle    into   electro-positive   and  electro-negative   substances; 


Electro-chemical  Order  of 

Electro^negative, 

Oxygen 

Sulphur 

Selenium 

Nitrogen 

Fluorine 

Chlorine 

Bromine 

Iodine 

Phosphorus 

Arsenic 

Chromium 

Vanadium 

Molybdenum 

Tungsten 

Boron 

Carbon 

Antimony 

Tellurium 

Titanium 

Silicon 

Hydrogen. 


the  Principal  Elements. 

Gold 

Platinum 

Palladium 

Mercury 

Silver 

Copper 

Bismuth 

Tin 

Lead 

Cadmium 

Cobalt 

Nickel 

Iron 

Zinc 

Manganese 

Uranium 

Aluminum 

Magnesium 

Calcium 

Strontium 

Barium 

Lithium 

Sodium 

Potassium. 

Electro-positive, 
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hydrogen  and  most  of  the  metals  being  electro-positive ;  oxygen, 
chlorine,  and  other  substances  of  this  nature  being  electro-negative. 
In  the  preceding  table  the  more  important  of  the  elements  are 
arranged  in  the  electro-chemical  order  on  the  authority  of  Berze- 
lius.  It  has  been  remarked  that  the  more  strongly  electro-positive 
metals  crystallize  in  forms  belonging  to  the  regular  system,  whilst 
the  non-metallic  elements,  and  those  metals  which  are  most 
electro-negative,  crystallize  generally  in  other  forms. 

It  is  probable  that  the  order  here  followed  is  not  exactly  cor- 
rect. Fluorine,  and  chlorine  perhaps,  ought  to  stand  at  the  head 
of  the  list;  there  is  no  doubt  that  hydrogen  should  stand  much 
nearer  to  potassium ;  and  according  to  late  experiments  aluminum 
should  take  its  place  between  lead  and  cadmium.  It  is  also  cer- 
tain that  the  elements  do  not  under  all  circumstances  maintain 
the  same  relative  order,  but  that  in  particular  cases  the  order  is 
altered :  for  example,  in  strong  nitric  acid,  iron  is  nearly  as 
electro-negative  as  platinum  ;  again,  a  metal  may  be  electro- 
positive when  it  forms  the  base  of  a  salt,  but  electro-negative  when 
associated  with  the  elements  of  the  acid  constituent.  Indeed  it 
may  be  laid  down  as  an  invariable  rule  that  whenever  the  chemical 
action  is  inverted  the  direction  of  the  current  is  inverted  also. 
The  voltaic  order  of  the  metals  given  above  is  that  which  is  observed 
when  diluted  acids  are  used  as  the  exciting  liquids,  but  it  by  no 
means  represents  the  order  in  which  they  stand  when  the  current  is 
excited  by  the  use  of  a  caustic  alkaline  solution  or  a  sulphide  of 
the  alkaline  metak.  This  point  is  well  exemplified  in  the  follow- 
ing results  given  by  Faraday  {Phil.  Trans.,  1840,  p.  113).  The 
metals  which  stand  first  on  each  list  are  negative  to  all  those 
which  follow  them.  The  place  of  iron  in  the  strong  nitric  acid  is 
that  which  it  shows  immediately  on  immersion ;  it  becomes  much 
more  powerfully  electro-negative  afterwards  : — 
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Solution 
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Yellow 
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Silver 

Copper 

Antimony 

Bismuth 
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Iron 

Lead 

Tin 

Cadmium 

Zinc 

Silver 

Copper 

Antimony 

Bismuth 

Nickel 

Iron 

Lead 

Tin 

Cadmium 

Zino 

Antimony 

Silver 

Nickel 

Bismuth 

Copper 

Iron 

Lead 

Tin 

Cadmium 

Zinc 

Nickel 

Silver 

Antimony 

Copper 

Bismuth 

Iron 

Tin 

Lead 

Zinc 

Cadmium 

Silver 

Nickel 

Copper 

Iron 

Bismuth 

Lead 

Antimony 

Cadmium 

Tin 

Zinc 

Iron 

Nickel 

Bismuth 

Antimony 

Lead 

Silver 

Tin 

Cadmium 

Copper 

Zino 
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The  relative  size  of  the  generating  and  conducting  plates  has 
no  influence  upon  the  direction  of  the  current,  which  sets  in  as 
certainly  through  the  liquid  from  a  sqnare  inch  of  zinc  to  a 
square  foot  of  copper  aa  from  a  square  foot  of  zinc  to  a  sqnare 
inch  of  copper.  The  spread  of  this  foree  may  be  traced  in  an 
interesting  manner  by  substituting  a  solution  of  sulphate  of  copper 
for  sulphuric  acid  as  a  part  of  the  exciting  liquid ;  copper  will  be 
thrown  down  instead  of  hydrogen,  and  by  its  colour  and  thickness 
will  very  accurately  indicate  the  extent  and  direction  of  the  action. 
The  experiment  is  easily  made  by  taking  advantage  of  a  property 
possessed  by  porous  diaphragms,  in  consequence  of  which,  a  piece 
of  any  animal  membrane,  or  of  unglazed  earthenware,  which  can 
be  thoroughly  wetted  by  the  liquids,  will  allow  the  current  to 
traverse  it  without  opposing  any  mHteria]  obstruction  to  its 
passage.  Diluted  sulphuric  acid  may  thus  be  employed  upon  one 
side  of  the  diaphragm,  and  a  solution  of  sulphate  of  copper  upon 
the  other  side :  under  these  circumstances  a  current  would  be 
freely  transmitted,  whilst  the  two  liquids  would  be  prevented  from 
intermingling.  For  example,  let  a  piece  of  blad. 
der,  b,  fig.  J  84,  be  tied  firmly  over  the  lower 
end  of  a  wide  tube  open  at  both  extremities; 
place  some  diluted  sulphuric  acid,  a,  in  the  tube, 
and  suspend  a  rod  of  zinc,  z,  in  its  axis ;  sup- 
port the  tube  so  that  its  lower  end  shall  dip 
beneath  the  surface  of  a  solution  of  sulphate  of 
copper,  s,  contained  in  a  shallow  glass  dish,  upon 
the  bottom  of  which  rests  a  sheet  of  copper,  c: 
on  connecting  the  zinc  and  copper  by  the  wire, 
H',  voltaic  action  will  ensue,  and  a  deposit  of  metallic  copper  will 
be  produced  npon  the  plate,  c.  It  will,  however,  be  observed  that 
this  deposit  does  not  take  place  uniformly  over  the  surface  of  the 
pheet  c,  but  that  it  commences  in  the  centre  in  a  circular  form; 
the  layer  of  copper  shows  itself  first  at  the  point  immediately 
beneath  the  extremity  of  the  zinc  rod,  aud  it  is  at  this  point  that 
the  greatest  thickness  of  the  deposit  occurs ;  it  gradually  becomes 
thinner  towards  the  circumference  of  the  circle,  which,  however, 
continues  to  increase  in  diameter  as  the  experiment  proceeds,  until, 
if  sufiBcient  time  be  allowed,  the  plate  is  covered  with  reduced 
copper. 

Whilst  a  metal  is  thus  rendered  electro-negative  by  voltaic  ac- 
tion, it  is  no  longer  liable  to  the  ordinary  action  of  chemical  agents. 
A  beautiful  application  of  this  principle  was  made  by  Davy  to  the 
prevention  of  the  corrosion  of  the  copper  sheathing  of  ships  by  the 
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action  of  sea  water.  Copper  is  the  material  best  adapted  to  pre- 
serve the  timbers  of  the  ship  from  the  attacks  of  marine  insects 
and  boring  animals ;  but  this  metal,  when  subjected,  under  ordi- 
nary circumstances^  to  the  combined  influence  of  the  salts  dissolved 
in  sea  water  and  of  the  atmospheric  air  which  it  also  holds  in  solu- 
tion, experiences  corrosion,  which  in  the  course  of  a  few  years  ren- 
ders it  necessary  to  renew  the  copper.  It  was,  however,  discovered 
by  Davy,  that  by  placing  pieces  of  zinc,  or  of  cast-iron,  in  contact 
with  the  copper  under  water,  this  corrosion  could  be  prevented ; 
and  that  a  surface  of  zinc,  not  exceeding  -pf^  of  that  exposed  by 
the  copper,  was  adequate  to  the  entire  protection  of  the  copper,  the 
whole  of  the  chemical  action  being  transferred  to  the  zinc ;  and 
that  even  when  the  surface  of  zinc  was  reduced  until  it  was  only 
equal  to  toW  ^f  ^^^^  of  the  copper,  a  considerable  preservative 
effect  was  experienced.  But  the  very  success  of  the  experiment 
in  the  direction  anticipated,  created  difficulties  of  another  kind ; 
earthy  matters,  consisting  of  compounds  of  lime  and  magnesia, 
were  deposited  from  the  sea  water  by  the  slow  voltaic  action,  and 
they  attached  themselves  to  the  surface  of  the  copper ;  weeds  and 
shell-fish  found  in  this  deposit  a  congenial  pabulum,  the  bottom  of 
the  ship  became  foul,  the  sailing  qualities  of  the  vessel  were  neces- 
sarily impaired,  and  the  system  of  voltaic  protectors  was  aban- 
doned. For  some  years  past  a  kind  of  brass,  introduced  by  Mr. 
Mnntz,  which  admits  of  being  rolled  whilst  hot,  has,  in  the  mer- 
chant service,  been  largely  and  advantageously  substituted  for 
copper  as  a  material  for  ships'  sheathing.  In  this  case  the  zinc 
and  the  copper  are  combined  in  the  sheet  itself,  which  is  less  rapidly 
corroded  than  if  composed  of  either  metal  separately.  The  pro- 
tective influence  of  zinc  both  on  copper  and  on  iron  is  readily 
ishown  by  exposing  bright  bars  of  these  metals  in  separate  vessels, 
either  in  sea  water  or  in  a  solution  of  common  salt  containing  an 
ounce  of  salt  in  each  pint  of  water.  If  a  fragment  of  zinc  be 
attached  to  one  of  the  bars  of  copper  and  to  one  of  the  bars  of 
iron,  these  bars  will  remain  bright,  whilst  the  zinc  is  corroded; 
but  the  unprotected  bars  will,  in  a  few  hours,  give  evidence  of  the 
commencement  of  chemical  action. 

Another  remarkable  proof  of  the  dependence  of  the  current, 
for  its  direction  and  its  force,  upon  chemical  action,  is  afforded  by 
the  manner  in  which  a  voltaic  circuit  may  be  produced  between 
two  surfaces,  one  of  which  has  a  stronger  affinity  for  hydrogen 
than  the  other  possesses.  For  example,  when  two  clean  plates  of 
platinum  are  immersed  in  diluted  acid,  and  connected  with  a  gal- 
vanometePj  no  voltaic  action  is  excited ;  but  the  case  is  different  if 


362  DIRECTION   OF    THE    CURRENT. 

one  of  these  plates  be  first  coated  with  a  film  of  some  metallic 
peroxide^  such  as  peroxide  of  manganese  (MnOg),  peroxide  of  lead 
(PbOg),  or  peroxide  of  silver  (AgO^).  The  platinum  plate  may  be 
thus  coated  by  immersing  it  in  a  solution  of  sulphate  of  manga- 
nese, of  nitrate  of  lead,  or  of  nitrate  of  silver,  and  connecting  it 
with  the  platinum  side  of  a  weak  voltaic  arrangement  for  a  few 
minutes,  whilst  the  liquid  is  connected  by  a  second  plate  with  the 
zinc  end  of  the  battery :  the  plate  thus  prepared  must  be  well 
washed  with  distilled  water.  If  it  be  then  opposed  to  a  plate  of 
clean  platinum,  and  immersed  in  any  diluted  acid,  it  will  originate 
a  current  which  depends  upon  the  affinity  of  the  hydrogen  of  the 
diluted  acid  for  the  second  equivalent  of  oxygen  in  the  peroxide. 
In  a  combination  of  this  description  the  clean  platinum  becomes 
positive,  and  corresponds  to  the  zinc  plate,  whilst  the  coated  pla- 
tinum becomes  negative.  The  coated  plate,  although  negative, 
thus  becomes  the  generating  or  active  surface,  and  transmits  the 
current  at  once  to  the  conducting  wire. 

Faraday  has  shown  that  the  direct  contact  of  dissimilar  metals 
is  not  necessary  to  the  production  of  the  voltaic  current,  provided 
that  they  are  connected  by  some  liquid  of  sufficient  conducting 
power.  This  is  a  point  of  considerable  importance,  as  it  shows 
that  Volta's  theory  of  the  origin  of  the  force,  which  is  still  main- 
tained by  many  philosophers  who  have  not  made  the  chemical 
phenomena  of  the  pile  their  especial  study,  is  deficient  in  accuracy. 

The  following  is  the  simple  experiment,  which 
Fig.  185.  proves  the  point  now  under  discussion :  a,  fig. 

185,  is  a  plate  of  zinc,  bent  at  a  right  angle; 
p,  a  platinum  plate,  to  which  a  platinum  wire  is 
attached.  At  a,  a  small  piece  of  blotting  paper, 
moistened  with  a  solution  of  starch  and  iodide  of 
potassium,  is  interposed  between  the  plate  of 
zinc  by  which  it  is  supported  and  the  platinum 
wire  which  rests  upon  it ;  no  change  occurs  in 
the  solution  of  the  iodide  until  the  two  plates  are 
immersed  in  diluted  nitric  acid ;  but  in  a  few 
minutes  after  such  immersion,  evidence  of  a  current  in  the 
direction  of  the  arrow  is  afforded,  by  the  appearance  of  a  blue 
spot  against  the  platinum  wire,  due  to  the  liberation  of  iodine, 
from  the  decomposition  of  the  iodide  of  potassium  by  the  voltaic 
action. 

(230)  Circuits  with  one  Metal  and  two  Liquids. ^Yot  the 
establishment  of  a  voltaic  current,  it  is  further  necessary  that  the 
liody  which  decomposes  the  liquid  be  a  conductor  of  electricity,  in 
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order  to  carry  off  the  force  generated ;  but  it  is  not  necessary  to 
use  two  dissimilar  metals,  provided  that  one  estremity  of  the  metal 
be  plunged  into  a  liquid  capable  of  acting  on  it,  whilst  the  other 
extremity  dips  into  a  difEbrent  liquid  which  has  little  or  no  action 
on  the  metal,  but  which  communicates  freely  with  the  first  liquid. 
Take,  for  example,  a  tube  bent  into  the  form  represented  in 
fig.  186,  I.     Place  a  plug  of  tow  in  the  bend;  into  one  limb,  a, 
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poor  a  solution  of  chloride  of  copper  (Cu  CI),  in  the  other  limb,  b, 
place  a  solution  of  common  salt  (NaCl)  (chloride  of  sodium). 
Connect  the  open  ends  of  the  tube  by  bending  a  strip  of  copper  so 
that  one  end  of  it  shall  dip  into  the  solution  of  copper  and  the 
other  end  into  the  solution  of  salt.  Crystals  of  copper  will  be 
formed  gradually  upon  the  end  of  the  strip  which  is  immersed  in 
the  metallic  solution,  whilst  the  end  of  the  strip  which  is  immersed 
in  the  salt  and  water  will  be  slowly  corroded,  and  chloride  of 
copper  will  be  formed.  The  following  diagram  may  assist  in  ex- 
plaining this  change : — 

Let  the  symbol  Cu  CI  represent  the  combination  of  chloride  of 
copper,  Na  CI  that  of  chloride  of  sodium,  the  line  at  a  being  used 
to  show  the  position  of  the  plug  of  tow.  If  No,  i  indicate  the 
Btate  of  things  before  any  change  has  occurred.  No.  2  will  repre- 
sent the  change  after  the  circuit  is  complete. 

(i.)  Cu    I    circi,£rci    I    nTcI,  1^1    [    Cu 


(2.)  Cu    I    Cu,  CI  Cu,  CI    I    Na,  CI  Xs,  CI  Cu    | 

If  the  strip  of  copper  be  divided  in  the  middle,  and  the  two 
ends  be  connected  with  a  galvanometer,  as  shown  in  fig.  186,  3, 
a  current  is  found  to  be  circulating  through  the  apparatus.  A  still 
simpler  arrangement  may  be  adopted ;  if  a  long  straight  tube  be 
fiUed  half  full  with  diluted  sulphuric  acid,  and  the  remainder  with 
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a  solution  of  sulphate  of  copper,  a  strip  of  copper  plunged  into  it 
will  be  dissolved  below,  while  an  equal  amount  of  copper  will  be 
deposited  on  the  upper  extremity ;  from  the  extreme  slowness  aud 
regularity  of  the  action,  the  metal  will  assume  the  form  of  crystals. 
Becquerel,  by  using  various  liquids  in  the  two  limbs  of  the 
bent  tube  (No.  i)  has  obtained  many  of  the  metals  crystallized  in 
forms  of  great  beauty. 

By  employing  two  dissimilar  metals  in  the  metallic  arc,  as  p  z, 
(fig.  186,  3)  a  more  powerful  but  equally  regular  action  may  be 
excited.  If  a  solution  of  common  salt  be  placed  in  one  limb,  i, 
and  a  solution  of  protocliloride  of  iron  in  the  other,  a,  whilst  the 
zinc  end  of  a  compound  arc  of  zinc  and  platinum  is  plunged  into 
the  first,  and  the  strip  of  platinum  is  immersed  in  the  second  liquid, 
tetrahedral  crystals  of  iron  will  in  a  few  days  be  deposited  upon 
the  platinum.  If  a  little  chloride  of  iron  be  mixed  with  chloride 
of  zirconium,  and  substituted  for  the  chloride  of  iron  in  the  limb 
a,  plates  of  zirconium  will  be  obtained,  of  a  steel  gray  colour,  and 
Mfhich,  by  exposure  to  the  air,  become  oxidized  and  fall  to  a  white 
powder. 

Becquerel  has  shown,  that  within  the  strata  of  the  earth  similar 
actions  are  going  on ;  and  R.  W.  Fox  and  others,  by  connecting, 
by  wires  attached  to  a  galvanometer,  the  surfaces  of  two  conti- 
guous lodes  of  metallic  ore,  have  succeeded  in  demonstrating  to 
the  eye  the  existence  of  these  feeble  but  continuous  currents  which 
are  probably  the  cause  of  the  accumulation  of  the  difierent  metals 
in  regular  beds,  and  of  their  beautiful  crystalline  arrangement. 

Other  combinations  may  be  produced,  in  which   the  mutual 
action  of  the  two  liquids  originates  the  current,  the  metal  merely 
acting  as  a  conductor.     Becquerel  was  the  first  to  point  out  the 
means  of  obtaining  circuits  of  this  description,  of  which  the  fol- 
lowing is  a  good  example : — If  a  small  porous  vessel  be  filled  with 
nitric  acid,  and  be  immersed  in  a  second  vessel  containing  a  solu- 
tion of  potash,  on  plunging  two  platinum  plates  connected   with 
the  wires  of  a  galvanometer,  one  into  the  acid,  the  other  into  the 
alkaline  liquid,  a  steady  current  of  considerable  intensity  will  be 
produced,  and  will  be  maintained  for  many  days,  in  a  direction 
passing  from  the  potash  to  the  nitric  acid,  and  thence  returning 
through  the  galvanometer  to  the  alkaline  liquid.     A  still  more 
powerful  combination  was  obtained  by  Matteucci  on  substituting  a 
solution  of  pentasulphide  of  potassium  for  the  caustic  potash.     A 
single  cell  of  this  construction  decomposed  acidulated  water  if  inter- 
posed between  the  platinum  wires,  and  on  breaking  contact  a  dis- 
tinct spark  was  perceptible  at  the  surface  of  the  mercury  employed 
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to  connect  the  two  platinum  wires.  Arrott  {Phil.  Mag,  xxii.  427) 
has  described  a  variety  of  other  cases  of  this  kind.  These  actions, 
however,  will  be  more  conveniently  studied  in  connexion  with  the 
chemical  effects  of  the  voltaic  battery  at  a  future  point  (871). 

(230  a)  The  conditions  necessary  to  the  production  of  a  vol- 
taic current  may  be  shortly  recapitulated  as  follows  : — ^Though  the 
contact  of  dissimilar  metals  produces  electric  disturbance,  chemical 
action  is  necessary  to  propagate  the  voltaic  current.  This  che- 
mical action  must  be  produced  by  means  of  a  compound  liquid, 
which  is  decomposed  in  the  process,  one  of  the  constituents  of  the 
liquid  entering  into  combination  with  one  of  the  metals.  In  the 
transmission  of  the  voltaic  power,  a  polarization  of  the  liquid,  as 
well  as  of  the  solid  portions  of  the  circuit,  is  produced,  and  this 
polarization  of  the  liquid  is  attended  with  the  separation  of  its 
constituents  into  two  groups,  one  of  which  unites  with  the  posi- 
tive metal,  whilst  the  other  makes  its  appearance  at  the  same 
moment  upon  the  negative  plate.  The  activity  of  the  combina- 
tion, or  its  electro- motive  force,  is  greater,  the  greater  the  diffe- 
rence between  the  chemical  aflBnity  of  the  electro-negative  consti- 
tuent of  the  exciting  liquid  for  the  two  metals  which  are  opposed 
to  each  other  in  the  particular  case.  The  relative  size  of  the 
plates  employed  has  no  influence  on  the  direction  of  the  current 
which  is  produced.  Contact  of  two  metals  is  not  necessary  to  the 
production  of  voltaic  action  :  circuits  may  be  formed  between  one 
metal  and  two  liquids,  if  the  liquids  be  in  liquid  communication 
with  each  other,  and  if  their  chemical  aflSnities  for  the  metal  be 
unequal.  It  is  even  possible  to  obtain  a  current  from  the  mutual 
action  of  two  dissimilar  liquids,  if  these  liquids  exert  a  chemical 
action  upon  each  other,  by  connecting  the  liquids  through  the  inter- 
vention of  a  metal  upon  which  they  exert  no  chemical  influence, 
and  which  therefore  simply  performs  the  part  of  a  conductor. 

Different  Forms  of  the  Voltaic  Battery. 

(231)  Counteracting  Currents:  Gas  Battery. — We  shall  now 
resume  the  consideration  of  those  forms  of  voltaic  combination 
which  are  the  most  important  in  practice,  and  in  which,  generally, 
two  dissimilar  metals  are  employed. 

It  has  been  already  stated  that  the  amount  of  force  set  in 
motion  in  a  voltaic  arrangement,  depends  upon  the  difference  be- 
tween the  aflBnity  of  the  two  metals  for  the  active  principle  or 
radicle  of  the  acid.  Under  circumstances  favourable  to  the  pro- 
duction of  a  current,  decomposition  of  the  liquid  which  excites  the 
action  always  occurs ;  the  elements  of  the  liquid  are  separated  from 
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eacli  other,  and  they  either  combine  with  the  metallic  plate,  or 
else  they  accumulate  upon  its  surface,  giving  rise  to  the  conditum 
of  the  plates  which  is  often  described  under  the  inappropriate  term 
polarization  of  the  plates  or  electrodes.  These  adhering  sulv 
stances  oppose  the  voltaic  action  and  enfeeble  it,  owing  to  the 
tendency  of  the  separated  components  of  the  liquid  to  re-naite. 
Thtta,  when  diluted  sulphuric  acid  is  used,  it  becomes  a  deside- 
ratum to  get  rid  of  the  hydrogen  which  adheres  to  the  platinnm, 
and  produces  a  current  in  the  opposite  direction.  The  existence 
of  this  counter-current  may  be  rendered  evident  by  conoectii^ 
with  one  end  of  the  wire  of  a  galvanometer,  a  platinnm  plate 
which  has  been  thus  opposed  to  a  plate  of  zinc :  on  attaching  to 
the  other  end  of  the  galvanometer  wire  a  second,  but  clean  pla- 
tinum plate,  and  plunging  both  into  diluted  acid,  a  powerful  de- 
flection of  the  needle  will  be  observed. 

This  observation  has  been  ingeniously  applied  by  Grove,  who 
has  constructed  what  he  terms  a  gaa  battery,  by  opposing  a  plate 
covered  with  oxygen  to  the  plate  coated  with  hydrogen,  whilst  at 
the  same  time  he  increases  the  surfeces  of  contact 
between  the  platinum  and  the  oxygen  and  hydrc^eo. 
Fig.  187  represents  a  cell  of  this  battery.  It  con- 
sists of  two  tubes,  o  and  h  ;  through  the  npper  ex- 
tremity  of  each  passes  a  platinum  wire,  which  is  fused 
into  the  glass,  and  attached  to  a  platinum  plate 
sufficiently  long  to  reach  to  the  bottom  of  the  tube. 
The  surfaces  of  these  plates  are  coated  by  means 
of  voltaic  action  with  finely  divided  platinum,  for 
the  purpose  of  increasing  the  surfaces  of  coutact 
between  the  metal  and  the  gas.  The  tube  b  has 
double  the  capacity  of  the  tube  o.  These  tubes 
are  supported  in  the  vessel  s,  by  the  plug  through 
which  they  pass.  In  order  to  use  the  apparatus, 
the  vessel  s  is  filled  with  diluted  sulphuric  add, 
and  by  inverting  the  cell,  the  tubes  are  likewise 
lilled  with  the  liquid.  The  plates  in  the  tubes  0 
and  H  axe  then  connected  by  the  mercury  cups 
at  top  nith  the  wires  of  a  voltaic  battery  in  action,  so  that 
by  the  decomposition  of  the  diluted  acid  the  tube  o  shall 
become  filled  with  oxygen,  and  the  tube  h  with  hydrogen. 
The  tubes  having  been  thus  filled,  the  battery  wires  are  with- 
drawn. If  the  mercury  cups  at  the  top  of  the  tubes  o  and 
H  be  now  connected  with  the  wires  of  a  galvanometer,  power- 
ful deflection  of  the  needle  will  be  produced,  and  a  current  will  be 
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maintained  through  the  apparatus  in  the  direction  of  the  arrows* 
The  two  gases  will  gradually  diminish  in  bulk^  and  will  in  a  few 
days  entirely  disappear,  but  the  current  will  be  maintained  so  long 
as  any  portions  of  the  gases  remain  uncombined.  By  connect- 
ing 8  or  lo  such  cells  in  succession^  so  that  the  oxygen  tube  of 
one  cell  shall  be  connected  with  the  hydrogen  tube  of  the  adjacent 
cell,  sparks  may  be  obtained  between  charcoal  points,  and  various 
chemical  decompositions  may  be  effected.  The  polar  chain  by 
which  these  changes  are  produced,  may  thus  be  represented  by 
symbols  :  H,  SO^  indicating  a  molecule  of  diluted  acid,  O  and  H 
representing  the  disturbing  molecules  of  oxygen  and  hydrogen. 

O    H,  SO^    H,  SO^    H,  SO^    H 

The  brackets  above  the  row  of  symbols  are  intended  to  show 
the  molecular  arrangement  before  the  circuit  is  completed ;  those 
beneath  the  symbols  show  the  action  during  the  passage  of  the 
current. 

Since  no  action  occurs  in  the  gas  battery  until  metallic  com- 
munication between  the  plates  is  effected,  it  appears  that  the  use 
of  the  platinum  plates  consists  in  favouring  the  action  by  con- 
densing the  gases  upon  their  porous  surfaces,  and  in  acting  as  con- 
ductors of  the  current. 

It  may  indeed  be  stated  generally,  that  the  accumulation  of 
either  of  the  elements  of  the  exciting  liquid  upon  the  metallic 
plates  of  a  voltaic  combination,  always  tends  to  produce  a  counter 
current,  and  therefore  reduces  the  efficiency  of  the  combination  to 
a  proportionate  extent.  Hydrogen  is  the  element  which,  in  the 
usual  mode  of  experiment,  principally  accumulates  upon  the  nega- 
tive plate,  so  that  any  contrivance  by  which  the  adhering  hydrogen 
is  removed,  exalts  the  energy  of  the  circulating  force.  This  removal 
of  the  hydrogen  may  be  effected  by  means  which  act  either  on 
chemical  or  on  mechanical  principles.  The  chemical  principle  is 
the  most  perfect.  It  consists  in  adding  to  the  liquid  a  compound 
which  has  a  tendency  to  unite  with  the  hydrogen ;  hence  the 
energy  of  the  current  is  much  increased  by  mixing  a  little  nitric 
acid  (H,  NOg)  with  the  exciting  liquid,  comparatively  little  hy- 
drogen being  set  free  in  this  case.*  The  same  end  is  attained  by 
adding  to  the  sulphuric  acid,  a  solution  of  some  of  the  metallic 
salts,  such,  for  instance,  as  sulphate  of  copper  (Cu,  SOJ.     When 


*  By  the  action  of  hydrogen  on  nitric  acid,  peroxide  of  nitrogen  (NOJ 
and  water  are  formed,  thus :  HO,  NOj+H  =  NO4+2  HO ;  or  H,  JWO«-i* 
H  =  N04-h2  HO. 
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sulphate  of  copper  is  employed,  metallic  copper  is  deposited  upon 
the  negative  or  conducting  plate,  whilst  the  oxygen  and  sidphuric 
acid,  with  which  it  was  previously  united,  combine  with  the  ziuc. 
A  disadvantage,  however,  is  experienced   when   the  liquid   which 
absorbs  the  hydrogen  is  in  contact  with  the  zinc,  and  this  is  par- 
ticularly evidenced  when  sulphate  of  copper  is   used.     The  zinc 
acts  at  once  on  the  solution  of  copper,  and  becomes  coated  with 
reduced  copper;  hence   innumerable  small  circuits   are  produced 
between  the  particles  of  zinc   and   those  of  the  reduced  copper, 
which  occasion  a   violent  discharge  of  hydrogen  from  the  entire 
surface  of  the  generating  metal,  or  rather  from  the  copper  depo- 
sited upon  it ;  but  the  zinc  thus  dissolved  contributes  nothing  to 
the  general  effect ;  it  becomes  merely  a  case  of  local  action  (228). 
This  experiment  with  the  sulphate  of  copper  throws  light  upon 
the  cause  of  the  effervescence   which  takes  place  when   common 
zinc  is  treated   with   diluted   sulphuric   acid.     Commercial  zinc 
always  contains  lead  and   other  foreign   metals  mixed  with  it  in 
very  appreciable  quantity ;  these  act  as  dischargers  to  the  hydrogen, 
and  give  rise  to  numerous  local  circuits  at  all  points  of  the  surface 
of  the  zinc.     Perfectly  pure  zinc  is  dissolved  very  slowly  in  acid 
for  want  of  these  discharging  points,  but  the  acid  is  not  absolutely 
without  action  upon  the  metal.     Any  inequality  in   susceptibility 
to  chemical  action  gives  rise  to  a  current  between  two  substances 
suitably  disposed;  hence   any  difference  in   density  between  two 
pieces  of  the  same  metal  may  suffice   to   cause   a   current ;  and  a 
piece  of  hammered  zinc  will  generally  act  as  a  conducting  plate  to 
a  piece  of  zinc  well  annealed.     The  adherence  of  a  film  of  oxide  or 
of  fatty  matter  to  the  surface  of  one  piece  will  also  cause  a  differ- 
ence, and  hence  two  pieces  of  metal  which  may  even   have  been 
cut  from  the  same  strip,  may,  under  certain   circumstances,  pro- 
duce a  feeble  current. 

The  inconvenience  which  is  occasioned  by  local  action,  when 
nitric  acid  or  sulphate  of  copper  is  mixed  with  the  liquid  which  is 
in  contact  with  the  zinc,  may  be  avoided  by  the  employment  of 
porous  diaphragms,  and  if  the  zinc  or  generating  plate  be  plunged 
into  diluted  sulphuric  acid,  whilst  the  platinum  or  conducting 
plate  is  made  to  dip  into  the  nitric  acid  or  into  the  solution  of 
sulphate  of  copper,  which  is  separated  from  the  generating  plate 
by  a  tube  of  porous  earthenware,  combinations  of  great  efficiency 
are  obtained. 

(232)  Daniell's  Battery. — These  important  facts  were  first 
clearly  enunciated  by  Daniell.  Their  application  to  the  voltaic 
battery  enabled  him  to  detect  the  cause  of  the  rapid  decline  in  the 
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activity  obserred  Id  all  the  fonos  of  batterieB  which  up  to  that 
period  had  been  devised,  and  they  led  him  to  the  inventioD  of  an 
arrangement  which  not  only  ohviated  these  defects,  and  enabled 
him  to  keep  up  a  current  of  uniform  strength  for  many  hours,  but 
also  furnished  electrical  science  with  a  battery  of  far  greater  ac- 
tivity for  ite  size  than  any  which  had 
previously  been  used.     Fig.  188  exhibits  Fi"-  "88. 

a  section  of  one  of  the  cells  of  Daniell's 
combination.  The  outer  case,  c,  con- 
sbts  of  a  cell,  or  cylinder  of  copper, 
which  is  constructed  so  as  to  retain 
liquids,  and  is  filled  with  a  solution  of  '' 
sulphate  of  copper,  b,  acidulated  with 
an  eighth  of  its  bulk  of  sulphuric  acid. 
The  solution  is  kept  saturated  with  the 
salt  by  means  of  crystals  of  sulphate  of 
copper,  D,  which  rest  upon  the  perfo- 
rated shelf,  p.     In  the  axis  of  the  cell  is 

placed  a  tube  of  porous  earthenware,  e,  filled  with  an  acid  solu- 
tion, A,  which  consists  of  i  part  of  oil  of  vitriol  diluted  with  7  parts 
of  water.  A  rod  of  amalgamated  sine,  z,  is  placed  in  this  tube 
On  making  a  metallic  communication  between  the  zmc  rod  and 
the  copper  cell,  a  voltaic  current  is  established  ,  and  by  employing 
twenty  or  thirty  cells  of  this  description,  always  connecting  the  sine 
of  one  cell  with  the  copper  of  the  next,  a  combination  of  great 
power  is  obtained. 

The  following  diagram  may  serve  to  explain  the  manner  in  which 
the  force  is  transmitted  through  the  cells: — the  diluted  sulphuric 
acid  may  be  regarded  as  a  compound  of  hydrogen  vith  sulphur 
and  oxygen,  and  is  represented  as  H,  SO^ '  whilst  sulphate  of 
copper  may  be  looked  upon  as  a  compound  of  copper  with  the 
same  compound  of  sulphur  and  oxygen,  and  is  mdicated  by  the 
symbol  Cu,  SO^.  Let  the  brackets  above  the  row  of  symbols  re- 
present the  connexion  of  the  particles  which  compose  the  liquid 
before  contact  is  made  between  the  plates  Cu  and  Zn  at  the  ends. 
The  alteration  in  the  molecular  arrangement  of  the  liquid  which 
occurs  after  the  connexion  is  made  between  the  copper  and  the  zinc, 
may  be  represented  by  the  altered  position  of  the  brackets  beneath  : 
the  line  a,  which  divides  the  symbols  of  the  sulphate  of  copper 
from  those  of  the  sulphuric  acid,  m  this  case  represents  the  porous 
diaphragm : — 

Cu,  Cu]^«,  Ci^sb,  I  hTsO^  H  so,  Zn 
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Tlie  result  of  the  action  is,  that  so  long  as  the  contact  betveeii 
the  plates  is  maiutaiaed,  sulphate  of  zinc  is  formed  nniDterruptedly 
in  the  porous  tube,  nhiUt  a  continual  deposit  of  a  corresponding 
quantity  of  metallic  copper  takes  place  upon  the  internal  surface  of 
the  copper  cylinder.     Fig.  189  shows  a  convenient  and  inespensire 

Fia.  189. 


form  of  Daniell's  battery.  The  solution  of  sulphate  of  copper  a 
contained  in  glass  or  earthenware  jars  7  inches  deep,  and  34^  inches 
in  diameter.  The  copper  plates  consist  merely  of  rectangnlar 
sheets  of  copper,  one  of  which  is  represented  at  a  ;  they  are  bent 
into  a  cylindrical  shape  and  placed  in  the  jars.  By  means  of  the 
strip  b,  each  plate  is  easily  connected  with  the  zinc  rod  of  the  ad- 
jacent cell,  and  made  fast  to  it  by  the  binding  screw  c.  The 
colander,  for  the  support  of  the  crystals  of  sulphate  of  copper,  resK 
upon  three  or  four  little  pieces  of  copper,  which  are  made  to  project 
inwards  upon  the  sheet,  at  a  suitable  height  as  shown  at  d.  At  b, 
several  cells  of  the  battery  are  represented  as  arranged  in  a  con- 
secutive series.  Twenty  such  cells  compose  a  battery  adequate  to 
the  performance  of  almost  any  experiments  on  the  chemical  decom- 
position of  bodies  in  solution. 

It  is  essential  in  mounting  a  voltaic  arrangement  of  any  kind, 
that  the  surfaces  of  contact  between  the  metals  be  perfectly  clean: 
a  film  of  oxide  will  materially  impede  the  transmission  of  the 
current,  and  if  the  force  in  circulation  be  feeble,  it  may  even 
arrest  it  altogether.  As  a  precaution,  it  is  better  before  con- 
necting the  different  parts  of  the  apparatus,  to  pass  a  file  or  a  piece 
of  emery  paper  over  all  the  surfaces  of  the  copper,  the  zinc,  or 
the  other  oxidizable  metals  which  are  to  be  placed  in  contact  with 
each  other.  Surfaces  of  platinum,  if  well  washed  and  dried,  do 
not  need  friction  with  emeiy  paper. 

(233)  Grove's  Nitric  Acid  Battery. — The  nitric  acid  batterr, 
contrived  by  Grove,  is  a  still  more  powerful  combination  on  the 
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same  principle  as  Da- 
niell's.  It  consists  of 
a  slip  of  platinum,  p,  fig. 
190J  whicb  is  plunged 
into  the  porous  tube,  : 
and  this  is  filled  up  with 
undiluted  nitric  acid. 
The  outer  cell,  s,  is  fUled 
with  diluted  sulphuric 
acid,  and  in  this  acid  is  t 
placed  a  flat  sheet  of 
amalgamated  zinc,  z ;  bent  so  as  to  infold  the  porous  tube. 
The  acid  liquid  in  s  may  be  conveniently  made  of  i  measure  of 
oil  of  vitriol  diluted  with  4  measures  of  water.  This  combination 
presents  in  a  small  compass  the  principal  desiderata  for  attaiuing 
intense  voltaic  action.  Platinum  is  the  least  liable  of  the  metals 
to  chemical  action,  whilst  amongst  the  metala  that  admit  of  being 
easily  wrought,  zinc  is  the  one  which  is  most  readily  attacked  by 
adds  ;  cousequently  the  opposition  of  platiuum  to  zinc  furnishes  a 
most  effective  voltiuc  combination  ;  whilst  nitric  acid  absorbs  with 
ease  the  hydrc^n  liberated  on  the  platinum,  and  thus  forms  water 
and  peroxide  of  nitrogen,  which  remain  in  solution  in  the  unde- 
composed  acid ;  the  resulting  liquid  constitutes  one  of  the  most 
perfect  of  liquid  conductors.  If  NO^,  O  iu  the  following  diagram 
represent  nitric  acid,  aud  H,  SO^  diluted  sulphuric  acid,  Pt  the 
platiuum  plate,  and  Zu  the  zinc  one,  the  molecular  arrangement 
will  be  indicated  before  the  action  by  the  position  of  the  brackets 
above,  aud  after  the  action  by  the  position  of  those  below. 

Pt  NO^O     I     hTsO^  hTsO^  Zn 

With  a  battery  of  ten  such  cells,  5  inches  high  and  3  j  inches 
wide,  a  large  number  of  brilliant  experiments  may  be  performed, 
but  four  or  five  cells  are  generally  sufficient  for  most  purposes  of 
electro-chemical  decomposition.  If  oil  of  vitriol  be  mixed  with 
the  nitric  acid  in  the  porous  cells  in  the  proportion  of  about  equal 
measures,  a  current  is  thus  obtained,  the  strength  of  which  is  more 
uniform  than  when  nitric  acid  only  is  used  (Callan). 

With  a  view  to  economy,  Bunsen  substitutes  for  the  platinum 
plates  in  Grove's  battery,  cylinders  of  carbon,  prepared  by  heating 
together  a  mixture  of  powdered  coke  and  caking  coal,  or  powdered 
coke  mobtened  with  a  strong  aolntiou  of  sugar.  A  firm  coherent 
coke  is  thus  obtained.     Cylinders  made  of  this  material  answer 
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well  while  new ;  but  being  porous,  the  carbon  absorbs  tbe  nitric 
acid,  which  corrodes  and  impairs  the  surface  of  contact  with  the 
zinc.  A  better  material  is  the  hard  carbon  from  the  gas  retorta, 
but  it  is  difficult  to  shape  it  into  tbe  form  of  plates.  FoggendcHf 
{Lieb^i  Annal.  xxxviil.  308)  has  employed  plates  either  of  sbeet 
iron  or  cast  iron  instead  of  either  platinum  or  carbon  ;  in  strong 
nitric  add  the  iron  is  totally  unacted  on  ;  but  if  the  acid  become 
diluted  till  it  bas  a  specific  gravity  of  i'35,  or  less,  it  is  liable  to 
act  upon  the  metal  with  uncontrollable  violence.  No  combiuatiou 
possesses  the  intense  energy,  in  union  with  convenience  of  working 
nud  comparative  durability,  in  the  same  degree  as  that  proposed  by 
Grove.  It  is  necessary,  however,  to  place  the  nitric  acid  battery 
so  that  the  fumes  of  nitrous  acid  (which  are  copiously  evolveil 
during  its  action,  especially  after  the  battery  has  been  in  use  for 
some  time)  shall  pass  at  once  into  the  open  air ;  aa  they  woald 
otherwise  seriously  incommode  the  operator. 

(234)  Tbeother  mode  of  obviating  the  counteracting  agency  of 
hydrogen  upon  the  negative  plate  of  the  battery  is  less  perfect,  and 
is  of  a  mechanical  nature.  It  waa  first  practically  applied  by 
Smee  in  the  construction  of  the  voltaic  battery.  Hydn^n  xl- 
heres  to  smooth  surfaces  of  platinum  and  other  metals  with  cod- 
hiderable  force,  but  it  passes  off  with  ease  from  their  asperities  uul 
edges  :  by  multiplying  their  points  and  irregularities,  as,  for  ei- 
ample,  by  the  deposition  of  metal  on  the  surface  in  a  pulverulent 
form,  the  escape  of  the  gas  is  much  facilitated.  Smee  employs  a 
the  negative  or  conducting  plate  in  his  battery,  a  plate  of  silver, 
the  face  of  which  has  been  roughened  by  the  deposition  of  finely 
divided  platinum  upon  ita  surface ;  each  side  of  the  silver  plate 
lieing  exposed  to  a  plate  of  zinc  well  amalgamated,  and  of  eqiul 
extent,  which  acts  as  the  positive  plate.  This  pair  of  plates  is 
excited  by  means  of  diluted  sulphuric  acid.     Fig.  191   represeuB 

Fia.  191. 


KBSI8TANCE8   TO  THE  TOXTAIC   CURRENT.  873 

a  battery  oonstracted  upon  Smee's  principle ;  a  thin  platinized 
nlver  plate  is  supported  in  a  light  finme  of  wood,  as  siiown  de- 
tached at  s ;  to  the  upper  part  of  this  frame  a  binding-screw^  in 
metallic  connexion  with  the  silver^  is  fastened^  for  the  purpose  of 
connecting  the  plate  with  the  zinc  plates  of  the  adjoining  cell,  by 
means  of  a  strip  of  sheet  copper  bent  as  at  c  ;  on  either  side  of 
the  silver  plate  a  sheet  of  amalgamated  zinc^  z,  z,  is  supported  by 
the  damp  shown  at  b  ;  the  zinc  plates  are  prevented  from  contact 
with  the  silver  plate  by  means  of  the  wooden  frame^  and  they  are 
connected  with  the  silver  of  the  adjacent  cell  by  a  second  binding- 
screw  in  the  clamp  shown  at  b ;  the  separate  plates  are  attached 
to  a  wooden  frame^  and  being  counterpoised  by  weights^  as  indi- 
cated in  the  figure,  can  be  lowered  into  the  trough  of  acid  when 
wanted  for  use,  or  can  be  withdrawn  from  it  when  the  experiment 
is  over.  The  trough  is  divided  into  separate  cells  or  compart- 
ments for  each  pair  of  plates,  by  glass  partitions  rendered  water- 
tight by  a  resinous  cement. 

(235)  Resistances  to  the  Voltaic  Current, — The  amount  of 
force  which  circulates  in  any  given  circuit  is  not  dependent  solely 
upon  the  energy  of  the  chemical  action  which  is  exerted  between 
the  generating  metal  and  the  exciting  liquid.  The  current  expe- 
riences a  retardation  or  a  resistance  from  the  very  conductors  by 
which  its  influence  is  transmitted ;  just  as  in  the  transmission  of 
mechanical  force,  the  intervention  of  the  pivots  and  levers  which 
are  required  for  its  conveyance  introduces  additional  friction  and 
additional  weight,  which  require  to  be  overcome  or  moved,  and 
which  thus  diminish  the  efficient  power  of  the  machine. 

The  resistance  to  the  voltaic  current  may  be  considered  as  of 
two  kinds — first,  that  resistance  which  arises  from  the  exciting 
liquid  employed  in  the  voltaic  cell  itself;  and  secondly,  that  which 
arises  from  the  conducting  wire  and  apparatus  exterior  to  the  voltaic 
cell.  In  a  lai^  number  of  cases  the  resistance  offered  by  the 
exciting  liquid  is  by  much  the  most  considerable,  and  it  is  inse- 
parable from  the  combination ;  whilst  the  second  source  of  resist- 
ance, or  that  which  is  exterior  to  the  cell,  can  be  increased  or 
diminished  at  pleasure,  and  by  the  employment  of  very  short  and 
thick  wires  for  connecting  the  plates,  can  be  virtually  removed 
altogether  or  annihilated.  It  will  be  advisable  to  consider  first  the 
resistance  produced  by  the  liquid  in  the  active  cell  itself. 

If  plates  of  equal  size  be  taken,  the  resistance  occasioned  by 
the  liquid  increases  directly  as  the  distance  between  the  plates ; 
the  longer  the  column  of  imperfectly  conducting  matter  which  the 
£)rce  has  to  traverse^  the  greater  is  the  difficulty  which  it  will  ex- 
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periehce.  If  two  plates  be  immersed  in  acid  at  the  distance  of  an 
inch  asunder,  they  will  produce  la  times  the  effect  that  they  would 
occasion  at  the  distance  of  a  foot  from  each  other.  On  the  other 
hand,  the  larger  the  area  of  the  plates  that  are  immersed,  the  less 
is  the  resistance.  For  example,  if  a  pair  of  plates,  i  inch  broad 
and  12  inches  long,  be  immersed  in  acid  to  the  depth  of  i  indi 
only,  the  current  produced  will  only  be  equal  to  one- twelfth  of  that 
which  would  be  obtained  by  immersing  each  plate  for  its  whole 
depth  of  12  inches  in  the  liquid.  The  resistance  of  the  liquid  is 
therefore  directly  as  the  distance  between  the  plates,  and  inversely 
as  the  surface  of  the  plates  exposed  to  its  action.  A  pair  of  plates 
exposing  each  a  square  inch  of  surface,  immersed  in  acid  at  a  dis- 
tance of  I  inch  apart,  will  consequently  produce  an  effect  equal  to 
that  which  would  be  obtained  from  a  pair  of  plates  which  each 
exposed  a  surface  of  I2  square  inches  to  the  action  of  the  liquid, 
if  they  were  I2  inches  apart. 

A  case  somewhat  analogous  is  offered  when  water  is  trans- 
mitted through  pipes.  The  greater  the  length  of  the  pipe,  the 
more  considerable  will  be  the  friction  and  the  consequent  resist- 
ance to  the  passage  of  the  liquid ;  whilst  the  larger  the  area  of  the 
pipe  the  more  readily  will  the  water  escape.  An  aperture  which 
exposes  a  sectional  area  of  two  square  inches  will  allow  twice  as 
much  water  to  escape  from  it  in  a  given  time  as  an  aperture  of 
which  the  superficial  area  is  but  a  single  square  inch. 

If  the  two  plates  are  of  unequal  size,  but  are  immersed  parallel 
to  each  other,  they  may,  for  most  practical  purposes,  be  calculated 
as  each  exposing  a  surface  equal  to  the  mean  surface  of  the  two. 
Other  circumstances  independent  of  the  extent  of  surface  exposed 
by  the  plates,  and  the  distance  between  them,  materially  influence 
the  resistance  of  different  liquids  to  the  current.  Any  cause  that 
favours  chemical  action  between  the  active  metal  and  the  liquid, 
or  which  diminishes  the  force  by  which  the  elements  of  the  liquid 
are  united,  such  as  elevation  of  temperature,  diminishes  the  re- 
sistance of  the  liquid.  In  most  cases  an  increase  in  the  concen- 
tration of  the  solution,  provided  its  strength  be  not  so  great  as  to 
render  deposition  of  crystals  liable  to  occur,  diminishes  the  resis- 
tance (243).  The  current  likewise  experiences  a  specific  resistance 
in  each  liquid  which  depends  upon  the  force  with  which  its  par- 
ticles are  united  together. 

Similar,  but  distinct  resistance,  though  to  a  less  extent,  is 
offered  by  the  metallic  part  of  the  circuit.  However  good  its 
conducting  power  may  be,  it  always  offers  some  obstruction  to  the 
current.     The  longer  the  wire  employed,  thq  greater  is  the  difS^ 
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culty  experienced  by  the  force  in  traversing  it.  The  resistance  of 
each  metal^  like  that  of  each  liquid,  is  specific.  Copper  and 
silver,  for  instance,  when  wires  of  equal  thickness  and  length  are 
compared,  offer  far  less  resistance  to  a  given  amount  of  force  than 
less  perfect  conductors,  such  as  iron  and  lead.  Experiment  has 
demonstrated  that  with  metallic  conductors  the  same  law  holds 
good  as  with  liquids — viz.,  that  the  conducting  power  is  inversely 
as  the  length  of  the  wire,  and  directly  as  the  area  of  its  section. 
In  cylindrical  wires  this  sectional  area  will  of  course  vary  as  the 
square  of  the  diameter  of  the  wire ;  for  instance,  a  wire  -roth  of 
an  inch  in  thickness  will  for  equal  lengths  offer  four  times  the 
resistance  of  a  wire  i^ths  or  -J-th  of  an  inch  thick.  If  wires  of 
the  same  metal,  and  of  equal  lengths,  be  compared,  the  resistance 
will  vary  inversely  as  the  weights  of  the  wires. 

In  the  experiment  with  sulphate  of  copper  (fig.  184),  the 
metal  is  deposited  in  greatest  quantity  where  the  force  is  mo^^t 
readily  transmitted — ^viz.,  in  those  points  which  are  nearest  to  the 
zinc,  and  where  the  resistance  offered  by  the  liquid,  which  here 
forms  the  thinnest  layer,  is  consequently  the  least. 

A  rod  of  zinc  supported  within  a  cylinder  of  copper  forms  a 
convenient  arrangement  of  the  generating  and  conducting  plates, 
because,  when  such  a  rod  is  placed  in  the  axis  of  the  cylinder,  the 
force  is  evenly  distributed  over  the  whole  surface  of  the  copper. 

(236)  Difference  between  a  Simple  and  a  Compound  Circuit, — 
The  observations  hitherto  made  have  referred  to  cases  in  which 
only  a  single  pair  of  metals  is  employed.  It  will  be  necessary 
now  to  consider  in  what  way  the  results  are  modified  by  the  em- 
ployment of  several  pairs  of  plates.  It  has  already  been  stated, 
when  speaking  of  the  electricity  developed  by  friction,  that  when 
a  lai^e  supply  of  electricity  is  needed,  it  may  be  obtained  with 
equal  effect  either  from  a  single  Leyden  jar  which  exposes  a  large 
extent  of  coated  surface,  or  from  a  number  of  smaller  jars  which 
tc^ther  expose  the  same  amount  of  coated  surface,  all  the  inner 
sur&ces  of  the  small  jars  being  in  metallic  communication  with 
each  other,  but  insulated  from  the  outer  coatings,  all  of  which 
likewise  are  connected  by  some  good  conducting  material  (205). 
A  similar  result  is  also  obtained  in  voltaic  arrangements.  Pro- 
vided  that  the  plates  expose  the  same  extent  of  surface  and  be 
kept  at  an  equal  distance  apart,  it  matters  not  whether  they  be 
immersed  in  a  single  vessel  of  liquid,  or  whether  they  be  cut  up 
into  strips  and  be  immersed  in  pairs  in  separate  vessels  of  the 
same  liquid.  The  only  requisite  is  that  all  the  zinc  plates  shall 
1)6,  connected  tc^ether  by  stout  metallic  wires^  and  that  nil  the 
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platinum  plates  shall  be  similarly  connected  by  other  wires.  No 
action  will  occur  until  metallic  communication  between  one  of  the 
platinum  and  one  of  the  zinc  plates  is  effected  by  means  of  a  con- 
ducting wire ;  and  then  the  whole  force  of  the  united  plates  will 
traverse  the  connecting  wire. 

These  results  may  be  exhibited  to  the  eye  in  a  form  of  battery 
in  which  the  hydrogen  evolved  from  each  platinum  plate  admits 
of  being  collected — a  contrivance  pro- 
posed by  Daniellj  which  he  called  a 
diaatcled  battery.  Fig.  192  shows  the 
manner  of  mounting  one  of  these  cells. 
When  ia  use  the  cells  are  charged  with 
diluted  sulphuric  acid,  and  a  small 
graduated  jar,  h,  filled  with  dilnte 
acid,  is  inverted  in  each  of  the  cells 
over  the  platinum  plate,  p,  in  such  1 
manner  as  to  receive  the  hydrogen 
which  is  disengaged  during  the  opera- 
tion. The  plates  of  such  a  battery  can 
easily  be  connected  so  that  all  the 
plates  of  zinc,  2,  shall  be  united  by 
i^  conducting  wires,  and  all  the  platmam 
plates  in  a  similar  way  by  other  wires; 
or  they  can  with  equal  readiness  be  united  so  that  the  zinc  of  one 
cell  shall  be  connected  with  the  platinum  of  the  following  cell. 
Suppose,  for  instance, 
two  plates  (z  and  p,  fig. 
193),  one  of  zinc,  the 
other  of  platinum,  each 
six  inches  square,  be 
immersed  in  a  vessel  of 
sulphuric  acid,  at  a  dis- 
tance of  an  inch  apart 
A  current  of  a  certain  amount  of  power  will  be  obtained  on  cod- 
necting  the  two  plates  by  means  of  a  wire,  w,  and  in  five  minutest 
certain  quantity  of  zinc  will  be  dissolved,  whilst  a  corresponding 
quantity  of  hydrogen  gas  will  escape  from  the  platinum.  Now  if 
the  zinc  and  the  platinum  be  each  cut  into  strips  of  an  inch  broad 
and  six  inches  long,  and  the  several  pairs  of  zinc  and  platinum 
strips  be  immersed  in  separate  vessels  of  diluted  sulphuric  acid  at 
the  distance  of  one  inch  from  each  other,  and  if,  as  tn  fig.  194,  alt 
the  zinc  strips  z,  e,  be  connected  by  wires,  and  all  the  platinoia 
strips  p,  p,  be  similarly  united,  on  connoting  them  together  by  ft 
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wire,  as  shown  at  w,  the  same  amount  of  power  will  traverse  the 
wire  as  in  the  first  combination,  and  the  quantity  of  zinc  dissolved 

Fio.  194. 


in  the  six  plates  taken  together  will  in  five  minutes  be  the  same 
as  that  which  was  dissolved  fix)m  the  single  zinc  surface  in  the 
first  arrangement ;  whilst  the  quantity  of  hydrogen  gas  which  will 
rise  from  all  the  six  plates  of  platinum  together  wUl  be  equal  to 
that  obtained  firom  the  single  plate  in  the  former  experiment 
(fig.  193).  Such  a  combination,  in  whichever  of  the  forms  just 
described  it  be  employed,  may  be  regarded  as  a  single  pair  of 
plates,  and  it  constitutes  a  simple  voltaic  circuit. 

By  acting  upon  extensive  surfaces  arranged  in  simple  circuits, 
the  quantity  of  electricity  which  can  be  thrown  into  circulation  is 
very  large,  though  its  intensity ^  that  is  to  say,  its  power  of  over- 
coming resistances,  is  comparatively  small. 

The  results  would,  however,  be  altered  if,  instead  of  connect- 
ing the  divided  plates  together  in  the  manner  represented  in  fig. 
194,  they  were  connected  as  in  fig.  195,  in  which  the  zinc  in  each 

Fig.  195. 


cell  is  supposed  to  be  connected  with  the  platinum  plate  of  the 
adjacent  cell,  in  regular  order  through  the  series.  When  the 
extreme  plates  are  connected  by  a  thick  wire,  w,  the  amount  of 
force  which  traverses  this  wire  in  a  given  time  is  equal  only  to  one- 
sixth  of  the  force  which  was  thrown  into  circulation  in  the  former 
instances ;  but  the  quantity  of  zinc  dissolved  in  the  six  cells  taken 
together  is  the  same  as  before :  and  if  the  hydrogen  be  collected 
from  the  six  platinum  plates,  the  quantity  will  still  be  equal  to 
that  disengaged  in  the  experiments  shown  in  figs.  193  and  194. 
The  current  has  now  to  traverse  each  cell  of  the  liquid  in  succes- 
doOj  and  thus  has  to  encounter  a  great  additional  resistance.     Yet 
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HOW  the  power  starts  from  six  separate  points  of  origin,  and  each 
of  these  separate  points  adds  its  energy  or  impulse  in  driving  for- 
ward the  current.  The  electro-motive  force  is  increased  sixfold, 
whilst  the  resistance  of  the  liquid  is  increased  still  more ;  in  the 
first  place  it  is  increased  sixfold,  from  the  circumstance  that  the 
length  of  the  column  of  liquid  which  must  be  traversed,  is  sii 
times  as  great,  and  it  is  next  further  increased  sixfold  by  a  propor- 
tionate diminution  in  the  breadth  of  the  column.  In  the  arrange- 
ment of  fig.  193  there  was  a  column  of  liquid  six  inches  wide  and 
one  inch  thick  to  be  traversed ;  whilst  in  the  arrangement  of  fig. 
]  95  there  is  a  liquid  column  six  inches  thick  and  only  one  inch 
wide  to  be  traversed.  When  the  plates  are  arranged  in  separate 
compartments,  and  are  connected  together  alternately,  as  in  fig. 
195,  they  constitute  a  compound  voltaic  circuit.  Volta's  pile  (fig. 
180)  and  his  crown  of  cups  (fig.  181)  are  therefore  compound 
circuits,  and  it  is  this  form  of  combination  which  enabled  him  to 
obtain  results  so  much  superior  to  those  of  any  previous  experi- 
menter. The  electricity  in  this  case  is  not  greater  in  quantity  than 
that  obtainable  from  a  simple  circuit ;  nay,  it  is  often  much  less ; 
but  it  has  a  much  higher  intensity,  and  its  power  of  overcoming 
resistances  is  very  much  greater,  as  a  further  examination  will 
show.  If,  for  example,  50  or  loc  miles  of  wire,  such  as  is  used 
for  telegraphic  purposes,  be  introduced  in  a  combination  arranged, 
ias  in  fig.  194,  as  a  simple  circuit,  the  eflTect  obtained  would  be 
very  materially  less  than  if  the  same  plates  were  arranged  in  the 
form  of  a  compound  circuit,  as  shown  in  fig.  195. 

(237)  Ohm^s  Theory, — These  considerations  may  be  much  sim- 
plified, by  representing  the  mutual  action  of  the  electro- motive 
forces  and  the  resistances  of  any  circuit,  simple  or  compound,  in 
the  form  of  a  fraction,  in  the  way  proposed  by  Ohm. 

It  has  been  found  by  experiment  that  the  power  of  any  com- 
bination is  directly  proportioned  to  the  electro-motive  force,  or 
chemical  energy  between  the  active  metal  and  one  of  the  elements 
of  the  liquid  upon  which  it  acts  ;  and  inversely  proportioned  to  the 
resistances  to  be  overcome.  The  numerator  of  the  fraction  will 
therefore  be  represented  by  £,  the  electro-motive  force,  and  the 
denominator  by  /?-|-r  ;  where  R  represents  the  resistance  in  the  cell 
or  the  battery,  (due  chiefly  to  the  afl&nity  between  the  elements  of 
the  liquid  for  each  other,)  and  r  all  resistances  exterior  to  the  cell 
or  the  battery,  such  as  the  connecting  wire :  thus  the  expression 
•^^-szA,  would  represent  the  effect  of  any  combination  where  A 

indicates  the   amount  of  force  actually  in  circulation,  whether 
-measured  by  its  heating  or  by  its  magnetic  effects.     If  the  connec\r 
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'ing  wire  be  very  thick,  so  as  to  ofiTer  little  or  no  resistance  to  the 
current,  r  becomes  evanescent,  and  the  fraction  assumes  the  form  of 
^=A;  the  force  of  the  current  under  these  circumstances  is  pro- 
portional to  the  surface  of  the  plates  exposed  to  the  action  of  the 
liquid. 

Let  it  be  assumed  for  example,— that  jE=i,  and  that  R=i, 
when  a  pair  of  zinc  and  platinum  plates  an  inch  broad  and  sis 
inches  long  is  immersed  in  dilute  acid  at  the  distance  of  one 
inch  asunder;  so  that  under  these  circumstances,  ^=l  =  i.     If  a 

pair  of  plates,  six  inches  broad  and  six  inches  long,  also  at  a  dis- 
tance of  one  inch  apart,  be  immersed  in  the  same  acid,  since  the 
resistance  is  inversely  as  the  surface  of  the  plates  immersed,  the 

E  1 

fraction  becomes  _«_   OJ^  j_  =6 ;  or  the  power  is  increased  sixfold, 

6  6 

as  compared  with  the  former.  If  the  plates  be  each  cut  into  six 
similar  strips,  and  be  then  arranged  in  pairs,  as  represented  in  fig. 
1 94,  the  same  fraction  still  represents  the  result,  since  the  relative 
size  and  distance  of  the  plates  remain  unchanged  :  but  if  the  plates 
be  arranged  in  succession,  so  as  to  produce  a  compound  circuit,  as 
in  fig.  195,  the  fraction  becomes  |^=|=i;  the  electro-motive  force 

is  increased  sixfold,  but  the  resistance  is  increased  also  in  exactly  the 
same  proportion.  The  force  which  under  these  circumstances 
circulates  through  the  connecting  wire  is  not  greater  than  if  a 
single  cell  only  containing  a  pair  of  plates  one  inch  broad  and  six 
inches  long  were  employed. 

But  suppose  now  that  several  miles  of  wire,  such  as  are  em- 
ployed in  telegraphic  communication,  be  introduced  into  the  two 
combinations  severally  represented  in  figs.  194,  and  195;  r  now 
acquires  importance ; — let  the  resistance  be  twentyfold  greater  than 

that  of  the  liquid  in  each  cell.     In  the  first  case  (with  the  simple 

E    _     1 
circuit),  the  fraction  becomes  W~^^     -+a)~^^'^9'  ^  *^®  second 

6  6 

(the  compound  circuit),  the  fraction  is  ^i^=^-^=0'23  •  ®^ 
that  although  in  both  cases  the  resistance  introduced  most  mate- 
rially diminishes  the  amount  of  force  which  enters  into  circulation, 
the  power  in  the  compound  circuit  is  now  five  times  as  great  as 
that  which  emanates  under  these  circumstances  from  the  simple 
circuit.  Indeed,  in  all  cases  where  great  resistances  external  to 
the  battery  have  to  be  overcome,  a  compound  battery  has  a  great 
advantage  over  the  simple  circuit.* 


*  Let  n  =  the  number  of  the  plates  in  a  compound  circuit* 
£  =  the  electro-motive  rorce. 
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(338)  Chemical  Decompontion. — It  is  important  to  remember 
that  the  force  vhich  circulates  through  each  cell  in  a  compound 
.circuit  is  Dot  iDCreased  by  the  arraogeoieDt,  if  the  connexion 
between  its  extremities  be  made  by  means  of  a  good  conductor : 
if,  for  example,  jo  similar  and  equal  cells  be  connected  in  sncces- 
sion,  and  be  united  hy  a  stout  short  wire,  the  quantity  of  liiic 
which  would  be  dissolved  in  a  given  time  in  each  of  these  cdU 
would  not  be  greater  than  that  which  would  be  consumed  in  t 
single  cell  of  the  same  size  in  the  same  time,  if  tbe  plates  which 
compose  it  were  connected  hy  a  short  thick  wire. 

The  power  of  a  compound  circuit  is  shown  in  a  strikii^ 
manner,  when  some  liquid  such  as  diluted  sulphuric  acid  is  inte^ 
posed  in  the  course  of  the  conducting  wire.  The  experiment) 
which  elucidate  this  point  ma;  be  instructively  performed  by  means 
of  the  dissected  battery.     If  a  pair  of  platinum  plates,  a,  b,  fig.  1 96, 
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be  immersed  in  the  acid  conducting  liquid  at  a,  and  connected 
with  the  wires  proceeding  from  the  compound  circuit  in  the  manner 
represented  in  the  figure,  tbe  liquid  will  be  decomposed,  oxygen 
will  be  given  o£f  from  one  plate,  a,  and  will  rise  in  the  tube  O] 
whilst  hydrogen  will  be  given  off  from  the  other  plate,  b,  and  mil 
be  collected  in  the  tube  h  ;  but  if  the  same  cells  be  arranged  as 
simple  circuit,  fig.  194,  no  such  effect  is  produced.  By  the  intro- 
duction of  the  liquid  conductor  at  »,  the  resistance  is  very  greatly 

Let  D  ^  the  distance  between  the  plates. 

„    S  =  the  areA  of  tbe  platet. 

„    /    =  the  length  of  the  conducting  wire. 

„  t  =  the  ares  of  a  section  of  the  wire. 
The  fraction  which  TepreBent*  the  action  of  a  compound  batlerr  when  it> 
extremiticH  are  connected  bj  m^ans  of  a  metallic  wire  of  imiforni  diameter  ii 
the  following :  ^  ~f  =A.  In  this  eipression  5  ia  mbatituted  for  S,  (the 
reaiBtance  in  each  cell  of  the  batterj)  to  which  it  it  equivalent ;  ainee  R  <• 
directly  aa  tbe  diatance  between  the  plat«B,  snd  invenely  sa  their  area,  or 
curfuce,  while  j  repreaenta  r. 
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increasecl,  such  a  resistance  being  more  considerable  than  that  of 
many  miles  of  wire.  But  this  is  not  all :  besides  this  resistance^ 
a  new  counteracting  electro-motive  force  shows  itself^  which  gives 
rise  to  a  current  operating  in  a  direction  the  reverse  of  that  in 
the  battery.  This  force  is  due  to  the  oxygen  and  hydrogen  which 
are  separated  upon  the  platinum  plates,  and  which,  as  has  been 
explained  when  speaking  of  the  gas  battery  (231),  is  very  consider- 
able. Experiment  shows  that  it  is  bet^ween  two  and  thi^ee  times  as 
{K)werful  as  the  electro-motive  force  of  a  pair  of  zinc  and  platinum 
plates  excited  by  diluted  sulphuric  acid.  When,  therefore,  the 
endeavour  is  made  to  decompose  the  diluted  acid  by  a  single  pair 
ol  zinc  and  platinum  plates,  however  large  a  surface  they  may 
present  to  the  action  of  the  exciting  liquid,  no  visible  action  in 
the  cell  B  ensues;  a  momentary  decomposition^  too  small  in 
amount  to  be  perceived  by  the  eye,  produces  a  development  of 
oxygen  and  hydrogen  upon  the  two  platinum  plates,  a,  b,  suffi- 
cient to  oppose  an  effectual  barrier  to  the  transmission  of  the 
current.  Even  when  two  pairs  of  zinc  and  platinum  are  used,  the 
energy  of  the  current  is  insufficient  to  effect  any  visible  decompo- 
sition :  with  three  pairs,  a  few  bubbles  of  gas  show  themselves ; 
and  with  a  more  numerous  series,  the  effects  increase  rapidly  > 
till  at  length  a  poiut  is  gained,  beyond  which  no  advantage  is 
obtained  by  increasing  the  number  of  cells  in  the  battery. 

It  is  particularly  worthy  of  remark  that  in  every  vertical  sec- 
tion of  any  voltaic  circuit  at  a  given  instant,  the  quantity  of  force 
which  traverses  it  is  uniform :  consequently,  the  same  quantity  of 
hydrogen  makes  its  appearance  upon  the  plate  b  of  the  cell  b, 
which  contains  the  liquid  for  decomposition,  as  is  disengaged  and 
collected  during  the  same  interval  from  each  plate  in  the  battery 
itself.  If  each  zinc  plate  of  the  battery  be'  weighed  before  the 
experiment  is  begun  and  after  it  is  concluded,  it  will  be  found  that 
each  plate  has  lost  weight  to  an  equal  extent.  The  interposition 
of  the  liquid  at  b,  may  occasion  a  great  reduction  in  the  amount 
of  power  which  is  thrown  into  circulation ;  but  at  every  transverse 
section  of  the  battery,  the  power  that  does  circulate  is  uniform  in 
quantity ;  and  the  measurement  of  the  chemical  action,  whether  it 
be  estimated  by  the  quantity  of  gas  which  is  evolved  at  any  one 
point,  or  by  the  quantity  of  zinc  which  is  dissolved,  may  be  em- 
ployed  as  a  sure  indication  of  the  quantity  of  power  iu  circulation  : 
in  other  words,  retardation  of  the  current  by  the  liquid  conductor 
is  necessarily  attended  with  an  equal  retardation  in  the  conducting 
wire,  and  in  each  cell  of  the  battery  itself. 

(238  a)  The  VqUameier. — ^The  forc^ing  important  law   was 
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discovered  by  Faraday.  As  one  of  its  consequences  lie  vas 
enabled  to  employ  a  decomposing  cell,  such  as  is  shown  at  b,  fig. 
196,  as  a  measure  of  the  voltaic  power  of  any  circuit:  such  an 
instrument  is  called  a  Voltameter.  For  each  327  grains  of  zinc 
dissolved  in  any  one  cell  of  the  battery,  9  grains  of  water  are 
decomposed  in  the  voltameter,  and  46*6  cubic  inches  of  hydrogen 
or  I  grain,  and  23*3  cubic  inches  of  oxygen  or  8  grains,  at  60^  F. 
and  30  inches  Bar.,  are  evolved  upon  its  plates ;  at  the  same  time 

46*6    cubic  inches  of 
^^'  ^^^'  hydrogen  are  evolved 

from  every  pUtinum 
plate  in  the  cells  of 
the  battery.  A  more 
convenient  form  of 
voltameter  is  shown 
in  fig.  197.  It  con« 
sists  of  an  upright  glass 
cell,  to  the  neck  of 
which  a  bent  tube,  c, 
for  the  conveyance  of 
the  disengaged  gases,  is  fitted  by  grinding;  the  vessel  is  filled 
with  diluted  sulphuric  acid ;  a,  ft,  are  the  two  platinum  plates, 
each  of  which  is  connected  by  a  wire  which  passes  through  the 
foot  of  the  instrument,  to  a  mercury  cup,  by  means  of  which 
commuuication  can  be  made  with  the  wires  which  convey 
the  current  from  the  battery ;  oxygen  and  the  hydrogen  are  Ube- 
rated  by  the  action  of  the  current  upon  the  acidulated  water,  both 
gases  then  rise  to  the  surface  of  the  liquid,  and  are  conveyed  by 
the  bent  tube,  c,  to  the  graduated  jar,  d,  which  stands  in  a  small 
pneumatic  trough. 

It  is  to  be  observed  that  the  action  of  a  simple  zinc  and  pla- 
tinum battery  is  not  steady ;  it  gradually  declines,  and  before  the 
acid  has  become  saturated  with  oxide  of  zinc,  the  current  almost 
ceases.  On  breaking  the  contact  of  the  conducting  wire  with  the 
two  ends  of  the  battery,  and  allowing  it  to  remain  disconnected  for 
a  few  minutes,  the  action  is  partially  restored ;  but  it  again  gra- 
dually declines  after  the  circuit  has  been  completed.  These  effects 
were  traced  by  Daniell  to  the  action  of  the  current  upon  the 
sulphate  of  zinc,  which  is  formed  in  each  cell  of  the  battery 
during  the  operation ;  the  zinc  salt  is  decomposed  in  the  manner 
shown  in  the  subjoined  diagram,  in  which  Zn,  SO^  represents  the 
sulphate  of  zinc,  and  P  and  Zn  the  platinum  and  zinc  plates  of 
the  cell.     The  brackets  placed  above  the.  symbols  i^dicate  the 
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trrangeracnt  of  the  particles  before  the  current   passes;  those 
below  show  the  change  produced  by  the  voltaic  action  : — 

P    Zn    SO^    Zn    SO^    Zn. 

In  this  manner  metallic  sine  becomes  reduced  or  deposited 
upon  each  platinum  plate,  and  the  power  of  the  battery  is  arrested 
when  the  two  surfaces  which  are  opposed  become  virtually  zinc 
and  zinc  instead  of  platinum  and  zinc.  This  evil  may  be  obviated 
by  interposing  a  porous  diaphragm  between  the  two  plates,  as  in 
the  batteries  of  Daniell  and  of  Grove  (232,  233) ;  in  these  cases 
a  sufficient  communication  by  means  of  liquid  is  still  kept  up 
between  the  zinc  and  the  copper  or  the  platinum  plates,  through 
the  pores  of  the  diaphragm,  but  the  sulphate  of  zinc  is  prevented 
from  mixing  with  the  liquid  which  is  in  contact  with  the  copper 
or  the  platinum. 

(239)  Further  Application  of  Ohm^s  Theory. — All  the  pheno- 
mena of  compound  circuits  admit  of  ready  calculation  by  the 
application  of  Ohm's  principle ;  for  instance,  if  n  represent  the 
number  of  the  plates,  the  expression  for  any  compound  series,  the 
cells  of  which  are  similar  in  nature  and  equal  in  size,  becomes 
-4^=-^;  since  in  each  cell  not  only  is  a  new  electro-motive 
force  introduced,  but  at  the  same  time  a  new  resistance.  Provided 
that  the  exterior  resistance  is  such  as  would  be  offered  by  a 
metallic  wire  which  may  even  be  mauy  miles  in  length,  it  is  possible 
exactly  to  double  the  amount  of  force  in  circulation  by  doubling 
the  number  of  cells,  if  at  the  same  time  the  size  of  the  plates  be 

doubled:  for  2 « 12^   =J!L^.     But  if,  instead  of  introducing  a 

wire  as  the  exterior  resistance,  a  voltameter  be  employed  to  mea- 
sure the  power  in  circulation,  when  the  number  of  cells  is  doubled 
and  the  surface  of  the  plates  also  is  doubled,  the  force  measured 
by  the  voltameter  is  not  found  to  be  doubled,  as  might  naturally 
have  been  expected ;  this  difference  arises  from  the  counter 
current  which  is  produced  in  the  voltameter  itself,  by  the  accumu- 
lation of  the  oxygen  and  hydrogen  upon  its  plates.  Call  this 
counter  currant  e,  and  the  formula  becomes  *f  7*« 

The  values  both  of  e,  (the  counter  current  offered  by  the  volta- 
meter,) and  r,  which,  if  short  thick  conducting  wires  be  used,  is 
virtually  the  resistance  of  the  voltameter  itself,  may  be  very 
simply  estimated  in  the  way  proposed  by  Wheatstone.  This 
method  consists  in  comparing  two  experiments  in  which,  the 
resistances  remaining  the  same,  the  electro-motive  forces  alone 


384 


PURTHER  Application  op  ohm^9  theobt: 


vary.  Upon  the  supposition  that  the  voltameter  merely  oflTers  ait 
increased  resistance  without  introducing  any  counteracting  elec- 
tro-motive force,  five  single  cells  should  produce  a  result  equal  to 
half  that  obtained  by  the  use  of  ten  cells  of  double  size ;  but  by 
experiment,  the  effects  as  measured  by  the  voltameter  are  as 
6  :  20.  Comparing  these  effects  with  the  arrangements  which 
produce  them,  we  obtain  the  following  proportion,  from  which  the 
value  of  c  is  deduced  in  terms  of  E  by  equating : — 

^±^+^     '  fST^     •  •     ^^     •     ^'    therefore  e=  2*857  £. 

The  resistance  r  of  the  voltameter  may  be  calculated  with  equal 
ease ;  for  taking  two  similar  batteries,  each  composed  of  ten  cells, 
but  in  one  of  which  the  plates  are  exactly  double  the  size  of  those 
in  the  other,  the  electro-motive  forces  will  continue  the  same 
while  the  resistances  alone  will  vary.  Under  these  circumstances 
the   experimental  results,  furnished   by  the  voltameter  in  equal 

times,  were  as  12-5  :  20;  and  J^^-~^  :     io«       :  :  12-5  :  20;  there- 
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fore  r  =  3*333  R*  By  substituting,  in  the  formula,  the  values  for 
e  and  r  thus  obtained  by  experiment,  the  results  for  any  given 
number  of  cells  may  be  calculated ;  and  on  comparing  the  values 
obtained  by  such  a  calculation  with  the  numbers  furnished  by 
actual  experiment,  Daniell  {Phil,  TVans.,  1842,  p.  146)  obtained 
the  following  results : — 


Number  of  Cells    . 


Gas  calculated  . 
Gas  observed     . 


3 

4 

5 

6 
6 

10 

15 

20 

*     3l 
H  i  3i 

15H 
i5i 

Cubic  in. 
Cubic  in. 


Any  alteration  in  the  size  of  the  plates  of  the  voltameter  neces- 
sarily alters  the  amount  of  resistance  which  it  offers  to  the  current, 
and  the  influence  of  this  change  in  the  voltameter  is  most  percep- 
tible when  a  battery  consisting  of  a  few  plates  which  expose  a 
large  surface  is  employed. 

The  preceding  considerations  will  render  it  evident  that  no 
.general  ans\ycr  can  be  given  to  the  question,  '  What  number  of 
cells  should  a  battery  contain  in  order  that  it  may  produce  the 
greatest  effect  V  The  electro-motive  force,  E,  varies  in  amount 
M  ith  the  kind  of  battery  which  is  used ;  the  values  for  R  and  r 
will  also  vary  with  the  varying  circumstances  of  the  experiment. 
It  is  found  that  every  different  arrangement  requires  the  employ- 
ment of  a  distinct  number  of  cells  in  order  to  obtain  from  it  the 
maximum  effect  with  the  least  expenditure  of  zinc.     This  number 
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will  vary  even  with  the  same  form  of  battery,  according  to  the 
size  of  the  battery  plates,  the  length  of  wire  in  the  circuit,  and  the 
nature  of  the  liquid  conductor  in  the  decomposing  cell.  It  may 
be  stated,  however,  as  a  general  principle,  that  the  most  advan^ 
tageous  e£fect  is  obtained  when  the  value  of  A,  in  the  formula 


nB 


nE 


^=^,  most  nearly  approaches  0*5,  E  and  R  each  being  =1  : 

in  other  words,  the  advantage  is  greatest  when  the  exterior  resis. 
tances — viz.,  those  of  the  conducting  wire  and  voltameter  together, 
are  equal  to  the  sum  of  the  resistances  due  to  the  battery  itself : 
it  may  therefore  be  concluded  that  when  the  exterior  resistance 
is  trifling,  as  usually  occurs  when  the  circuit  is  metallic  and  not 
of  very  great  length,  little  or  nothing  is  gained  by  employing  a 
lai^e  number  of  cells ;  two  or  three  plates  of  large  surface  being 
the  best  under  such  circumstances ;  but  that  where  a  considerable 
chemical  resistance  is  to  be  overcome,  power  is  gained  by  employ- 
ing a  series,  numerous  in  proportion  to  the  resistance  so  intro- 
duced. In  no  case,  however,  is  it  possible  by  the  use  of  a  series 
of  plates  of  imiform  dimensions,  even  if  of  unlimited  number,  to 
produce  in  any  transverse  section,  such  as  an  included  voltameter, 
a  chemical  action  greater  in  amount  than  that  which  would  occur 
in  a  single  cell  of  the  arrangement  in  which  the  circuit  was  com- 
pleted by  a  stout  metallic  wire. 

(240)  Wheatstone's  Rheostat  and  Resistance  Coils, — Guided  by 
the  principles  which  have  just  been  explained,  Wheatstone  con- 
trived an  apparatus  termed   the  Rheostat,  by  which  measured 
amounts  of  resistance  may  be  introduced  into  the  voltaic  circuit : 
if  the  effect  which  such  added  resistance  has  upon  the  amount  of 
the  current  in  circulation  be  measured,  the  different  values  of  E, 
R,  and  r  in  different  arrangements,  may  be  deduced  by  a  simple 
calculation.      The  rheostat  is  represented  in  ffg.    198 :  g  is  a 
cylinder  of  well  baked  wood,  i^  inch  in  diameter  and  6  inches  in 
length ;  it  turns  easily  upon  a  horizontal  axis ;  on  this  cylinder 
a  spiral  groove  is  cut,  the  thread  of  which  contains  40  turns  to  the 
inch.     This  groove  runs  from  one  end  of  the  cylinder  to  the  other, 
and  in  it  is  coiled  a  brass  wire  -j-u-o  ii^^h  in  diameter ;  A  is  a  brass 
cylinder,  placed  parallel  to  g,  and  equal  to  it  in  diameter ;  the 
tliin  wire  upon  g  is  connected  at  the  end  t  with  a  brass  ring,  and 
at  the  other  extremity  is  attached  to  the  cylinder,  h:  at  i  is  a 
metallic  spring,  one  end  of  which  is  connected  with  a  binding-screw, 
and  the  other  end  of  which  rests  against  the  brass  ring,  and  effects 
the  communication  with  one  wire  of  the  battery :  nt  is  a  moveable 
key,  by  which  the  wire  can  be  wound  upon  the  brass  cylinder,  or 
by  transferring  the  key  to  the  axis  of  jr,  it  can  be  unwound  from  A, 

c  c 
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and  returned  to  the  wooden  cylinder,  g.     In  consequence  of  the 
non-conducting  quality  of  dry  wood,  the  coils  of  wire  on  the 


wooden  cylinder  are  insulated  from  each  other,  bo  that  the  current 
traverses  the  whole  length  of  the  wire  coiled  upon  this  cylindex, 
but  the  coils  not  being  insulated  from  each  other  on  the  bran 
cylinder,  the  current  immediately  passes  from  the  point  of  contact 
to  the  brass  spring  at  k,  which  is  in  communication  with  the  other 
wire  from  the  battery.  A  scale  is  placed  between  the  two 
cylinders  for  the  convenience  of  counting  the  number  of  coil* 
unwound,  and  the  fractious  of  a  turn  are  read  off  upon  a  graduated 
circle,  wbich  is  traversed  by  an  index  attached,  as  shown  in  the 
figure,  to  the  axis  of  the  cylinder,  g. 

Wheatstone  takes  as  his  standard  of  resistance,  the  resistance 
produced  by  a  copper  wire  i  foot  of  which  weighs  exactly  loo 
grains ;  its  diameter  is  0071  of  an  inch.  It  is  sometimes  neces- 
sary to  be  able  to  introduce  an  amount  of  resistance  into  a  drcnit 
much  greater  than  can  be  effected  by  means  of  the  rheostat.  For 
this  purpose  the  Resiatance  Coils,  shown  at  d,  fig.  198,  are  em- 
ployed. These  coils  are  composed  of  fine  copper  wire,  -r^th  of 
an  inch  in  diameter,  carefully  insulated  by  covering  them  with 
silk ;  two  of  the  coils  are  50  feet  in  length,  the  others,  icx),  soo, 
400,  and  800  feet  long.  The  ends  of  each  coil  are  attached  to 
short  thick  wires,  fixed  to  the  upper  faces  of  the  cylinders,  which 
serve  to  combine  all  the  coils  into  one  continued  length  of  1600 
feet  of  wire.  Two  wires  proceed  from  the  extremities  oftheeoils, 
by  which  they  are  united  to  the  circuit.  On  the  upper  face  of 
each  cylinder  is  a  double  brass  spring,  moveable  round  a  centre, 
£0  that  its  ends  can  be  made  to  rest  upon  the  thick  brass  wires,  or 
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can  be  removed  from  them  at  pleasure.  When  the  spring  rests 
apon  the  wires^  the  current  passes  through  the  spring  instead  of 
tlirough  the  coil ;  but  when  the  spring  rests  upon  the  wood,  the 
Qurrent  must  pass  through  the  coil.  In  the  figure,  all  the  springs 
ure  shown  as  resting  upon  the  wires ;  in  this  case  none  of  the 
fioils  are  included  in  the  circuit,  but  by  turning  the  spring  of  any 
particular  coil,  50,  100,  200,  or  400  yards  of  wire  can,  in  a 
moment,  be  introduced  into  the  circuit. 

The  following  is  Wheatstone's  description  of  his  method  of 
iscertaining  the  sum  of  the  electro-motive  forces,  in  any  voltaic 
circuit  or  circuits : — 

*In  two  circuits  producing  equal  electro-motive  (or  voltaic) 
effects,  the  sum  of  the  electro-motive  forces  divided  by  the  sum  of 
the  resistances  is  a  constant  quantity;  i.e.,  5=^:  if  E  and  R  be 
proportionately  increased  or  diminished  A  will  obviously  remain 
anchanged.  Knowing,  therefore,  the  proportion  of  resistances  in 
two  circuits  producing  the  same  effect,  we  are  able  immediately  to 
infer  that  of  the  electro-motive  forces.  But,  as  it  is  difficult  in 
Oiany  cases  to  determine  the  total  resistance,  consisting  of  the 
partial  resistances  of  the  rheomotor  [or  voltaic  combination]  itself, 
the  galvanometer,  the  rheostat,  &c.,  I  have  recourse  to  the  fol- 
lowing simple  process.  Increasing  the  resistance  of  the  first 
circuit  by  a  known  quantity,  r,  the  expression  becomes  5^^.  In 
order  that  the  effect  in  the  second  circuit  shall  be  rendered  equal 
to  this,  it  is  evident  that  the  added  resistance  must  be  multiplied 
by  the  same  factor  as  that  by  which  the  electro-motive  forces  and 
the  original  resistances  are  multiplied;  for  ~^=^^-|^— .     The 

relations  of  the  length  of  the  added  resistances  r,  and  n  r,  which 
are  known  immediately,  give  therefore  those  of  the  electro-motive 
forces.' — {Phil.  Trans.,  1843,  p.  313.) 

Suppose,  for  example,  it  be  desired  to  compare  the  electro- 
motive force  obtained  from  a  single  pair  of  zinc  and  copper  plates 
in  one  of  Daniell's  cells,  with  that  of  two  pairs  of  the  same  com- 
bination, the  following  will  be  the  mode  of  conducting  the  experi- 
ment:— Interpose  the  rheostat  (fig.  198)  and  the  galvanometer,  a, 
in  the  circuit  obtained  from  the  single  cell,  c ;  then,  by  coiling  or 
uncoiling  the  wire  of  the  rheostat,  bring  the  needle  exactly  to  45°. 
Next  uncoil  the  wire  of  the  rheostat,  and  count  the  number  of 
turns  required  to  bring  the  needle  to  40°.  Suppose  35  turns  are 
required :  this  number  of  turns  may  be  taken  to  represent  the 
electro-motive  force  of  the  combination.  Now  introduce  the  two 
cells,  arranged  as  a  compound  circuit,  instead  of  the  single  cell 
at  c.     Bring  the  needle  as  before  to  45^,  interposing  one  or  more 

c  c2 
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of  the  resistance  coils  at  d^  if  needed^  by  turning  the  spring  apon 
the  wood  of  the  reels^  and  complete  the  adjustment  by  coiling  or 
uncoiling  the  wire  of  the  rheostat.  Again  uncoil  the  wire  of  the 
rheostat  until  the  galvanometer  needle  stands  at  40^.  Seyenty 
turns,  or  twice  the  nutnber  previously  required  to  produce  this 
eflFect,  will  now  be  needed.  The  electro-motive  forces  in  the  two 
cases  are  therefore  as  35  to  70,  or  as  i  :  2.  If  instead  of  arrang- 
ing the  two  cells  as  a  compound  circuit  the  zinc  plate  be  con- 
nected with  the  other  zinc  plate  and  the  copper  with  the  copper, 
so  as  to  form  a  single  circuit,  it  would  have  required  the  interpo- 
sition of  a  greater  resistance  to  reduce  the  needle  to  45^  to  start 
with  than  when  one  coil  only  was  used ;  but  only  35  turns  of  the 
rheostat  would  be  needed  to  bring  the  needle  down  to  40^.  This 
last  experiment  shows  that  the  electro-motive  force  is  not  altered 
by  increasing  or  diminishing  the  size  of  the  plates. 

The  electro-motive  power  of  any  combination  may  by  means  of 
this  arrangement  be  compared  with  any  one  selected  as  a  standard : 
it  was  in  this  way  that  the  results  on  the  comparison  of  the  electro- 
motive effects  of  platinum,  zinc  and  potassium  (228)  wpre  obtained. 

Processes  of  Voltaic  Discharge. 

(241)  Having  now  reviewed  the  principal  circumstances  which 
influence  or  exalt  the  activity  of  the  voltaic  battery,  we  may  pro- 
ceed to  examine  the  phenomena  which  are  manifested  when  a 
powerful  combination  is  brought  into  action  by  connecting  its 
opposite  extremities.  Voltaic  action  is  exhibited  only  during  the 
process  of  discharge,  for  the  current  is  a  continuous  succession  of 
discharges  of  the  electricity  developed  and  maintained  by  the  con- 
tact and  chemical  action  of  the  materials  employed  in  the  con- 
struction of  the  battery.  The  discharge  of  the  voltaic  battery 
may,  like  that  of  the  ordinary  machine,  be  considered  under  three 
heads — viz.,  the  discharge  by  conduction,  as  when  the  circuit  is 
completed  by  a  wire  or  other  good  solid  conductor ;  the  discharge 
by  disruption,  in  which  case  a  luminous  appearance  is  exhibited 
through  a  short  interval  of  non-conducting  matter;  and  the  dis- 
charge by  convection,  which  takes  place  in  liquids,  and  is  accom- 
panied by  chemical  action  and  transference  of  the  particles  of  the 
conductor. 

(242)  Conduction, — In  all  cases  where  electricity  is  in  motion, 
whether  it  be  excited  by  chemical  action,  as  in  the  voltaic  pile,  or 
bv  friction,  as  in  the  common  electrical  machine,  the  force  is  con- 
veyed  by  the  entire  thickness  of  the  conductor ;  the  charge  is  not 
confined  to  the  surface,  as  occurs  when  the  power  is  stationary 
and  produces  effects  by  induction  only.     In  the  case  of  the  voltaic 
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current  as  well  as  in  the  momentary  discbarge  of  the  Leyden 
battery,  by  far  the  greater  portion  of  the  induction  occurs  between 
one  transverse  section  of  the  conductor  and  the  adjacent  sections 
immediately  before  and  behind  it ;  and  but  a  small  proportion  of 
the  induction,  sufficient  however  to  be  distinctly  manifest,  is 
diverted  to  surrounding  objects.  By  reducing  the  thickness  or 
diameter  of  the  conducting  material,  a  large  quantity  of  the  force 
is  compelled  to  traverse  a  given  number  of  conducting  particles  in 
the  same  time,  and  a  great  elevation  of  temperature  is  thus  pro- 
duced. The  heat  may  rise  sufficiently  high  to  cause  ignition  of 
the  wire,  and  this  ignition  may  be  produced  at  any  point  of  the 
circuit,  so  as  to  produce  the  explosion  of  a  charge  of  gunpowder 
sunk  in  the  depths  of  the  ocean,  or  buried  within  the  recesses  of 
a  mine ;  the  operations  of  blasting  may  thus  be  made  to  assume 
a  d^ree  of  certainty  and  of  safety  hitherto  unattained  by  other 
means,  since  the  moinent  at  which  the  discharge  shall  take  place 
is  absolutely  under  control. 

Elevation  of  temperature  diminishes  the  conducting  power  of 
the  metals :  a  good  experimental  proof  of  this  fact  is  afforded  by 
transmitting  through  a  platinum  wire,  a  voltaic  current  of  sufficient 
power  to  raise  the  wire  to  a  dull  red  heat ;  and  whilst  the  current 
is  still  passing,  igniting  a  loop  of  the  wire  in  the  flame  of  a  spirit 
lamp ;  the  temperature  of  the  other  part  immediately  falls,  owing 
to  the  diminished  amount  of  electricity  which  traverses  it,  in  con- 
sequence of  the  increased  resistance  offered  to  the  passage  of  the 
current  by  the  strongly  ignited  part  of  the  wire.  If  a  loop  of  the 
wire  be  cooled  by  immersion  in  water,  the  opposite  eflfect  is  pro- 
duced ;  for  in  this  case  the  reduction  of  temperature  at  one  point 
enables  a  larger  quantity  of  electricity  to  pass  through  the  wire, 
which  may  thus  be  raised  to  a  heat  approaching  itspoint  of  fusion. 

The  conducting  power  of  the  different  metals  for  electricity 
varies  nearly  in  the  same  order  as  their  power  of  conducting  heat ; 
but  it  is  remarkable  that  charcoal,  though  so  bad  a  conductor  of 
heat,  transmits  electricity  with  great  facility.  The  measurement 
of  the  conducting  power  of  solids  and  of  liquids  for  electricity  has 
occupied  the  attention  of  many  of  the  most  distinguished  philo- 
sophers. An  ingenious  method  was  proposed  many  years  ago  by 
Becquerel,  who  constructed  a  differential  galvanometer,  in  which 
the  needles  were  surrounded  by  two  insulated  copper  wires  of 
equal  length  and  diameter ;  they  were  coiled  in  the  usual  way,  and 
formed  two  independent  circuits,  so  that  the  galvanometer  had 
four  terminations  instead  of  two.  When  two  perfectly  equal 
currents  were  transmitted,  one  through  each  wire  in  opposite 
directions,  they  exactly  neutralized  each  other  in  their  effect  upon 
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the  needle,  which  therefore  remained  stationary ;  but  if  either 
current  preponderated,  a  corresponding  deviation  of  the  needle  was 
occasioned.  To  use  the  instrument,  a  small  voltaic  combinatioa 
was  connected  with  the  galvanometer,  two  wires  passing  from 
each  pole,  so  as  to  divide  the  current  into  two  exactly  equal 
portions,  one  being  transmitted  through  one  of  the  coils^  the  other 
through  the  second  coil  in  the  opposite  direction.  Wires  of  the 
different  metals  were  then  introduced  into  the  two  circuits.  If 
into  either  circuit  a  conductor  of  inferior  power  were  introduced, 
the  current  in  that  circuit  was  proportionately  diminished,  and  the 
needle  was  disturbed ;  but  the  equilibrium  could  be  restored  by 
increasing  or  diminishing  the  length  of  one  of  the  wires ;  then 
by  comparing  the  lengths  of  the  two  wires  thus  introduced, 
their  relative  conducting  power  could  be  inferred.  By  means  of 
this  instrument,  conjoined  with  the  use  of  Wheatstone's  rheostat, 
Ed.  Becquerel  was  enabled  to  measure  the  conducting  power  of  a 
number  of  wires  of  different  metals,  with  precision  {Ann,  de  CMmie, 
III.  xvii.  266).  The  relative  conducting  powers  of  the  wires  were 
obtained  by  ascertaining  the  lengths  of  the  rheostat  wire,  which 
was  required  to  restore  the  equilibrium,  when  wires  of  different 
metals  were  employed.     In  fig.  199  is  exhibited  the  arrangement 

Fio.  199. 


adopted  in  these  experiments,  o  is  the  differential  galvanometa 
with  its  four  wires,  1  and  3  being  the  terminations  of  one  coil,  2 
and  4  those  of  the  other  coil ;  h,  a  voltaic  pair ;  &,  the  rheostat ; 
and  w,  the  metallic  wire,  the  resistance  of  which  is  to  be  mea- 
sured. This  wire  is  stretched  and  insulated  between  two  binding 
clamps,  A  and  b  ;  s  s,  is  a  copper  scale  with  linear  subdivisions 
for  measuring  the  length  of  the  wire  which  is  included  in  the  cir- 
cuit ;  D  is  a  sliding  clamp  of  copper,  which  can  be  made  to  move 
in  either  direction  along  the  scale  s,  and  can  be  connected  with  w, 
at  any  desired  point,  by  the  clamp  at  d.  Suppose  the  resistance 
of  a  certain  length  of  te^  is  to  be  measured.  The  current  from  h 
is  divided  into  two  portions  so  as  to  send  each  in  opposite  direc* 
tions  through  the  galvanometer.  One  half  of  the  battery  conent 
is  made  to  |»as8  along  the  inrefff,  up  the  clamp  n^  and  throa|^ 
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part  of  the  wire,  w ;  the  other  half  is  transmitted  through  the 
rheostat,  in  the  direction  shown  by  the  arrows.  By  coiling  or 
uncoiling  the  wire  of  the  rheostat,  the  two  circuits  are  rendered 
exactly  equal,  so  that  the  needle  of  the  galvanometer  shall  stand 
at  o^.  Now,  if  D  be  undamped,  and  it  be  caused  to  slide  through 
a  definite  distance,  say  twelve  inches  towards  b,  the  equilibrium  of 
the  galvanometer  will  be  destroyed ;  since  the  resistance  in  u;  is 
increased,  whilst  that  in  the  rheostat  remains  unaltered ;  but  by 
uncoiling  the  wire  of  the  rheostat,  additional  resistance  can  be 
introduced  into  the  circuit  of  which  it  forms  a  part ;  the  equilibrium 
may  thus  be  again  restored,  and  the  resistance  of  twelve  inches  of 
w  will  be  given,  by  counting  the  number  of  coils  of  the  rheostat 
required.  The  comparative  resistances  of  any  number  of  different 
wires  introduced  at  w  may  thus  be  readily  ascertained. 

The  following  table  exhibits  the  conducting  power  of  wires  of 
equal  length  and  diameter  of  various  metals  as  determined  by  this 
process.  The  mercury  was  placed  in  a  glass  tube  of  uniform  dia- 
meter. 

Conducting  Power  of  Metals  for  Electricity.  (JE.  BecquereL) 


MeUli  emplojed. 


Silver     . 

Go?r : 

Cadmium 
Zino  .  . 
Tin  .  . 
Iron  .  . 
Lead  .  . 
Platinum 
Mercury 


At3»«P. 

At  aia*  P. 

At  aia«  P. 

Lon  per  cent. 

SUyer  at  32" 

SUver  at  ja«» 

SilTer  at  aia** 

being  100  at 

—  100. 

P.  -  100. 

s  100. 

3a«. 

100 

71-316 
64-919 

100 

28-7 

91*517 

91-030 

29-1 

64  960 

48-489 

67-992 

^§'5 

24*579 

17-506 

24*547 

28-8 

24063 

i7*59<^ 
8657 

24*673 

26-9 

I4OI4 

12-139 

38*3 

13350 

8-387 

ii'76o 

32-3 

8277 

5*761 

8078 

30*7 

7*933 

6-688 

9*378 

15*7 

i*73« 

1*575 

2'208 

9*4 

These  metals  were  carefully  purified  and  well  annealed.  It 
was  found  that  annealed  metals  conducted  better  than  those  which 
had  not  undergone  this  process.  The  efiect  even  of  a  moderate 
elevation  of  temperature  in  reducing  the  conducting  power  is  very 
considerable^  as  will  be  evident  by  inspecting  the  second  column 
of  figures  in  the  table ;  though  the  amount  of  this  reduction  bears 
no  nniform  proportion  to  the  conducting  power  at  32°,  as  will  be 
seen  by  examining  the  third  column ;  the  maximum  efiect  is  pro- 
duced in  the  case  of  tin ;  in  this  metal^  if  the  conducting  power 
at  32°  be  16,  it  will  be  10  at  2ia°.* 

*  Professor  Wheatstone,  in  his  paper  already  cited  (Phil.  Tram.,  1844), 
describes  a  very  simple  plan  of  measuring  metallic  resistances  by  the 
employment  of  an  ordmaiy  galvanometer.  The  whole  paper  is  well  worthy 
of  attentive  study. 
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If  the  conducting  power  of  each  metal  be  taken  to  be  loo 
at  32^9  the  fourth  column  of  figures  will  show  the  diminution  in 
conducting  power  which  each  metal  experiences  by  a  rise  of  tem- 
perature from  32°  to  aia°. 

Lenz  found  that  all  the  metals  continued  to  decrease  in  con- 
ductivity as  the  temperature  rose  to  400^^  and  Dr.  Bobinaon 
proved  that  this  diminution  continued  as  they  were  raised  pro- 
gressively to  a  red  and  even  to  a  white  heat. 

Matthiessen  {PMl.  TVans.,  1838,  p.  383,)  gives  the  HdQowing 
as  the  conducting  powers  oi  wires  of  different  metals  of  eqnal  dia- 
meter. He  considers  the  metals  to  which  an  asterisk  is  affixed, 
to  have  been  chemically  pure.  The  wires  of  the  oxidizable  metals 
were  obtained  by  forcing  them  through  an  opening  in  a  steel  plate, 
by  strong  pressure,  the  wire  as  it  was  formed  being  received  into  a 
vessel  filled  with  naphtha.  The  conducting  power  was  determined 
by  the  process  described  by  Matthiessen  in  the  PkUoscpkieal 
Magazine  for  February,  1857.  It  is  a  modification  of  one  of  tbe 
methods  devised  by  Wheatstone. 


Metal. 


•SUver  . 
Copper  . 
•Gold.  . 
Sodium  . 
Aluminum 
♦Zinc  .  . 
Magnesium 
Calcium  . 
♦Cadmium 
Potassium 
Lithium   . 


Condaoting 
Power. 


100 

77*43 
5519 

3743 
33*7<5 

2739 
25*47 

22'I4 
22*10 
2085 
19*00 


Temp, 
op. 


32 
658 

71*2 

71*0 

07'2 

62*2 

658 

68*7 
680 


Metal. 


Iron  .... 
Palladiiun  .  . 
•Tin  .... 
Platinum .  .  . 
•Lead  .... 
Strontium  .  . 
•Antimony  .  . 
•Mercury  .  . 
•Bismuth.  .  . 
Tellurium  .  . 
Bed  Phosphorus 


Oondneimg 

Temp. 

Power. 

•F. 

14*44 

68*7 

12*64 

630 

il*45 

69*8 

io*53 

69*2 

7*77 

631 

6*71 

68*9 

4*29 

656 

1*63 

m 

1*19 

56*8 
67*3 

•00077 

'00C00123 

75*2 

Copper  shows  great  variation  in  conducting  power,  prohaUy, 
as  Bunsen  suggests,  owing  to  the  presence  of  suboxide  of  copper 
diffused  through  the  inferior  specimens,  in  other  cases  to  the  pre- 
sence of  arsenic. 

Attention  to  the  purity  of  the  metals  employed  in  such  ex- 
periments is  essentially  necessary,  for  the  addition  of  a  small  quan- 
tity of  a  foreign  metal  often  materially  alters  the  conductivity. 
The  conducting  power  of  an  alloy  is  generally  below  that  of  the 
mean  of  its  component  metals.  This  is  seen  in  the  alloy  of  anti- 
mony and  tin  ;  but  the  alloys  of  tin  and  lead,  tin  and  zinc,  zinc 
and  cadmium  give  a  conductivity  almost  exactly  the  mean  of  that 
of  the  component  metals,  allowing  for  the  proportion  of  each  that 
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is  present.     A  similar  fact  was  observed  in  the  conducting  power 
for  heat  of  some  of  these  very  alloys  by  Calvert  and  Johnson. 

(H3-) 


AU07. 


ZnCd 

ZnSn 

Sn.Pb 

SnPb 

SnPb^ 

3  Antimony,  i  part  tin 


SilTer  =  100. 


CaloalAted 
Condactivitj. 


34-04 

10-31 
909 

8*23 
11-99 


Obflerred 

ConductiTitj. 


Temp.  •  P. 


3378 
I7'43 

9*30 
8-26 

0-413 


694 
71*6 
71-6 

70-5 

727 

77-0 


Matthiessen  found  that  the  conducting  power  of  graphite  and 
of  ooke  was  increased  by  heating  them,  the  electric  conduc- 
tivity of  gas  coke  rising  about  ij*  per  cent,  between  the  ordinary 
atmospheric  temperature  and  a  '  light '  red  heat.  Comparing 
their  conducting  power  with  that  of  silver  at  3^1®  as  100®,  he  ob- 
tained the  following  values  for  carbon  in  different  conditions : — 

F. 
Pure  Ceylon  graphite o'o693  at  71^6 

Gas  coke 0*0386  at  77^ 

Bunsen's  battery  coke 0*0246  at  79*2 

If  equal  amounts  of  electricity^  whether  obtained  from  the  vol- 
taic battery  or  from  the  electrical  machine^  be  made  to  traverse 
wires  of  different  metals  of  equal  length  and  diameter  in  the  same 
interval  of  time^  the  rise  of  temperature  in  the  wire  is  inversely 
proportioned  to  its  conducting  power^  and  therefore  the  better  the 
conductor  the  less  heat  does  it  emit.  The  general  truth  of  the 
fact  may  in  the  case  of  voltaic  electricity  be  rudely  but  strikingly 
demonstrated  by  taking  a  wire  of  silver  and  one  of  platinum^  each 
of  exactly  the  same  diameter^  and  forming  them  into  a  compound 
wire  consisting  of  alternate  links  of  the  two  metals.  Through 
this  compound  wire,  a  current  of  electricity  may  be  transmitted  of 
snch  a  strength  as  to  heat  the  platinum  to  visible  redness^  whilst 
the  silver  links  will  exhibit  no  such  intense  heat^  though  each  link 
of  the  wire^  from  the  form  of  the  experiment^  must  transmit  equal 
quantities  of  the  force  in  equal  times.  It  has  been  ascertained 
that  the  heat  developed  at  any  part  of  the  circuit  is  proportional 
to  the  square  of  the  force  of  the  current  multiplied  into  the 
resistance  at  that  particular  point.  For  the  same  wire  the  rise 
of  temperature  is  proportioned  to  the  square  of  the  quantity  of 
electricity,  and  this  is  true  also  for  liquid  conductors. 
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Andrews  (Proceed.  Boy.  Irish  Acad.,  June,  1840),  fooDd  thai 
when  a  fine  platinum  wire  was  traTersed  by  a  current  from  one 
of  Daniell'B  constant  batteries,  tbe  ignition  of  the  wire  varied  in 
intensity  by  varying  the  gas  with  which  be  surrounded  ibe  wire. 
This  wire  was  encloaed  in  a  glass  tube,  which  could  be  filled  at 
pleasure  with  the  different  gases  in  succession.  It  was  found  that 
solphurous  acid  aud  hydrochloric  acid  gases  had  a  smaller  cod- 
ing power  than  atmospheric  air.  Nitrogen,  carbonic  oxide,  cjt^ 
nc^n,  carbonic  acid,  deutoiidc  of  nitrogen,  protoxide  of  nitrc^en, 
oxygen  and  aqueous  vapour,  had  nearly  the  same  effect  as  atmo- 
spheric air.  Olefiant  gas,  ammonia,  the  vapour  of  alcohol  and  ol 
ether  had  a  greater  cooling  power ;  and  hydrogen,  a  &r  greater 
cooling  power  than  any  of  the  others.  Tbe  same  snltject  bas  also 
been  investigated  by  Grove,  {PML  Traiu.,  1849,)  in  ignorance  of 
the  previous  results  of  Andrews. 

The  following  experiment  illustrates  the  cooling  effect  of  hy- 
drogen very  clearly.  Take  three  pieces  of  stout  copper  wire,  bend 
them  into  the  form  shown  at  w  * 
w,  fig.  200,  and  attach  them  to  a 
weighted  board,  by  which  the  lower 
part  of  the  bends  can  be  sunk  be- 
neath tbe  surface  of  water  con- 
s  tained  in  a  shallow  vessel.  At  a  and 
b,  where  tbe  wires  project  aboTC 
the  surface  of  tbe  water,  com- 
plete tbe  connexion  by  means  of  spirals  of  fine  platinum  win, 
both  spirals  being  equal  in  length,  and  each  cut  from  the  saoM 
wire.  Each  spiral  will  thus  oppose  an  equal  resistance  to  tbe 
passage  of  the  current.  'When  a  voltaic  current  of  a  certain  in- 
tensity is  transmitted  through  tbe  wire,  www,  each  spiral,  con- 
sequently, becomes  heated  to  the  same  degree  of  visible  ignition. 
But  if  two  similar  jars,  one.  A,  filled  with  air,  the  other,  h,  filled 
with  hydrogen,  be  inverted  over  them,  the  wire  in  the  jar  h  im- 
mediately ceases  to  be  luminous,  while  that  in  A  becomes  more 
intensely  ignited.  This  superior  cooling  action  of  the  hydrogen 
is  no  doubt  due  to  the  superior  mobility  of  the  particles  of  the  gas 
over  those  of  air.     (146,  154.) 

The  experiment  was  varied  by  enclosing  the  wires  a  and  h  in 
separate  glass  tubes,  and  sealing  them  up,  one  in  an  atmo- 
sphere of  air,  the  other  in  an  atmosphere  of  hydrogen.  Both 
were  then  included  in  the  same  circuit,  so  that  they  should 
transmit  equ^  amounts  of  electricity.     Before  transmitting  tho 
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current^  however,  each  tube  was  immersed  in  a  separate  vessel 
which  contained  a  weighed  quantity  of  water,  the  temperature 
of  which  was  accurately  observed.  After  the  current  had  been 
allowed  to  pass  for  a  certain  time,  the  temperature  of  the 
water  which  surrounded  each  wire  was  again  observed,  and  it 
was  found  that  the  water  aroimd  the  tube  which  contained  air 
was  considerably  hotter  than  that  which  surrounded  the  tube  filled 
with  hydrogen.  (Grove.) 

This  result,  paradoxical  as  it  appears,  and  as  it  seems  to  have 
been  regarded  by  Grove,  must  necessarily  follow  from  the  ope- 
ration of  two  principles  which  have  already  been  explained ;  the 
first  of  these  is,  that  the  resistance  ofTered  by  a  metal  to  the 
passage  of  electricity  is  diminished  by  reducing  the  temperature ; 
and  the  second  is,  that  the  heat  evolved  by  a  current  in  passing 
through  a  conductor  is  inversely  as  the  resistance  which  it  expe- 
riences. Now,  in  this  experiment,  the  primary  effect  of  the  hy- 
drogen is  the  cooling  of  the  conducting  wire ;  and  the  conse- 
quence is  that  this  cooled  wire,  in  transmitting  the  same  current 
as  a  similar  vrire  in  air,  offers  less  resistance,  and  less  heat  is  there- 
fore evolved  by  the  wire  surrounded  by  the  hydrogen  than  by  the 
wire  which  is  surrounded  by  air. 

(243)  Liquids  are  very  inferior  to  solids  in  conducting  power ; 
indeed,  the  difference  between  the  two  classes  of  bodies  is  so  ex- 
treme that  it  is  difficult  to  institute  an  accurate  comparison  be- 
tween them.  The  attempt,  however,  has  been  made  by  Pouillet : 
assuming  as  the  unit  of  comparison  the  conducting  power  of  a 
solution  of  sulphate  of  copper  saturated  at  59^,  he  gives  the  fol- 
lowing as  the  relative  conducting  power  of  the  undermentioned 
solutions : — 

Saturated  solution  of  sulphate  of  copper       •  i 

Ditto,  diluted  with  an  equal  bulk  of  water    .  0*64 

Ditto,  diluted  with  twice  its  bulk  of  water    •  0*44 

Ditto,  diluted  with  four  times  its  bulk    .      .  0*31 

Distilled  water 0*0025 

Ditto,  with  TTT.^-oTT  of  nitric  acid     ....  o'oi5 

Platinum  wire 2^500,000*000 

The  conducting  power  of  a  platinum  wire,  of  a  diameter  and  length 
equal  to  that  of  the  interposed  columns  of  liquid  is  probably 
estimated  too  high. 

Since  these  results  of  Pouillet's  were  published,  the  subject  of 
the  conducting  power  of  liquids  has  been  resumed  by  E.  Becquerelj 
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in  the  paper  already  cited.  He  states  that  saline  solutions  may 
be  divided  into  two  classes ;  in  the  firsts  the  conducting  power  in- 
creases progressively  in  propcnrtion  to  the  strength  of  the  solution^ 
until  it  becomes  saturated;  sulphate  of  copper  and  chloride  of 
sodium  affording  instances  of  this  kind :  whilst  in  the  second  class, 
of  which  nitrate  of  copper  and  sulphate  of  sine  may  be  taken 
as  examples,  the  conducting  power  increases  with  the  degree  of 
concentration  up  to  a  certain  point,  beyond  which  it  diminishes 
as  the  solution  becomes  more  nearly  saturated.  The  salts  which 
exhibit  this  peculiarity  are  either  deliquescent  or  extremely  so- 
luble. The  following  table  contains  a  few  of  E.  Becquerel's  resnlts. 
The  saline  liquids  are  to  be  considered  as  saturated  unless  other* 
wise  specified : — 

Conducting  Power  of  Liquids  for  Electricity. 


Substances  used. 

1 

Density. 

Temp.  *>F. 

CondnctiBg  power. 

Pure  Silrer 

33 

100,000,000*00 

C  Solution  of  Sulphate  of  Copper 

1-1707 

50 

54^ 

<        Do.    half  the  strength    .     . 
(       Do.    one  fourth  the  strength 

rs 

(  Solution  of  Chloride  of  Sodium 

S6 

3^'B^ 

<       Do.    half  the  strength    .    . 

It 

2308 

(       Do.    one  fourth  the  strength 

f* 

13-58 

C  Solution  of  Nitrate  of  Copper  . 
I       Do.    half  the  strength    .    . 

r6oo8 

55 

8995 

>* 

17-703 

C      Do.    one  fourth  the  strength 

i» 

I3*44« 

C  Solution  of  Sulphate  of  Zinc     . 

1-4410 

58 

677 

<       Do.    half  the  strength    .    . 

tt 

7'»3 

C       Do.    one  fourth  the  strength 

tt 

5*43 

Oil  of  Vitriol  i  measure           ) 
Distilled  Water  ii  measures  J 

66 

88-68 

Nitric  Acid  (Commercial)     .    . 

1*31 

56 

9377 

Platinum 

32 

7.933.o«>*<» 

It  is  not  surprising  that  differences  so  considerable  should  be 
observed  between  the  conducting  powers  of  liquids  and  those  of 
solids ;  for  the  processes  of  conduction  in  the  two  cases  are  essen- 
tially different.  In  liquids  chemical  decomposition  and  free  move- 
meut  of  the  component  particles  are  indispeusable,  whilst  nothing 
of  the  kind  takes  place  in  solids.  iThe  effects  of  heat  are  even 
inverted  in  the  two  cases^  for  experiment  shows  that  as  the  tem- 
perature rises,  the  conducting  power  of  the  liquid  increases  rapidly ; 
according  to  E.  Becquerel,  the  conducting  power  of  many  solutions 
at  212°  F.  is  three  or  four  times  as  great  as  that  of  the  same  solu- 
tion at  32®  F.  These  phenomena,  therefore,  are  the  reverse  of  those 
presented  by  most  solids.     Exceptions^  however,  occur :  Faraday 
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has  shown  that  sulphide  of  silver,  when  cold,  is  an  insulator,  but 
by  wanning  it  gently  it  begins  to  conduct,  and  when  hot  it  affords 
a  spark  like  a  metal ;  a  little  below  redness  it  conducts  sufiGicientlj 
to  maintain  its  conducting  power  by  the  heat  of  the  current  which 
it  transmits.  Sulphide  and  fluoride  of  lead,  as  well  as  iodide  of 
mercury,  also  exhibit  the  same  peculiarity.  Glass,  when  cold,  is  an 
excellent  insulator  of  the  electricity  developed  by  friction,  but  when 
heated  it  conducts,  and  when  red  hot  it  possesses  scarcely  any 
insulating  power ;  the  same  thing  is  also  true  of  the  tourmaline. 
Host  of  these  cases  have  been  traced  to  a  partial  chemical  decom- 
position of  the  compound  under  the  influence  of  softening  by  heat 
(Beetz,  Phil,  Mag,,  1854,  p.  191).  When  liquefied  by  heat,  these 
compounds  all  undergo  chemical  decomposition,  and  allow  the 
current  to  pass  freely. 

(244)  Conducting  Power  of  Gases, — Gases  are  almost  perfect 
insulators  of  the  voltaic  current ;  although  some  feeble  indications 
of  conducting  power  have  been  discovered  by  Andrews,  as  well  as 
by  Hankel,  by  E.  Becquerel  and  by  Buff,  in  a  highly  rarefied  atmo- 
sphere, between  metallic  surfaces  strongly  ignited  and  in  close 
approximation. 

Grove  has  frirther  shown,  that  in  flame  a  current  of  electricity 
is  not  only  transmitted,  but  that  there  is  evidence  of  its  produc- 
tion within  the  flame,  and  he  attributes  its  origin  to  chemical 
action.  Becquerel  regards  it  as  a  thermo-electric  phenomenon  [Ann. 
de  Chimie,  III.  lii.  411).  Becquerel's  experiments,  however,  are 
not  conclusive,  and  the  feebleness  of  thermo-electric  currents 
coupled  with  the  slight  conductivity  of  flame  render  such  a  view 
inadmissible.  If  two  platinum  wires  be  connected  with  the  extre- 
mities of  a  galvanometer,  the  free  ends  of  the  platinum  being 
twisted  into  a  small  coil,  and  one  of  the  platinum  wires  be  inserted 
into  the  root  of  the  blowpipe  flame  whilst  the  other  is  introduced 
just  in  front  of  the  apex  of  the  blue  cone,  a  current  will  be  indi- 
cated, passing  from  the  root  to  the  apex  of  the  flame.  By  forming 
several  jets  of  flame  together  into  a  compound  circuit,  Grove  suc- 
ceeded in  decomposing  a  solution  of  iodide  of  potassium  by  means 
of  the  currents  obtained  from  flame :  under  certain  circumstances, 
however,  which  we  now  proceed  to  notice,  highly  heated  gaseous 
matter  appears  to  transmit  voltaic  power  of  high  intensity,  and  the 
phenomena  thus  displayed  are  of  a  most  brilliant  and  remarkable 
kind. 

(245)  Disruptive  Discharge — Electric  Light, — ^When  the  cur- 
rent is  greater  than  the  conductor  is  able  to  convey,  the  wire 
melts,  and  is  dispersed  in  vapour;  disruptive  discharge,  in  fact, 
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occurs.  From  a  powerful  voltaic  battery  this  disruptiye  discharge 
may  be  maintained  continuously,  owing  to  the  enormous  quantity 
of  electricity  in  circulation. 

If  the  air  be  rarefied  between  the  interrupted  condactors,  the 
interval  through  which  the  discharge  can  be  effected  may  be  con- 
siderably increased.  Thus  the  heat  developed  by  the  passage  of  the 
current  between  two  pieces  of  charcoal  when  they  are  in  contact, 
will  enable  them  to  be  separated  for  a  considerable  distance  with- 
out interrupting  the  passage  of  the  current;  this  distance  ranges 
from  I-  inch  to  i  inch  when  a  series  of  seventy  of  Daniell's  cells 
twenty  inches  in  height  are  employed.  Davy,  with  the  great  bat- 
tery of  the  Royal  Institution,  consisting  of  2000  pairs  of  plates 
on  WoUaston's  construction,  obtained  an  arc  of  flame,  between 
charcoal  points,  four  inches  in  length,  and  of  dazzling  brilliancy. 

Despretz,  by  using  600  cells  of  Bunsen^s  construction  arranged 
consecutively,  succeeded  when  the  points  were  arranged  in  a  ver- 
tical line  with  the  negative  pole  below,  in  obtaining  an  arc  7*8 
inches  in  length.  With  100  pairs  the  arc  was  only  one  indi 
long.  The  most  intense  light,  however,  is  obtained  when  the 
points  are  separated  but  to  a  small  distance,  because  the  resis- 
tance then  being  less,  a  much  larger  quantity  of  electricity  passes 
in  a  given  time,  and  the  temperature  is  proportionately  higher. 
Despretz  found  he  obtained  a  much  more  intense  light  by  em- 
ploying his  600  cells  in  6  parallel  series,  so  as  to  form  100  cells  of 
6  times  the  ordinary  size  than  when  they  were  connected  into  one 
continuous  series.  He  estimated  the  light  with  the  arrangement 
of  600  in  six  parallel  series  to  be  nearly  six  times  as  great,  as  when 
ICO  cells  only  were  employed, — a  result  in  conformity  with  the  anti- 
cipations of  theory.  The  same  observer  found  that  when  the 
charcoal  points  were  disposed  in  a  horizontal  direction  at  right 
angles  to  the  magnetic  meridian,  the  length  of  the  arc  when  200 
pairs  of  Bunsen  in  two  parallel  series  were  employed,  was  greater 
in  the  proportion  of  208  to  16*5,  when  the  positive  pole  was  to 
the  east,  than  when  it  was  to  the  west. 

During  the  production  of  this  dazzling  light  a  considerable 
mechanical  transport  of  the  materials  composing  the  terminals  of 
the  pile  takes  place,  and  there  can  be  no  doubt  that  the  ignition 
of  the  solid  particles  contributes  mainly  to  the  production  of  the 
intense  light  thus  procured.  A  cavity  is  always  produced  in  the 
piece  of  charcoal  attached  to  the  positive  wire  which  is  connected 
with  the  last  platinum  or  copper  plate  of  the  battery  (the  zincode, 
247,3)  >  ^^^  ^^  ^^^  same  time  a  mammillated  deposit,  which  conti- 
nually increases  in  length,  is  formed  upon  the  charcoal  on  the 
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ve  Tire  in  connexion  with  the  zinc  plate  (the  platinode). 
ipta  have  been  made  to  apply  this  light  to  the  purposes  of 
nation,  and  in  particular  cases,  as  for  the  display  of  optical 
meiia  in  the  class-room,  it  is  often  of  high  value.  Its  apptica- 
I,  however,  attended  with  great  practical  difficulties,  of  which 
ansfer  of  conducting  material  from  one  pole  to  the  other  is 
r  the  most  serious ;  and  it  is  very  doubtful  if,  even  when  the 
inical  obstacles  are  removed,  such  a  light  can  be  economically 
rantageously  used  for  the  general  purposes  of  illumination, 
ight  ia  too  intense  for  the  unprotected  eye  to  endure  for  any 
1  of  time  in  its  immediate  viciuity,  and  the  expense  ia  so 
that  unless  the  electricity  can  be  obtained  in  the  process  of 
■ing  some  chemical  compound  in  the  battery  itself,  which 
efray  the  cost  of  production,  its  success  as  a  mercantile  spe* 
m  is  very  problematical.* 


!lie  K^aeral  appearance  of  the 
]  lamp  of  DuDOBcq  is  shown 
aot,  m  which  T,  r  represent 
arcosl  pointt  between  whick 
taio  arc  is  uiaintained.  The 
to  be  effected  ia  to  preserve 
joints  at  a  UQiform  distance 
iach  other,  and  at  the  same 
in  the  lantern,  so  that  the 
of  light  shall  always  be  kept 
lame  position  with  respect  to 

)  refcu^ator  by  which  this  re- 
tttainediBshownatB.  Within 
on  electro -ma  fpiet,  and  a  clock 


clock  moremeot  is 
mI  to  bring  the  two  points  to- 
each  other  so  as  to  compen- 
r  the  wasto  tbej  experience  in 
g,  and  the  electro- magnet  is 
'ed  to  check  the  clock  action 
lo  longer  needed.  When  the 
r  ia  in  use  the  negative  point  is 

oonsamed  in  air  more  slowly 
le  positive  one  i  and  it  becomes 
aj  to  provide  means  for  mov- 
h  point,  at  a  rate  proportioned 

rapidity  of  its  consumption. 

effi-cted  by  making  the  drums 
p  of  une<]ual  dimensions ;  the 
e  and  ^are  employed  to  tront- 
>  movements  of  the  clockwork 


Mints  TiT*.  The  chain  ^attached  to  the  npper  or  negative  point  yiia  coiled 
he  smaller  drum  n,  and  posses  np  the  tubular  aapport  *.  Thn  chain  ia 
in  the  opposite  direction  to  that  of  the  chain  d,  which  after  passing 
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This  tr&Dsfer  of  solid  particles  is  not  con6aecI  to  cases  in 
which  a  porous  conductor  like  charcoal  is  used.  The  deoteit 
metals,  such  as  platinum  and  indium,  are  transferred  from  the 
zincode  towards  the  platinode,  but  the  are  in  these  cases  is  not  w 
long  as  when  more  friable  materials  are  used.  When  a  poutiTe 
coke  point  was  opposed  to  a  negative  electrode  of  platiuom,  the 
arc  was  not  more  than  half  the  length  of  that  obtained  hj 
making  the  coke  negative  and  the  platiuum  positive  (Delarive). 
Grove  found  it  to  be  true  generally  that  in  an  oxidizing  medima 
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OTsr  the  pullej  d',  is  attached  to  &t 
tube  containing  the  lower  or  positira 
charcoal  point  T.  Both  drwsu  m 
placed  vptrn  a  oommon  axil,  toA 
therefore  both  are  moved  by  the  clock 
in  the  same  direction,  lo  that  whilst 
the  chain  d  attached  to  t^  bwer 
point  is  beina  wound  up,  the  chain  e 
connected  with  the  negatiTe  point  it 
being  uniroDnd,  though  leas  rapidlj 
than  d,  and  the  negative  point  w 
allowed  to  descend.  The  wires 
from  the  battery  (abont  40  pairs  irf 
Orove)  are  made  fast  to  the  uindiDi; 
Bcrewa  a,  b',  the  positive  wire  B  bebg 
connected  with  one  end  of  the  coil  1 1 
t  of  the  electro-magnet  h,  while  ths 
}  other  end  of  this  coil  ie  in  eleetrieil 
contact  with  the  lower  point  t.  Th» 
current  is  thus  made  to  pass  through 
the  electro.ma)(net  on  ita  way  to  t£« 
charcoal  points.  When  the  electro. 
magnet  is  iu  full  action  it  attracts  Ihs 
keeper  k  attached  to  the  lower  end  of 
the  oent  lerer  J,  working  on  the  fnlcrom 
r.  Thenppereitremity  of  this  lercr, 
when  the  keeper  is  drawn  home,  locb 
into  the  ratchet  wheel  seen  edgewiie 
atr;  thus  arresting  the  clock  moie' 
ment.aDd  rendering  the  charcoal  points 
stationary .  As  soon  as  the  distsnM 
betireen  the  points  becomes  toogreat, 
the  current  through  the  electro  mix- 
net  becomes  reduced  in  power,  aod 
lets  go  the  keeper  it,  which  ia  foToed 
awBj  from  the  magnet  by  the  releas- 
ing spring  q.  By  this  means  the 
clockwork  is  immediately  set  free,  and 
the  points  are  thus  made  to  approacli 
each  other,  until  the  current  recovers  sufficient  force  again  to  attract  the 
keeper,  which  once  more  locks  into  the  ratchet  wheel  r.  "When  the  battery  i» 
in  good  action,  these  alternate  motions  of  the  keeper  and  of  the  clockwork 
recur  with  frequency  and  regularity  ;  * o  that  the  points  are  maintained  at  s 
distance  sufficiently  uniform  to  prevent  any  sudden  or  material  fluctuation 
in  the  amount  of  light. 
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the  brilliancy  and  length  of  the  arc  was  greatest  with  the  most 
oxidizable  metals.  Van  Breda  states,  that  portions  of  the  nega- 
tive terminal  are  always  transferred  towards  the  positive  wire. 
This  was  particularly  evident  when  iron  balls  were  made  the  ter- 
minals of  the  wires^  although  this  transfer  is  much  less  in  amount 
from  the  n^ative  to  the  positive,  than  the  simultaneous  transfer 
from  the  positive  to  the  negative  wire.  The  light  that  attends 
the  voltaic  arc  does  not  necessarily  proceed  from  the  combustion 
of  the  conducting  material,  for  it  occurs  in  a  vessel  from  which  air 
is  exhausted,  with  a  brilliancy  not  much  inferior  to  that  exhibited 
by  it  in  the  air.  It  may  even  be  produced  between  two  charcoal 
points  which  are  immersed  under  water.  In  every  case,  however, 
the  transference  of  some  material  particles  is  essential  to  the  pro- 
duction of  the  luminous  arc.  Gassiot  found  that  even  when  a 
combination  of  320  cells  on  DanielFs  construction  was  employed, 
no  spark  could  be  obtained  between  two  platinum  surfaces,  con- 
nected one  with  one  wire,  the  other  with  the  opposite  wire  of  the 
battery^  in  a  high  state  of  efficiency,  although  the  two  platinum 
surfaces  were  brought  within  ttoVo  of  ^^  i^ch  of  each  other.  If 
however  the  transfer  of  some  material  particles  be  effected  between 
the  two  surfaces,  either  by  a  momentary  contact,  or  even  by  the 
discharge  of  a  Leyden  jar  across  the  interval,  the  current  may  be 
established  and  the  luminous  arc  maintained  with  a  small  number 
of  pairs  of  plates. 

The  heat  produced  in  the  voltaic  arc  is  of  the  most  intense 
kind*  Metals  which  like  platinum,  iridium,  and  titanium  resist 
the  greatest  heat  that  can  be  obtained  by  the  direct  chemical 
action  attendant  upon  combustion  in  the  furnace,  readily  melt  and 
are  transferred  from  the  zincode  to  the  platinode  by  a  voltaic  cur- 
rent of  high  intensity.  The  fusion  is  easily  accomplished  by  ex- 
cavating a  circular  piece  of  gas  coke,  about  an  inch  in  diameter 
and  half  an  inch  thick,  into  the  form  of  a  crucible^  which  is  at- 
tached by  stout  copper  bell  wire  to  the  wire  which  is  in  connexion 
with  the  last  platinum  plate  of  the  battery ;  a  piece  of  boxwood 
charcoal  or  of  gas  coke  about  the  thickness  of  a  cedar  pencil  is 
attached  to  the  wire  connected  with  the  zinc  plate  of  the  bat- 
tery :  the  metal  for  trial  is  then  placed  in  the  little  coke  crucible, 
and  the  current  from  20  or  30  pairs  of  Grove's  battery  is  trans- 
mitted through  it  by  means  of  the  charcoal  point  with  which  the 
platinode  of  the  battery  is  armed.  Gassiot  has  pointed  out  the 
remarkable  fact,  of  which  no  explanation  has  as  yet  been  given, 
that  the  zincode,  or  the  wire  connected  with  the  platinum  plate 
becomes  much  the  hotter  of  the  two  in  this  action.    This  effect  is 
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reversed  in  the  case  of  tlie  secondary  current  obtained  from  (he 
Buhmkorff  coil  (263),  in  which  the  negative  terminal  becomes  the 
hottest,  and  from  which  the  dispersion  of  solid  particles  almost 
exclusively  occurs. 

Favre  [Comptea  Rendus,  Iv.  56)  has  arrived  at  the  interesting 
conclusion  that  the  quantity  of  heat  evolved  by  the  solution  of  a 
definite  quantity  of  zinc  in  any  given  circuit  is  lessened  in  the 
battery  itself,  in  proportion  as  heat  is  evolved  at  any  given  point 
of  the  circuit,  and  that  heat  is  lost  when  motion  is  produced. 
The  quantity  of  heat  thus  lost  agreed  very  closely  with  the  quan- 
tity required  by  theory  if  Joule's  mechanical  equivalent  of  heat 
(123)  be  adopted.  A  part  of  the  heat  is  thus  converted  into  me- 
chanical effect  or  motion^  as  must  be  the  case  if  the  mechanical 
theory  of  heat  (124)  be  true.  The  simple  solution  of  a  quantity 
of  zinc  in  sulphuric  acid,  equal  in  amount  to  that  dissolved  in  the 
battery  during  each  experiment,  was  found  by  previous  researches 
to  be  represented  by  the  number  18444.  In  these  experiments 
Favre  arranged  the  battery  itself  in  a  calorimeter ;  and  in  a  second 
calorimeter  be  placed  the  conducting  wire,  which  was  coiled  in 
such  a  manner  as  to  be  applicable  to  the  production  of  electro- 
magnetic action,  the  amount  of  which  could  be  measured  by  its 
power  of  raising  a  weight.  He  then  made  five  series  of  experi- 
ments. In  the  first  of  these  the  current  traversed  the  batteiy 
only  and  a  short  copper  wire :  in  the  second  series,  it  traversed 
the  battery  and  the  conducting  wire  of  the  coil,  the  iron  not  being 
included  in  the  coil;  in  the  third  series,  the  metallic  core  was 
previously  placed  in  the  axis  of  the  coil ;  in  the  fourth  series,  the 
apparatus  for  rotation  was  set  in  motion,  but  no  weight  was 
raised ;  and  in  the  fifth  series  a  known  weight  was  lifted  to  a 
definite  height  by  the  action  of  the  electro-magnet.  The  results 
were  as  follows  : — 


No.  of  Experi- 
ments. 

ist  Calorimeter. 
(Battery.) 

and  Calorimeter. 
(ConduotingCoU.) 

Heat  lost  for 
Weight  raised. 

Heat  Unite. 
TotaL 

I 
2 

3 

4 
5 

18682 
18674 
16448 
13888 

^5427 

2219 
4769 
2947 

308 

18682 
18674 
18667 
18657 
18682 

The  fifth  column  gives  the  total  amount  of  heat  measured  in 
'units  of  heat'  {note,  p.  176),  from  which  it  will  be  seen  to  be 
sensibly  equal  in  each  case. 

The  colour  of  the  light  emitted  by  the  different  metals  when 
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deflagrated  between  the  wires  of  the  battery,  is  peculiar  for  each : 
gold  burns  with  a  bluish  white  light,  silver  with  a  beautiful  green 
light,  copper  with  a  reddish  white,  zinc  with  a  powerful  white 
light  tinged  with  blue,  and  lead  with  a  purple  light ;  steel  burns 
with  brilliant  yellow  scintillations,  mercury  with  a  brilliant  white 
light  tinged  with  blue.  If  these  lights  be  viewed  separately 
through  a  glass  prism,  lai^  dark  intervals  will  be  seen  between  a 
few  brilliant  streaks  of  light  of  different  colours  and  of  definite 
degrees    of   refirangibility.       (Masson,    Ann,    de    Chimie,    III. 

^95) 


Chemical  Actions  of  the  Voltaic  Battery, 

(246)  Discharge  by  Convection. — To  the  chemist,  however,  the 
dischai^e  of  the  voltaic  current  by  the  process  of  convection,  is 
even  more  interesting  than  the  brilliant  phenomena  exhibited  by 
^e  disruptive  discharge,  since  it  is  in  the  discharge  by  convection 
that  the  important  chemical  actions  of  electricity  are  displayed. 

It  has  already  been  explained  when  describing  the  voltameter 
(238),  that  if  the  connecting  wires  of  a  voltaic  battery  terminate 
in  platinum  plates  or  wires  which  are  made  to  dip  into  acidulated 
water,  decomposition  of  the  liquid  takes  place,  and  oxygen  and 
hydrogen  are  evolved  at  the  surfaces  of  the  platinum  plates.  This 
important  discovery  was  made  in  the  year  1800,  by  Nicholson  and 
Carlisle,  and  the  chemical  action  of  the  voltaic  pile  thus  revealed, 
enabled  Davy  a  few  years  later  to  decompose  the  alkalies  and 
earths,  which  up  to  that  time  had  been  regarded  as  elements ;  but 
by  showing  their  compound  nature,  he  at  ouce  modified,  in  an 
important  manner,  the  views  of  chemical  philosophy  which  had 
prevailed  up  to  that  period. 

In  pursuing  these  experiments  on  the  voltaic  decomposition 
of  water,  it  was  soon  observed  that  when  copper  wires,  or  the  wires 
of  metals  which  are  easily  susceptible  of  oxidation,  are  employed, 
gas  escapes  from  one  wire  only ;  whilst  if  platinum  or  gold  wires 
be  used,  gas  is  evolved  from  both.  In  the  first  case,  the  oxygen 
combines  with  the  copper  or  oxidizable  metal,  and  forms  an  oxide 
which  is  dissolved  by  the  acid  liquid,  and  therefore  hydrogen  alone 
escapes ;  in  the  second  case,  both  gases  are  evolved ;  since  neither 
platinum  nor  gold  has  sufficient  chemical  affinity  for  oxygen  to 
combine  with  it  at  the  moment  of  its  liberation. 

The  process  of  resolving  compounds  into  their  constituents  by 
electricity,  is  termed  electrolysis  (from  electricity  and  Xt/acc  releas- 
ing), and  a  body  susceptible  of  such  decomposition,  is  called  an 
electrolyte;  the  terminating  wires  or  plates  of  the  battery  are 
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called  the  poles  of  the  battery.  The  word  electrode  is  also  used 
as  synonymous  with  the  pole  of  the  battery^  and  it  implies  the 
door  or  path  (from  oSoc  a  way)  to  the  current  by  which  it  enters 
or  leaves  the  compound  through  which  it  is  transmitted. 

{ji47)  Laws  of  Electrolysis. — A  great  variety  of  bodies  admit 
of  being  decomposed  by  electrolysis^  but  the  process  is  not  appli- 
cable to  all  indiscriminately.  It  occurs  under  certain  definite 
lawSy  which  may  be  stated  as  follows  : — 

1.  No  elementary  substance  can  be  an  electrolyte  :  for  fromtlie 
nature  of  the  operation,  compounds  alone  are  susceptible  of  elec- 
trolysis. 

2.  Electrolysis  occurs  only  whilst  the  body  is  in  the  liquid  state. 
The  free  mobility  of  the  particles  which  form  the  body  undergoing 
decomposition  is  a  necessary  condition  of  electrolysis,  since  the 
operation  is  always  attended  by  a  transfer  of  the  component  par- 
ticles of  the  electrolyte  in  opposite  directions.  Electrolysis  is 
necessarily  a  process  of  electrical  conduction,  but  it  is  conduc- 
tion of  a  peculiar  kind  ;  it  is  totally  different  from  that  of  ordinary 
conduction  in  solids.  If  an  electrolyte  be  solidified,  it  instantly 
arrests  the  passage  of  the  force ;  for  it  cannot  transmit  the  electric 
current  like  a  wire  or  a  solid  conductor  :  the  thinnest  film  of  any 
solid  between  the  two  plates  suspends  all  decomposition.  Many 
saline  bodies  are  good  conductors  when  in  a  fused  condition ;  for 
example,  nitre,  whilst  in  a  fused  state,  conducts  admirably ;  but 
if  a  cold  electrode  be  plunged  into  the  melted  salt,  it  becomes 
covered  with  a  film  of  solid  nitre,  and  no  current  is  transmitted 
until  a  continuous  chain  of  liquid  particles  is  restored  between  the 
plates  by  the  melting  of  the  film ;  these  effects  are  readily  exhi- 
bited by  including  a  galvanometer  in  the  circuit.  A  few  partial 
exceptions  to  this  rule  have  been  observed,  and  have  already  been 
alluded  to  (243) ;  but  in  such  cases  the  decomposition  is  always 
extremely  limited. 

3.  During  electrolysis,  the  components  of  the  electrolyte  are 
resolved  into  two  groups :  one  group  takes  a  definite  direction 
towards  one  of  the  electrodes ;  the  other  group  takes  a  course 
towards  the  other  electrode.  This  direction  of  the  ions  (as  the  two 
groups  which  compose  the  electrolyte  have  been  termed)  depends 
upon  the  direction  in  which  the  chemical  actions  are  going  on  in 
the  battery  itself.  The  two  platinum  plates  in  the  decomposing 
cell  may  be  distinguished  from  each  other  in  the  manner  proposed 
by  Daniell.  These  plates  occupy  respectively  the  position  of  a 
zinc  and  of  a  platinum  plate  in  an  ordinary  cell  of  the  battery: 
that  is  to  say,  if  for  this  decomposing  cell  an  ordinary  battery  cell 
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were  substituted^  a  rod  of  zinc  would  occupy  the  place  of  one  of 
the  platinum  plates^  and  would  be  attacked  by  the  oxygen  and 
acid  in  the  exciting  liquid  of  the  battery^  whilst  a  plate  of  platinum 
or  some  other  conducting  metal  would  occupy  the  place  of  the 
second  platinum  plate^  and  would  have  the  hydrogen  of  the  ex- 
citing liquid  directed  towards  it.  To  the  plate  of  the  decompos- 
ing cell  which  corresponds  to  the  zinc  rod^  Daniell  gave  the  name 
of  the  zincode,  which  is  synonymous  with  the  anode  of  Faraday 
and  the  positive  pole  of  other  writers.  To  the  plate  which  cor- 
responds to  the  platinum  or  conducting  metal,  Daniell  gave  the 
name  of  the  platinode,  which  is  synonymous  with  Faraday^s  term 
of  cathode,  and  with  the  negative  pole  of  other  writers.  Oxygen, 
chlorine,  and  the  acids  generally,  make  their  appearance  at  the  zin- 
code  in  the  decomposing  cell  during  electrolysis ;  whilst  hydrogen, 
alkalies,  and  the  metals  are  evolved  upon  the  platinode. 

This  definite  direction  which  the  elements  assume  during 
electrolysis  may  be  shown  by  collecting  the  gas  which  is  evolved 
over  two  platinum  plates,  connected,  one  with  the  last  platinum, 
the  other  with  the  last  zinc  plate,  of  a  combination  consisting  of 
three  or  four  pairs  of  Grove's  battery.  Hydrogen  will  be  collected 
over  the  platinode,  or  the  plate  in  connexion  with  the  zinc  end  of 
the  arrangement,  and  which  would  correspond  to  the  platinimi 
plate  if  another  cell  of  the  battery  were  here  interposed ;  whilst 
firom  the  zincode,  or  plate  in  connexion  with  the  platinum  of  the 
battery,  oxygen  is  evolved. 

The  following  experiment  further  illustrates  the  definite  direc- 
tion which  the  components  of  the  electrolyte  assume.  Let  four 
glasses  be  placed  side   by  side,  as  represented  in  fig.  203,  each 
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divided  into  two  compartments  by  a  partition  of  card,  or  three  or 
four  folds  of  blotting-paper,  and  let  the  cups  be  in  electrical  com- 
munication with  each  other  by  means  of  platinum  wires  which 
terminate  in  strips  of  platinum  foil.  Place  in  the  glass  No.  i,  a 
eolation  of  iodide  of  potassium  mixed  with  starch ;  in  2,  a  strong 
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solution  of  common  salt,  coloured  blue  with  sulphate  of  indigo ; 
in  3,  a  solution  of  sulphate  of  ammonia,  coloured  blue  with  a 
neutral  infusion  of  the  red  cabbage ;  and  in  4,  a  solution  of  sul- 
phate of  copper.  Let  the  plate,  h,  be  connected  with  the  positive 
wire  or  zincode,  and  let  a  complete  the  circuit  through  the  nega- 
tive wire  or  platinode.  Under  these  circumstances  iodine  will 
speedily  be  set  free  in  b,  and  will  form  the  blue  iodide  of  starch ; 
chlorine  will  show  itself  in  d,  and  will  bleach  the  blue  liquid; 
sulphuric  acid  will  be  seen  in  /,  and  will  redden  the  infusion  of 
cabbage ;  sulphuric  acid  will  also  be  liberated  in  A,  as  may  be  seen 
by  introducing  a  piece  of  blue  litmus  paper,  which  will  imme- 
diately be  reddened ;  whilst  a  piece  of  turmeric  paper  will  be  turned 
brown  in  a,  from  liberated  potash ;  in  c  it  will  also  be  turned 
brown  by  the  soda  set  free ;  in  e  the  blue  infusion  of  cabbage  will 
become  green  from  the  ammonia  which  is  disengaged ;  and  in  g 
metallic  copper  will  be  deposited  on  the  platinum  foil. 

4.  The  amount  as  well  as  the  direction  of  electrolysis  is  defi- 
nite, and  it  is  dependent  upon  the  degree  of  action  m  the  battery ; 
being  directly  proportionate  to  the  qwintity  of  electricity  in  drcU' 
lation.  It  has  been  amply  proved  by  experiment  that  for  every 
327  grains  of  zinc  which  is  dissolved  in  any  one  cell  of  the  battery, 
provided  local  action  be  prevented,  9  grains  of  water  are  decom- 
posed in  the  voltameter ;  or  if,  as  in  the  preceding  experiment, 
several  electrolytes  be  arranged  in  succession,  each  compound  will 
experience  a  decomposition  proportioned  to  its  chemical  equivalent 
For  instance — if  the  current  be  made  to  pass  first  through  fiised 
iodide  of  lead,  and  then  through  fused  chloride  of  tin — ^for  each 
327  grains  of  zinc  dissolved  in  any  one  cell  of  the  battery,  103*5 
grains  of  lead,  and  59  grains  of  tin  will  be  separated  on  the 
respective  platinodes,  whilst  127  grains  of  iodine,  and  35*5  grains 
of  chlorine  will  be  evolved  on  the  respective  zincodes.  These 
numbers  corrrespond  with  the  chemical  equivalents  of  the  several 
elements  named. 

Variations  in  the  intensity  of  the  current  (t.  e.,  variations  in 
the  quantity  of  the  force  which  passes  through  a  given  transverse 
section  of  the  conductor  in  equal  times)  produce  no  variation  in 
the  amount  of  chemical  decomposition  which  is  effected  by  the 
arrangement.  For  example:  if  three  similar  voltameters,  pro- 
vided with  plates  of  equal  area,  be  arranged  as  at  a,  i,  c,  fig.  204, 
the  first  will  transmit  twice  as  much  electricity  in  a  given  time  as 
either  of  the  others.  The  current  will  therefore  have  twice  the 
intensity  in  a  ;  but  the  total  quantity  of  gas  collected  from  b  and  e 
together  will  be  exactly  equal  to  the  total  amount  yielded  by  a  19 
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experiment.  Hence 
it  follows  that  the 
quantity  of  electri- 
city which  is  sepa- 
rated from  a  given 
weight  of  matter  in 
the  act  of  combina- 
tion is  able^  irre- 
spective of  its  inten- 
sity, when  thrown  into  the  current  form,  to  produce  the  decompo- 
sition of  an  equivalent  quantity  of  any  compound  body  which  is 
susceptible  of  electrolysis ;  and  hence  it  has  been  concluded  that 
the  equivalent  weights  of  the  simple  bodies  are  those  weights  of 
each  substance  which  are  associated  with  equal  quantities  of  elec« 
tricity,  and  have  naturally  equal  electric  powers. 

5.  If  the  same  pair  of  elements  form  more  than  one  compound 
with  each  other,  it  is  only  the  compound  which  contains  one  equiva- 
lent  of  each  element  that  admits  of  electrolysis  (Faraday).  For 
example^  tin  forms  two  compounds  with  chlorine ;  the  proto- 
chloride  (SnCl)  is  solid  at  ordinary  temperatures, — when  heated  it 
melts,  and  is  then  freely  electrolysable ;  but  the  bichloride  (SnCl^) 
although  liquid  at  ordinary  temperatures,  cannot  be  decomposed  so 
long  as  it  is  anhydrous,  or  free  from  water. 

To  these  laws  may  be  added  a  sixth — viz. : — 

6.  Those  bodies  only  are  electrolytes  which  are  composed  of  a 
conductor  and  a  non-conductor.  The  conductors  accumulate  on  the 
platinode,  the  non-conductors  on  the  zincode.  For  example,  iodide 
of  lead  when  melted  conducts  the  current ;  metallic  lead,  which 
is  a  conductor,  accumulates  at  the  platinode ;  whilst  iodine,  which 
is  a  non-conductor  even  when  melted,  collects  at  the  zincode.  On 
the  other  hand,  red  chloride  of  sulphur  (SCI),  is  not  an  electro- 
lyte, although  composed  of  single  equivalents  of  its  components ; 
and  melted  sulphur,  and  chlorine,  when  the  latter  is  liquefied  by 
pressure,  are  both  insulators  of  electricity.  A  compound  composed 
of  two  conductors  is  equally  unfit  for  electrolysis.  For  instance, 
a  metallic  alloy,  such  as  plumber's  solder,  composed  of  two  parts, 
or  one  equivalent,  of  lead,  and  one  part,  or  one  equivalent,  of  tin, 
when  melted,  conducts  the  current  perfectly,  but  no  separation  of 
its  constituents  is  effected. 

(248)  Every  electrolyte,  since  it  can  transmit  a  current,  is  also 
eapable  of  generating  a  current  if  it  be  employed  to  excite  action 
in  the  battery  itself.     Comparatively  few  electrolytes,  however,  are 
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practically  available  for  this  purpose.  It  is  necessary  tliat  the 
deposited  compounds  be  dissolved  as  fast  as  they  are  produced ; 
otherwise  the  crust  of  insoluble  matter  introduces  a  mechanical 
obstacle  by  which  the  action  is  speedily  checked. 

Great  differences  occur  in  the  facility  with  which  different  elec- 
trolytes yield  to  the  decomposing  action  of  the  voltaic  current 
GeneraUy  speakings  the  greater  the  chemical  opposition  between 
the  elements  of  a  compoimd^  the  more  readily  it  yields  to  electro- 
lysis. The  following  table  exhibits  the  order  in  which^  according 
to  Faraday^  the  different  compounds  which  are  enumerated  yield 
to  electrolysis ;  those  which  are  most  readily  decomposed  standing 
first  on  the  list : — 

Solution  of  iodide  of  potassium 
Fused  chloride  of  silver 
Fused  chloride  of  zinc 
Fused  chloride  of  lead 
Fused  iodide  of  lead 
Hydrochloric  acid 
Diluted  sulphuric  acid. 

The  consideration  of  the  applications  of  the  voltaic  battery  to 
the  purposes  of  electrotyping,  and  to  chemical  decompositions 
generally^  will  be  more  advantageously  considered  after  the  pro- 
perties of  the  metals  have  been  described. 

(249)  Resemblances  between  the  Electricity  of  the  Machine  and 
that  of  the  Voltaic  Battery. — ^Notwithstanding  the  extremely  brief 
duration  of  the  discharge  from  the  electrical  machine^  it  produces 
whilst  it  lasts^  phenomena  similar  to  those  of  the  voltaic  current, 
which^  indeed,  may  be  regarded  as  a  succession  of  discharges 
repeated  so  frequently  as  to  become  continuous.  By  repeating  the 
discharge  from  the  electrical  machine  many  times  through  the 
same  liquid  conductor^  Faraday  was  enabled  to  obtain  true  elec- 
trolytic decomposition.  The  following  simple  experiment  may  be 
adduced  as  an  illustration  of  this  fact : — Upon  a  plate  of  glass 
place  a  small  piece  of  turmeric  paper^  moistened  with  a  solution 
of  iodide  of  potassium  which  has  been  mixed  with  a  little  starch ; 
upon  one  end  of  this  piece  of  paper  allow  the  point  of  a  fine  pla- 
tinum wire  to  rest,  the  other  end  of  the  wire  being  in  communi- 
cation with  the  prime  conductor  of  the  machine ;  on  the  other  extre- 
mity of  the  paper  place  a  similar  wire  in  communication  with  the 
earth  ;  it  will  be  found  on  setting  the  machine  in  action  that^  after 
the  lapse  of  one  or  two  minutes,  a  small  blue  spot  will  appear 
round  the  point  of  the  wire  connected  with  the  prime  conductofj 
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owiDg  to  the  liberation  of  iodine ;  while  round  the  wire  which  com- 
municates with  the  earth  a  brown  spot  will  be  formed,  from  the 
action  of  the  alkali  which  is  set  free.  If  the  wires,  instead  of  being 
connected  through  the  medium  of  iodide  of  potassium,  be  made 
to  dip  into  a  drop  of  a  solution  of  sulphate  of  copper,  metallic 
copper  will  be  deposited  on  the  wire  connected  with  the  earth,  and 
oxygen  and  sulphuric  acid  will  appear  on  the  other  wire.  If  a 
piece  of  litmus  or  turmeric  paper,  moistened  with  a  solution  of 
sulphate  of  soda,  be  supported  on  a  thread  of  glass  between  two 
wires,  one  of  which  proceeds  from  the  prime  conductor,  whilst  the 
other  is  in  communication  with  the  earth,  the  saline  solution  in 
the  paper  will  be  decomposed  by  the  electricity,  even  although  the 
paper  does  not  touch  either  of  the  wires :  the  litmus  paper  on  the 
side  towards  the  prime  conductor  will  gradually  be  reddened,  whilst 
the  turmeric  paper  will  be  turned  brown  at  the  extremity  which  is 
furthest  from  the  prime  conductor. 

The  quantity  of  electricity  which  is  required  to  produce  che- 
mical decomposition  is  very  great.  This  fact  is  strikingly  illus- 
trated by  a  comparison  which  was  made  by  Faraday  between  the 
amount  of  electricity  which  is  developed  from  the  machine  by 
friction  and  that  which  is  furnished  by  the  chemical  action  of  the 
battery.  The  experiment  was  performed  in  the  following  manner: 
— A  wire  of  platinum  and  another  wire  of  zinc,  each  fV  of  an  inch 
in  diameter,  were  immersed,  -^  of  an  inch  apart,  to  a  depth  of  •§-  of 
an  inch  in  an  extremely  dilute  acid  liquid,  prepared  by  adding  a 
single  drop  of  oil  of  vitriol  to  four  ounces  of  water.  The  current 
obtained  from  this  combination,  at  a  temperature  of  60®  F.,  was 
transmitted  through  the  coil  of  a  galvanometer  consisting  of  18 
feet  of  copper  wire  Vg-  of  an  inch  thick.  It  produced  in  about 
three  seconds  as  great  a  deviation  of  the  needle  as  was  obtained 
by  the  electricity  furnished  by  thirty  turns  of  a  powerful  plate 
machine  in  excellent  action.  This  quantity,  if  concentrated  within 
a  space  of  time  constituting  only  a  minute  fraction  of  a  second, 
by  discharging  it  in  a  single  flash  fipom  a  Leyden  battery,  exposing 
3500  square  inches  of  coated  surface,  would  have  been  sufficient 
to  kill  a  small  animal,  such  as  a  cat  or  a  rat ;  but  the  chemical 
action  upon  the  zinc  by  which  it  was  produced,  was  so  trifling  as 
to  be  quite  inappreciable ;  and  it  is  estimated  by  Faraday  that  not 
less  than  800,000  discharges,  each  equal  in  quantity  to  this,  would 
be  required  for  the  decomposition  of  a  single  grain  of  water  !  Ex- 
traordinary as  this  estimate  appears,  it  has  been  amply  confirmed 
by  later  experiments  of  Becquerel  upon  this  subject :  and  from 
the  experiments  of  Weber^  it  may  be  calculated  that,  if  the  whole 
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of  the  positive  electricity  required  to  decompose  a  grain  of  water 
were  accumulated  upon  a  doud  looo  metres  (3281  feet)  above  the 
surface  of  the  earthy  the  attractive  force  exerted  between  the  dood 
aud  the  portion  of  earth  beneath  it  would  be  equal  to  1497  tons  I 
(250)  DeUu^s  Dry  Pile. — The  relation  between  the  electridty 
of  the  voltaic  battery  and  that  of  the  ordinary  electrical  machine  ad- 
mits of  bdng  traced  in  an  interesting  manner  by  intermediate 
steps.  Deluc,  soon  after  the  discov^  of  the  voltaic  pile^  oon« 
trived  what  he  termed  the  dry  pile.  It  may  be  constructed  in  the 
following  manner : — ^Take  a  number  of  sheets  of  paper,  one  sur- 
&uce  of  which  has  been  coated  with  gold  or  silver  leaf^  and  paste 
upon  the  uncoated  surface  a  sheet  of  zinc  foil ;  when  su£5- 
dently  dry^  place  several  of  these  sheets  of  paper  one  over  an- 
other^ the  zinc  faces  all  being  arranged  in  one  direction ;  then  cut 
out^  with  a  punchy  a  number  of  circular  disks^  and  arrange  them 
in  a  glass  tube,  the  diameter  of  which  is  rather  greater  than  that 
of  the  circular  disks  of  paper^  to  the  number  of  2000  or  upwards, 
taking  care  that  all  the  zinc  surfaces  are  in  one  direction,  and  all 
the  silvered  or  gilt  surfaces  in  the  opposite  direction.  A  pile  ana- 
logous to  Yolta^s  will  thus  be  obtained ;  and  if  these  disks  be 
pressed  together  and  connected  at  each  end  with  a  metallic  wire, 
such  a  pile  will  cause  divergence  of  the  leaves  of  the  gold  leaf 
dectroscope  when  one  extremity  of  it  is  made  to  touch  the  cap  of 
the  instrument,  whilst  the  other  end  is  connected  with  the  earth, 
either  through  the  human  body  or  by  means  of  any  other  con- 
ductor. If  the  pile  be  reversed,  and  then  presented  to  the  still 
diverging  electroscope,  the  leaves  will  first  collapse  and  will  then 
immediately  open  with  the  opposite  kind  of  electricity.  Indeed, 
if  the  wires  attached  to  the  two  extremities  of  the  pile  be  bent 
round  and  made  each  to  terminate  in  a  small  metallic  disk,  the 
two  disks  being  placed  at  a  distance  of  about  an  inch  and  a  half 
from  each  other,  care  being  taken  (o  maintain  their  insulation,  an 
insulated  slip  of  gold  leaf  suspended  midway  between  the  two 
disks,  will  oscillate  backwards  and  forwards  between  them,  if  an 
impulse  be  first  given  to  it  towards  either  side : — suppose  it  to 
approach  the  positive  plate,  it  acquires  a  positive  charge ;  it  is 
then  repelled  from  the  positive  plate,  but  is  attracted  by  the  ne- 
gative plate,  when  it  gives  up  its  positive  charge,  and  becomes 
negatively  electrified,  in  which  state  it  is  again  attracted  by  the 
positive  plate ;  this  alternate  movement  of  the  gold  leaf  will  con- 
tinue uninterruptedly  for  months  or  even  years.*     With  a  dry 


*  Bohnenberger  has  contrived  an  qxtremely  Bensitive  dectroscopf ,  whidi 
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pile^  which  contained  tzo^ooo  pairs^  or  disks^  of  zinc  and  silver 
paper,  sparks  have  been  obtained,  and  a  Leyden  battery  has  been 
charged  sufficiently  to  produce  shocks.  It  is  worthy  of  remark, 
that  these  actions  are  produced  in  Deluc's  column,  only  when  the 
paper  contains  that  amount  of  moisture  which  is  found  in  it  under 
ordinary  circumstances,  and  which  is  considerable,  although  it 
usually  passes  unnoticed.  If  the  paper  be  artificially  dried,  the 
pile  loses  its  activity,  but  again  recovers  its  energy  as  the  paper 
re-absorbs  moisture  from  the  air.  Provided  that  the  two  extremities 
of  the  pile  be  insulated  from  each  other,  it  will  retain  its  activity 
unimpaired  for  years ;  but  if  the  ends  be  permanently  connected 
by  means  of  a  good  conductor,  the  zinc  becomes  gradually  oxidized, 
and  the  electrical  effects  disappear. 

Zamboni  obtains  a  more  effective  instrument  by  substituting 
finely-powdered  peroxide  of  manganese  for  the  gold  or  silver  leaf. 
One  surface  of  the  paper  is  coated  with  zinc  or  tin-foil,  and  the 
coating  of  peroxide  may  be  given  to  the  other  surface  either  by 
rubbing  it  on  in  a  dry  state,  or  by  applying  it  in  admixture  with 
water  to  which  a  little  honey  has  been  added.  The  paper  disks 
are  arranged  in  a  column,  and  are  terminated  at  either  extremity 
by  a  metallic  plate.  These  metallic  plates  are  made  to  compress  the 
paper  disks  by  means  of  ligatures  of  silk  which  pass  from  end  to 
end  of  the  pile  and  bind  the  disks  firmly  together ;  whilst  effec- 
tual insulation  is  provided  for  by  giving  the  pile  a  non-conducting 
coat  of  sulphur,  which  is  easily  applied  by  a  momentary  immer. 
sion  of  the  whole  instrument  in  a  bath  of  melted  sulphur. 

(251)  Water  Battery. — It  has  been  already  stated  (227)  that 
jBven  with  a  single  pair  of  zinc  and  copper  plates  excited  by  diluted 
acid,  polarization  and  electric  tension  may  be  proved  to  precede 
the  voltaic  current,  though  the  experiment  is  one  of  considerable 
delicacy.  These  effects  of  tension  are  strikingly  exhibited  in  the 
case  of  Deluc's  pile ;  but  they  may  be  shown  in  a  manner  still 
more  decided  by  employing  a  numerous  series  of  alternations  of 
zinc  and  copper,  each  of  which  need  expose  only  a  very  smaU  sur, 
face,  and  may  be  excited  simply  with  distilled  water.  Such  an 
arrangement  or  water  battery,  consisting  of  a  thousand  couples, 
produces,  if  insulated,  and  connected  at  each  of  its  extremities 


depends  npon  a  modificatioii  of  this  experiment.  Midway  between  the  two 
insulated  terminating  disks  of  Deluc's  pile,  he  suspends  a  single  strip  of  gold 
leaf  by  a  mei&llio  wire  from  an  insulated  plate  of  metal ;  this  gold->leai» 
however,  is  not  near  enough  to  either  disk  to  touch  it.  If  a  body  with  thd 
feeblest  electrical  charge  be  made  to  touch  the  insulated  plate,  the  ffold-leaf 
becomes  electric,  and  is  attracted  towards  the  oppositely  electrified  pole  of 
tke^pile.  -...«- 
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with  a  gold  leaf  electroscope^  considerable  divergence  of  the  leaves 
of  each  instrument.  Such  a  battery  will  communicate  a  charge 
to  a  Leyden  battery :  this  charge^  though  it  rises  only  to  a  small 
extent,  may  be  renewed  and  discharged  for  an  indefinite  number 
of  times  in  very  rapid  succession.  The  wire  which  is  connected 
with  the  last  zinc  plate  of  this  battery  is  negative,  whilst  that 
which  is  attached  to  the  copper  is  positive. 

Gassiot  {Phil.  Trans.,  1844,  p.  39)  has  given  an  account  of  a 
very  powerfxQ  and  carefully  constructed  water  battery,  firom  whidi 
he  obtained  results  of  great  interest.  This  battery  was  composed 
of  3520  pairs  of  copper  and  zinc  plates,  arranged  in  separate  glass 
vessels^  covered  with  a  coating  of  lac  varnish ;  the  glass  cells  were 
supported  on  slips  of  glass  thickly  coated  on  both  sides  with  shell 
lac,  and  these  glass  plates  were  insulated  on  varnished  oaken 
boards,  each  board  being  further  insulated  by  resting  on  thick 
plates  of  glass,  similarly  varnished.  All  these  precautions  were 
found  by  experience  to  be  necessary  in  order  to  preserve  the  insu- 
lation. When  the  conducting  wires  of  this  battery  were  brought 
within  3V  of  an  inch  of  each  other,  sparks  were  obtained,  and  when 
the  wires  were  made  to  terminate  in  brass  disks  which  were 
brought  very  near  each  other,  a  rapid  succession  of  sparks  was 
maintained,  which  on  one  occasion  continued  without  interruption 
for  five  weeks.  A  permanent  deflection  of  the  galvanometer  was 
obtained  when  this  instrument  was  included  in  the  circuit  whilst 
the  sparks  were  passing ;  under  similar  circumstances,  paper 
moistened  with  iodide  of  potassium  and  included  in  the  circuit, 
speedily  gave  indications  of  the  chemical  decomposition  of  the 
iodide.  The  chemical  effects  produced  by  the  water  battery  are, 
however,  always  feeble,  but  they  are  similar  in  kind  and  in  direc- 
tion to  those  which  are  obtained  when  acids  are  employed  as  the 
exciting  liquid  in  the  cells ;  and  the  principal  effect  that  would  be 
obtained  if  diluted  acid  were  substituted  for  water  in  such  a  com- 
bination would  be  an  increase  in  the  quantity  of  electricity,  by  in- 
creasing the  consumption  of  zinc  and  the  chemical  action  in  each 
cell  in  a  given  time.  The  intensity  of  the  charge  would  not  be 
materially  affected  by  the  change  of  the  exciting  liquid.  Neither 
in  the  water  battery,  nor  in  any  other  form  of  battery  is  the  inten- 
sity, as  measured  by  its  power  of  overcoming  resistance  to  con- 
duction, increased  by  increasing  the  size  of  the  plates. 

It  thus  appears,  1.  That  by  voltaic  arrangements  electricity 
may  be  obtained,  exactiy  similar  to  that  developed  by  the  common 
machine,  in  its  effects  of  tension  and  in  induction  towards  surround- 
ing objects,  in  the  polar  character  of  its  action^  and  in  the  oppo« 
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site  nature  of  the  electricities  accumulated  at  the  extremities  of  the 
apparatus.  2.  That  the  quantity  of  electricity  obtained  by  voltaic 
action  is  almost  immeasurably  greater  than  that  procured  by  fric- 
tion ;  but  that  unless  its  intensity  be  exalted  by  using  a  very 
numerous  series^  it  does  not  pass  so  readily  through  non-conduc^ 
tors  in  the  form  of  sparks^  as  the  electricity  of  the  common 
machine.  3.  That  on  the  other  hand^  by  allowing  the  electricity 
of  the  machine  to  discharge  itself  gradually  through  very  small 
masses  of  imperfect  liquid  conductors  which  are  susceptible  of 
electrolysis^  true  electrolytic  action  may  be  produced. 

The  identity  of  the  two  forces  under  these  different  degrees  of 
intensity  no  longer  admits  of  question :  in  the  voltaic  action  the 
quantity  is  great,  but  the  intensity  is  feeble ;  whilst  in  the  electri- 
city of  the  machine  the  reverse  is  the  case,  the  intensity  is  very 
high,  whilst  the  quantity  is  extremely  small. 

§  IV.  Electro-Magnetism. 

(252)  Law  of  Electro- Magnetic  Action; — Tangent  Galvanometer. 
— The  influence  of  an  electric  current  upon  a  freely  suspended 
magnetic  needle  has  been  already  pointed  out  (221),  but  it  will  be 
needful  to  examine  the  nature  of  the  connexion  between  magne- 
tism and  electricity  somewhat  more  closely.  Mere  electricity  of 
tension,  or  electricity  in  a  state  of  rest,  has  no  influence  upon  a 
magnetized  bar.  It  is  only  when  the  electricity  is  in  motion  that 
this  magnetic  action  is  excited.  It  has  already  been  explained 
(221)  that  the  direction  in  which  a  magnetic  needle  is  deflected 
depends  upon  the  direction  of  the  current ;  and  it  has  been  stated 
that  when  the  needle  points  north  and  south,  and  a  wire  is  placed 
parallel  to  the  needle,  if  the  current  flow  from  south  to  north 
above  the  needle,  the  north  end  of  the  needle  will  move  westward. 
The  power  which  the  wire  exerts  upon  the  needle  is  inversely  as 
the  distance  of  the  wire  from  such  needle. 

For  measuring  the  force  of  the  current,  galvanometers  of 
various  forms  have  been  employed.  When  the  power  is  extremely 
feeble,  the  astatic  galvanometer  (fig.  179,)  is  well  adapted  to  the 
purpose,  but  in  this  form  the  value  of  the  angular  deviation  requires 
to  be  experimentally  determined  for  each  instrument.  When  the 
current  has  a  greater  degree  of  power  than  can  be  conveniently 
estimated  by  the  astatic  combination,  the  tangent  galvanometer  is 
frequently  employed.  This  instrument  is  simple,  both  in  con- 
struction and  in  principle.  The  conductor,  w,  fig.  205,  which  is 
used  for  conveying  the  current  round  the  needle,  consists  of  a 
single  coil  of  thick  copper  wire,  bent  into  a  circle  of  about  one 
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Fio.  205.  foot  in  diameter.     It  is  sup^ 

ported  vertically  in  a  small 
table^  /;  the  extremities  of 
the   wire^    which    are  con- 
nected with  the  battery^  are 
covered  with  silk^  and  pass 
vertically   downwards^   side 
by  side,  close  to  each  other, 
for  some  inches;  they  are 
thus  sitoated  in  the   same 
plane  as  the  coil,  and  in  the 
direction  of  a  prolongation 
of  its  radius.    The  object  of 
this  arrangement  is  to  pre- 
vent   this    portion    of   the 
wires  from  exerting  any  in- 
fluence on  the  needle.  Within  the  circle,  w,  a  magnetic  needle  about 
an  inch  long  is  suspended  by  fibres  of  unspun  silk,  c,  over  a  copper 
plate  graduated  to  degrees.     In  order  to  enable  the  movements  of 
the  needle  to  admit  of  more  accurate   measurement,  its   apparent 
length  is  increased  by  fastening  a  piece  of  fine  copper  wire  to  each 
end.    This  arrangement  is  protected  from  currents  of  air  by  means 
of  a  glass  shade.     The  point  of  suspension  of  the  needle  is  made  to 
coincide  accurately  with  the  centre  of  the  circle  formed  by  the 
conducting  wire  :  at  a  is  a  screw  for  raising  or  lowering  the  needle. 
When  the  instrument  is  placed  exactly  in  the  magnetic  meridian, 
the  needle,  under  the  influence  of  the  directive  action  of  the  earth's 
magnetism,   assumes  a  position  parallel  to  the  diameter  of  the 
circle.     On  transmitting  the  current  through  the  wire,  the  needle 
receives  an  impulse  which,  if  it  were  free  from  the  inductive  action 
of  the  earth,  would  place  it  exactly  at  right  angles  to   the  coil : 
owing,  however,  to  the  influence  of  the  earth,  the  needle  is  unable 
ever  really  to  assume  this  position ;  but  it  takes  one  which  repre- 
sents the  resultant  of  the  two  forces,  and  as  the  action  of  the 
earth  may  be  assumed  to  be  uniform,  the  measurement  of  the 
angle  enables  the  force  of  the  current  which  produces  the  devia- 
tion to  be  calculated.     It  may  be  demonstrated  that  the  force  of 
the  current  is  proportioned  to  the  tangent  of  the  angle  of  devia- 
tion.    The  instrument  cannot  be  relied  on  for  angular  deviations 
which  much  exceed  70°  j  but  for  all   currents  which  produce  a 
deviation  of  smaller  amount,   it  afibrds  a  convenient    measure. 
Other  forms  of  galvanometer  have  been  contrived,  which  it  will 
not  be  necessary  to  describe  in  this  work. 
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(253)  Influence  of  a  Conducting  Wire  in  exciting  Magnetism. 
— ^The  action  of  the  conducting  wire  upon  the  magnetic  needle  is 
not  interfered  with  by  interposing  a  sheet  of  glass  or  other  insu- 
lator of  electricity^  and  the  magnetic  influence  is  equally  transmitted^ 
although  a  sheet  of  copper^  of  lead^  or  of  any  other  non-magnetic 
metallic  conductor  of  electricity  be  introduced  between  the  needle 
and  the  wire.  The  electric  current,  however,  produces  no  diver- 
gence of  the  leaves  of  an  electroscope  which  is  brought  into  its 
vicinity.  Not  only  does  a  wire  which  is  conveying  electricity  affect 
a  needle  which  has  been  already  magnetized,  but  the  conducting 
wire  itself,  so  long  as  it  is  transmitting  the  electric  current,  dis- 
plays magnetic  properties.  If  a  thin  wire  of  copper,  or  of  any 
other  non-magnetic  metal,  be  employed  to  complete  the  voltaic 
circuit,  such  a  wire  will,  for  the  time,  attract  iron  filings ;  and 
the  filings  will  be  arranged  in  a  layer  of  uniform  thickness  around 
the  whole  circumference  of  the  wire,  and  along  its  whole  length. 
The  moment  that  the  connexion  with  the  battery  is  broken,  the 
magnetism  ceases,  and  the  filings  fall  off;  but  the  attractive  power 
may  be  again  instantly  renewed  on  completing  the  circuit.  The 
iron  filings  in  this  case  become  magnets,  the  poles  of  which  are 
arranged  alternately  north  and  south  around  the  wire.  This 
arrangement  may  be  better  understood  by  refer- 
ring to  fig.  206,  in  which  if  w  be  supposed  to  re-  ^i^-  ^^' 
present  a  section  of  the  wire  which  is  trans- 
mitting a  current  from  +  to  —  ,  the  north  end 
of  each  fragment  of  iron  would  be  arranged  as 
represented  by  the  points,  n,  n,  of  the  arrows. 
If  short  wires  of  soft  iron  be  placed  in  the  direc- 
tion of  the  arrows  around  the  wire,  they  become 
temporary  magnets,  the  north  and  south  poles 
of  which   are  indicated  by  the  letters  n  and  8. 

If  pieces  of  steel  be  substituted  for  soft  iron  they  become  perma- 
nently magnetic ;  all  those  which  are  above  the  wire,  if  the 
current  be  passing  in  the  direction  shown  in  the  figure,  will  have 
their  north  ends  to  the  left,  whilst  in  all  those  below,  the  north 
ends  will  be  to  the  right. 

(254)  Formation  of  Electro-Magnets. — We  see,  then,  that 
every  part  of  the  wire  along  which  a  current  is  passing  is  mag- 
netic. By  coiling  the  conducting  wire  into  a  ring,  a  larger  num- 
ber of  particles  is  brought  to  act  upon  a  piece  of  soft  iron  which 
is  passed  through  the  axis  of  the  ring  at  right  angles  to  the  plane 
in  which  it  lies ;  and  by  coiling  up  the  wire  into  a  spiral  form> 
without  allowing  the  spires  to  touch  each  other,  and  supporting 
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Fio.  307.  them  upon  a  glass  tube^  the 

action  of  a  very  considerable 
length  of  wire  may  be  con- 
centrated in  a  very  effectiTe 
manner  npon  the  same  piece 
of  soft  iron,  placed  as  at  c 
d,  fig.  207.  Very  powerful 
temporary  magnets  may 
thus  be  obtained.  If  the  wire  be  covered  with  cotton,  or, 
still  better,  with  silk,  to  insulate  the  coils  from  each  other, 
the  effects  may  be  greatly  augmented  by  winding  a  seocmd 
series  of  coils  upon  the  first,  and  a  third  upon  the  second,  and 
so  on,  till  six  or  seven  layers  of  wire  are  coiled  around  the 
bar  which  is  to  be  magnetized.  A  row  of  coils  which  follows  the 
direction  of  a  left-handed  screw  would  neutralize  the  effect  pro- 
duced by  the  right-handed  spiral,  unless  the  current  were  reversed 

in  its  direction  as  it  passes 
through  such  a  coil,  as  a 
glance  at  fig.  208  will 
show,  where  ▲  represoits 
a  right-handed  spiral,  b, 
y^^  \^  \y  \J    \^        ^    a  left-handed  spiral :  in 

the  straight   portions  of 

the  wire,  the  current,  as 

indicated  by  the  arrows, 

'  flows  in  the  same  diiec- 

tion  in  both  ;  but  it  is 

reversed  in  the  spirals. 
Such  a  spiral  coil  of  wire  is  usually  termed  a  helix.  In  preparing 
an  electro-magnetic  coil  it  is  not  necessary,  however,  that  the  wire 
be  coiled  in  one  direction  only,  if  the  wire  be  continuous ;  for  in- 
stance, if  the  coils  follow  the  direction  of  the  thread  of  a  right> 
handed  screw  in  the  first  layer,  as  in  a  b,  fig.  207,  the  wire  in 
winding  it  backwards  from  b  to  a  will  be  formed  into  a  left-handed 
spiral,  but  this  is  of  no  consequence,  because  the  direction  of  the 
current  is  also  reversed  in  this  layer,  being  now  from  b  to  a,  so 
that  the  effect  of  the  reversed  twist  of  the  wire  is  neutralized. 

A  helix  through  which  an  electric  current  is  passing  is  power- 
fully magnetic  ',  the  two  magnetic  forces  accumulating  at  its  op- 
posite extremities.  If  the  helix  be  supported  with  its  axis  in  a 
vertical  position,  and  a  bar  of  soft  iron  be  partially  introduced 
within  it,  as  soon  as  an  electric  current  of  sufficient  power  is 
transmitted  through  the  coils,  the  bar  will  start  up,  and  will  raise 
itself  in  mid  air  nearly  equidistant  between  the  two  extrendties 
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of  the  coil,  the  iron,  by  induction,  becoming  for  the  time  a  pow- 
erfiil  magnet :  the  poles  of  the  iron  bar  are  of  course  exactly  the 
reverse  of  those  of  the  helix  by  which  its  magnetism  is  produced. 
The  most  powerful  electro-magnets,  however,  are  those  in 
which  the  iron  is  bent  into  the  form  of  a  horse-shoe,  and 
around  which  an  insulating  conducting  wire  is  coiled  in  several 
layers,  with  due  attention  to  the  direction  in  which  the  coils  are 
arranged.  In  this  way  magnets  have  been  constructed  which  are 
able  to  sustain  a  weight  exceeding  that  of  a  ton.  The  magnetism 
developed  in  the  soft  iron,  under  the  influence  of  the  voltaic  cur- 
rent, attains  its  maximum  in  a  few  moments.  It  ceases  as 
quickly,  when  the  contact  of  the  wires  with  the  battery  is 
broken  ;  and,  by  reversing  the  direction  of  the  current,  the  mag- 
netic polarity  of  the  bar  is  instantly  reversed. 

(255)  Molecular  Movements  during  the  Magnetization  of  Bars. 
— ^The  production  of  magnetism  in  a  bar  of  iron,  and  the  cessation 
of  magnetism,  are  both  attended  with  molecular  motion,  which 
pervades  the  whole  mass  of  iron.  Joule  has  shown  that  the  bar, 
on  becoming  magnetic,  acquires  a  slight  increase  in  length,  and 
suddenly  contracts  to  its  former  dimensions  when  the  magnetism 
ceases,  the  elongation  of  the  bar  being  proportional  to  the 
square  of  the  intensity  of  the  magnetism  developed  within  it.  It 
has  been  observed  by  Ouillemin  that  if  an  iron  bar  be  supported 
at  one  end  so  as  to  bend  by  its  own  weight,  it  becomes  straight- 
ened to  a  greater  or  less  extent  when  magnetised.  Wertheim  has 
also  observed  that  the  coefficient  of  the  elasticity  of  both  iron  and 
steel  is  diminished  by  magnetization.  Each  time  that  the  bar 
either  becomes  magnetic  or  loses  its  magnetism,  a  distinct  sound 
is  emitted,  the  note  being  similar  to  that  elicited  by  striking  one 
end  of  the  bar  so  as  to  produce  vibrations  in  a  longitudinal  direc- 
tion. The  molecular  movements,  if  repeated  in  quick  succession 
by  rapidly  making  and  breaking  contact  between  the  ends  of  the 
helix  and  the  wires  of  the  battery,  so  as  repeatedly  and  quickly  to 
magnetize  and  demagnetize  the  bar,  produce  an  elevation  of  tem- 
perature, which,  as  Grove  has  shown,  is  quite  independent  of  the 
heat  produced  in  the  conducting  wire  by  the  current. 

(256)  Laws  of  ElectrO'Magnetism. — ^According  to  the  re- 
searches of  Lenz  and  Jacobi,  it  appears  that  if  the  battery  current 
be  maintained  of  a  uniform  strength — i.  That  the  magnetism 
which  is  induced  in  any  given  bar  is  directly  proportioned  to  the 
number  of  coils  which  act  upon  the  bar :  it  is  a  matter  of  indif- 
ference whether  the  coils  be  uniformly  distributed  over  the  whole 
length  of  the  bar,  or  whether  they  be  accumulated  towards  its 
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two  extremities.  2.  That  the  diameter  of  the  coils  which  sur^ 
round  the  bar  does  not  influence  the  result^  provided  that  the 
current  be  in  all  cases  of  uniform  strength ;  for  though  the  in- 
ductive influence  decreases  as  the  distance  of  the  magnet  firom  the 
wire^  the  induction  produced  by  the  increased  length  of  the  mm 
in  the  circumference  of  the  coil  is  augmented  in  precisdy  the 
same  proportion.  3.  That  the  thickness  of  the  wire  composing 
the  coil  does  not  influence  its  effect  upon  the  bar.  4.  That  the 
energy  of  the  magnetism  is^  cateris  paribus,  proportioned  to  the 
strength  of  the  current^  being  directly  as  the  electro-motive  force 
and  inversely  as  the  resistances  of  the  circuit.*  5.  That  the  re- 
tentive  power  of  the  magnet^  like  the  attractive  power  in  electri- 
city, increases  as  the  square  of  the  intensity  of  the  magnetism. 
6.  That  the  intensity  of  the  magnetism  induced  upon  a  solid  bar 
by  a  given  current  is  proportioned  to  the  surface  which  the  bar 
exposes ;  or  in  cylindrical  bars  it  is  as  the  square  of  the  weightf 
Bundles  of  isolated  wires  expose  a  larger  surface  than  a  solid  har^ 
and  hence  they  are  susceptible  of  a  higher  amount  of  magnetism 
than  a  solid  bar  of  equal  weight.  7.  That  the  employment  of 
long  bars  has  no  other  advantage  over  the  use  of  short  bars  than 
that  of  removing  to  a  greater  distance  the  counteracting  infloeooe 
of  the  two  magnetic  poles  upon  each  other. 

The  practical  question  in  preparing  an  electro-magnet  resolves 
itself  into  the  determination  of  the  thickness  and  length  of  die 
wires  which  are  required  to  produce  the  masnmum  effect.  It  is 
obvious^  that  for  a  battery  of  a  given  power^  the  longer  the  wire 
which  is  employed^  the  greater  is  the  resistance  introduced,  so 
that  the  number  of  convolutions  practically  has  a  limit  beyond 
which  nothing  is  gained  by  increasing  them^  and  this  limit  is  at- 
tained when  the  increased  resistance  introduced  by  the  increasiDg 
length  of  the  wire  balances  the  gain  produced  by  the  influence  of 
the  additional  coils  upon  the  bar ;  the  greater  the  diameter  of  the 
coil  the  longer,  of  course,  will  be  the  wire  required  to  form  it, 
and  the  greater  will  be  the  resistance  of  such  a  coil  in  proportion 
to  its  magnetizing  power.     Experience  shows,  that  in  order  to 


*  This  increase  of  power,  it  must  be  observed,  only  occurs  up  to  a  oerttin 
point,  as  there  appears  to  be  a  limit  to  the  amount  of  magnetic  force  whidi 
can  be  developed  m  iron,  although  the  amount  of  electric  action  may  be  inde- 
finitely increased. 

t  Dub,  however,  confirms  the  observations  of  Muller,  which  give  a 
different  result,  viz.:  that  the  intensity  of  the  magnetism  in  cvlindricu  ban 
is,  for  equal  currents  in  coils  of  equal  number,  proportioned  to  the  sqoare  root 
of  the  diameter  of  the  bar ;  the  magnetism  developed  in  a  bar  4  incii€s  ^saek 
being  twice  as  powerful  as  that  pr^uoed  in  a  bar  of  i  inch  in  thickness  ;  so 
that  the  retentive  power  is  directly  proportioned  to  the  diameter  of  the  ban. 
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attain  the  most  economical  combination  in  the  battery  in  propor- 
tion to  the  quantity  of  materials  consumed^  when  magnetic  power 
is  required^  the  same  rule  must  be  followed  as  when  chemical  re- 
sistance has  to  be  overcome — viz.,  that  that  combination  is  the 
most  effective  in  which  the  resistance  of  the  wires  and  of  the 
coils  which  are  exterior  to  the  battery  is  equal  to  the  resistance  of 
the  liquids  and  other  materials  used  in  the  construction  of  the 
battery  itself,  or  when  in  Ohm^s  Formula  (^*^^^  =A)  the  value  of 

A  most  nearly  approaches  0*5 ;  in  which  case  r  =  nR, 

(257)  Ampire's  Theory  of  Electro-Magnetism. — It  will  be 
necessary  to  examine  somewhat  further  the  properties  of  a  spiral 
wire  which  is  conveying  a  current,  in  order  that  the  reader  may 
be  enabled  to  understand  the  theory  of  Ampere,  by  which  he  ac- 
counts for  the  mutual  action  of  magnets  and  electric  currents.  If 
a  simple  helix,  which  for  lightness  may  be  made  of  thin  wire,  be 
freely  suspended,  it  will,  whilst  conveying  the  current,  place  itself 
in  the  magnetic  meridian ;  that  is  to  say,  it  will  point  north  and 
south,  and  will  be  attracted  and  repelled  by  a  magnet  which  is 
presented  to  it,  just  as  an  or- 
dinary bar  magnet  would  be.  Fio.  209. 
Fig.  009  shows  a  method  of 
suspending  the  helix,  or  elec- 
trO'dynamic  cylinder,  n  «,  so  as 
to  exhibit  these  effects;  the 
wire,  a,  terminates  in  a  small 
hook,  which  dips  into  a  cup 
containing  mercury,  and  this 
is  connected  with  one  of  the 
wires  from  a  small  voltaic  bat- 
tery; the  other  end,  A,  of  the 
ooil  dips  into  a  second  mercury 

cup,  which  is  in  communication  with  the  other  wire  of  the  battery  : 
the  magnetism  corresponding  with  that  of  the  north  end  of  the  needle 
accumulates  at  one  extremity  of  the  coil,  whilst  the  opposite  mag- 
netism  accumulates  at  the  other  extremity :  this  effect  necessarily 
follows  from  the  influence  of  each  coil  upon  its  neighbours,  since 
the  north  side  of  every  coil  is  in  one  direction,  whilst  the  south 
side  is  in  the  opposite.  Ampere,  who  first  pointed  out  the  remark- 
able analogy  between  an  ordinary  magnet  and  the  helix  when  con- 
veying an  electric  current,  has  deduced  from  it  a  theory  of  the 
oonnexion  between  magnetism  and  electricity  which  has  satisfied, 
hitherto,  the  rigorous  requirements  of  mathematical  analysis,  and 
has  also  explained  all  the  phenomena  of  electro-magnetism  that 
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Fig.  3IO. 


hare  as  yet  been  discovered.  Ampere  assumes  that  all  bodies 
which  exhibit  magnetic  polarity^  derive  this  polarity  firom  correotd 
of  electricity  which  are  perpetually  circulating  around  the  particles 
of  which  the  magnetic  bodies  are  composed.  Around  each  par- 
ticle an  electric  current  is  supposed  continually  to  circulate;  the 
direction  of  these  currents  is  supposed  to  be  uniform^  each  current 
circulating  in  a  plane  at  right  angles  to  the  axis  of  the  magnetic 

power.  In  fig.  sic,  the  currents  are  shown 
as  at  a,  b,  c,  circulating  in  a  uniform  di« 
rection  around  the  particles  of  a  bar  magnet, 
of  which  the  south  pole^  s^  is  nearest  the 
observer.  The  resultant  effect  of  these 
united  and  concordant  small  currents  would 
be  equivalent  to  that  produced  by  a  single 
current  winding  in  a  spiral  direction  uni- 
formly  around  the  bar  which  would  occupy 
the  axis  of  such  a  spiral.  In  an  ordinaiy 
magnetic  needle^  which  is  pointing  north 
and  souths  the  currents  would  ascend  on  the  western  side  and 
descend  on  the  eastern.  No  definite  proof  of  the  existence  of  these 
currents  can  be  given^  nor  can  a  reason  for  the  persistence  of  such 
currents  in  permanent  magnets  be  assigned ;  but^  granting  that 
such  currents  do  exists  all  the  mutual  actions  between  wires  whid 
convey  currents  and  permanent  magnets  follow  as  a  matter  of 
necessity. 

(258)  Mutual  Influence  of  Wires  which  are  conveying  CurrenU, 
— ^We  proceed  to  point  out  one  or  two  of  these  consequences. 
When  two  wires  are  freely  suspended  near  each  other,  and  elec- 
trical currents  are  transmitted  through  them,  the  wires  will  be 
mutually  repulsive  if  the  currents  pass  in  opposite  directions,  bat 
they  will  attract  each  other  if  the  currents  be  in  the  same  direction. 

Fig.  211  will  ex- 
plain the  reason. 
When  the  currents 
are  in  opposite  di- 
rections (No.  1), 
the  magnetism  on 
one  side  of  the 
wires  is  exactly  si- 
milar  to  that  in 
the  contiguous  side 
of  the  second  wire, 
as  indicated  by  the 
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arrows  arranged  round  p  and  n.     The  two  ^i<*«  ^i^- 

north  poles  and  the  two  south  poles  con- 
sequently repel  each  other:  whereas  when 
the  current  is  passing  through  the  two 
wires  in  the  same  direction^  as  shown  in 
No.  2,  the  effects  are  exactly  reversed ;  at- 
traction follows,  and  if  the  wires  be  freely 
suspended,  as  in  Snow  Harris's  arrange- 
ment^ represented  in  fig.  212^  they  will 
place  themselves  parallel  to  each  other. 
Three  concentric  troughs  containing  mer- 
cury are  arranged  on  a  small  stand ;   the 

current  passes  from  one  of  the  wires  of  the  battery  to  the 
central  trough,  returns  by  the  inner  loop  of  wire  to  the  second 
trough^  and  by  the  outer  loop  is  transmitted  to  the  exterior  trough^ 
which  is  in  communication  with  the  other  wire  from  the  battery. 
This  attraction  between  currents  which  are  passing  in  the  same 
direction,  may  be  rendered  evident  in  the  contiguous  coils  of  a 
helix :  from  this  cause,  a  helix  formed  of  a  slender  harpsichord 
wire,  shortens  itself  when  the  current  is  transmitted,  but  recovers 
its  former  dimensions  when  the  current  is  intermitted.  Now  if  it 
be  granted  that  in  every  bar  magnet  electrical  currents  are  per- 
petually circulating  around  the  particles  of  which  it  is  composed, 
in  a  direction  at  right  angles  to  a  line 
joining  the  magnetic  poles,  we  have  in  the  ^^^-  ^^3« 


forgoing  experiments  an  explanation  of  the 
tendency  of  a  magnet  to  place  itself  across 
a  wire  which  is  conveying  an  electric  cur- 
rent, since  the  currents  in  the  magnet  and  .M^^Mm^ 


i 
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in  the  wire  assume  a  direction  parallel  ^  '    I    I   J 

each  other  by  such  a  movement.     Let  p  q, 

(fig.  213),  represent  a  wire  conveying  an 

electric   current  in  the   direction   of  the 

arrow ;  n  will  indicate  the  north   end  of  a  magnet  in  which  the 

currents  supposed  to  circulate  around  its  particles  would  be  parallel 

to  the  current  in  the  wire  p  q. 

If  the  magnet  be  stationary  whilst  the  wire  is  moveable,  the 
wire  will  place  itself  at  right  angles  to  the  magnet.  In  fig.  214, 
a  plate  of  zinc,  z,  is  represented  as  connected  by  a  loop  of  wire  with 
the  copper  plate,  c;  both  are  suspended  in  a  tube  containing 
diluted  acid,  and  the  little  battery  is  made  to  float  in  a  vessel  of 
water  by  the  aid  of  a  piece  of  cork,  d.  If  the  north  end  of  a 
magnetj  n,  be  presented  towards  the  loop  in  the  direction  shown 
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Fi6. 314-  in  tlie  CDt,  tlie  wire  will  be  it- 

'^^~^  tncted,   snd    will    place  itodf 

/        U  midway  between  the  two  extn- 

■ll^BBIBBV^^B  '  mities  of  the  magnet;  but  if  die 

\     /  toadi  end  be  pnteaieA,  the  win 

^j^^^^4^^^^,  will  be  rqielled ;  the  little  loat- 

^BBBI^BWBB^^^^^^  ing  combination  will  turn  \aii 

^mS^mBBSS^^^ka  roond  so  aa  to  reraae  its  di- 

^B^l^^^^^^^fe--  rection,  and  thm   will  be  «t- 

~'^v^i5^7-:5.  -r^--~:   -  Motion  is  also  {Hodnced  in 

a  wire  which  conveys  a  cmrent, 
if  it  be  suspended  perpendicnlarlj  between  the  two  poles  vS  a  bone- 
ehoe  magnet  placed  upon  its  sde,  the  lower  extremity  c^  the  wire 
dipping  into  a  trough  of  mercory  connected  with  (me  wire  of  the 
battery,  whilst  it  rests  by  a  hook  at  its  upper  end  npon  a  metallic 
arm  which  is  in  commanication  with  the  other  wire  of  the  battoyj 
according  to  the  direction  in  which  the  corrent  is  passing,  the 
suspended  wire  will  be  either  attracted  or  repelled,  by  tbe  simnl- 
taueons  action  of  the  two  poles  of  the  magnet  on  the  cqipoaite 
magnetism  of  the  two  sides  of  the  wire :  the  lower  end  will  be 
thrown  ont  of  the  trough  of  mercory ;  this  morement  will  brisk 
the  connexion  with  the  battery,  and  the  wire  will  then  cease  to  be 
acted  upon  by  the  magnet  until  it  falls  back  again  into  the  ms- 
cnry ;  the  battery  contact  is  by  this  means  renewed,  and  the  same 
series  of  motioDs  ia  repeated.  A  spur  wheel  or  star,  if  substituted 
for  the  wire,  may  in  this  manner  be  kept  in  continual  revolution ; 
for  as  one  radius  is  thrown  out,  another  enters  tbe  mercury,  and 
thus  renews  the  connexion  with  the  battery,  till  it  in  its  ton 
makes  way  for  another. 

(259]  Ekctro-Magttetie  Roiaiiotu. — ^The  morementa  just  de- 
scribed are  not  the  only  ones  which  the  magnet  and  the  wire 
produce  on  each  other.  If  the  action  of  the  electric  cnnoit 
be  limited  to  a  single  pole  of  the  magnet,  a  continuous  rotation 
of  the  pole  round  the  conducting  wire  may  he  obtained ;  or  if 
the  magnet  be  fixed  whilst  the  wire  is  moveable,  tbe  wire  will 
revolve  around  the  magnet. 

Faraday,  by  whom  these  rotations  were  first  investigated,  wis 
led  to  their  discovery  by  observing  the  manner  in  which  a  voltaic 
current  acta  upon  a  magnetic  needle  which  is  moved  in  its  vicinity. 
If  the  conducting  wire  be  placed  perpendicularly,  and  a  needle 
poised  horizontally  at  its  centre  be  made  gradually  to  approach  the 
wire  OD  one  side,  each  pole  of  tiie  needle  is  first  attracted,  and 
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on  continuing  the  movement  across  the  wire,  is  then  repelled  by 
the  wire ;  on  the  other  side  of  the  wire  the  needle  is  repelled  where 
it  was  previously  attracted.     The 
points  indicated  in  fig.  215  by  the  Fig.  315. 

letters  a  a,  represent  the  positions        ^^_^  ^ 

of  the  wire  when  it  produced  at-  ^/   c     •a  a/    y  \a 

traction;  r  r,  those  in  which  it  ^T'^^^a^^^aI^*         f^ 
occasioned  repulsion  :  at  the  points        ' — ^''  '^ — ' 

8  and  N  midway  between  a  and  r, 

the  needle  is  neither  attracted  nor  repelled.  From  these  results 
Faraday  concluded  that  each  pole  had  a  tendency  to  revolve  round 
the  wire^  and  therefore  that  the  wire  had  a  similar  tendency  to 
revolve  round  the  poles ;  the  revolution  of  the  north  end  of  the 
needle^  it  was  expected,  would  be  in  a  direction  the  reverse  of  that 
assumed  by  the  south  end.  Experiment  completely  verified  these 
expectations.  The  facts  admit  of  being  shown  in  a  variety  of  forms. 

No.  I,  fig.  2j6,  shows 
an  arrangement  by  which  Fio.  ai6. 

the  magnet  may  be  made 
to  revolve  around  thefixed 
wire,  a  b  ;  f  f  are  the 
north  ends  of  two  bar 
magnets,  which  are  united 
below,  and  terminate  in 
a  pivot,  ff ;  this  pivot 
works  upon  a  hard  steel 
plate  in  the  board,  a  b  ; 
c<;  is  a  wooden  ring  which 
contains  mercury,  and  is 
in  metallic  communica- 
tion with  the  cup,  e.  At 
the  centre  of  each  of  the  i  2 

magnets  is  a  small  brass 

hook  which  dips  into  the  mercury  of  the  trough,  c  d,  for  conveying 
the  current  transmitted  through  the  wire,  a  b,  which  is  supported  by 
the  arm^  c.  As  soon  as  the  connexion  of  the  caps  a  and  e  is  made 
with  the  battery,  the  magnet  begins  to  rotate  around  the  wire,  a  b, 
and  continues  to  do  so  as  long  as  the  current  passes ;  if  the  direction 
of  the  current  be  reversed,  the  direction  of  the  rotation  is  reversed 
likewise.  No.  2  is  a  similar  arrangement  for  showing  the  rotation 
of  the  wire,  g  h,  around  the  north  end  of  the  magnet,  ah;  the 
current  enters  at  the  cup,  /,  divides  itself,  and  passes  down  h  and 
g  into  the  ring,  c  d,  which  contains  mercury,  and  is  isupported 
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above  the  board,  c  d,  by  the  stand,  a  b  ;  the  drcnit  is  completed 
by  means  of  the  cop,  e.-  rerersal  of  the  curreiit  reTenes  the  direc- 
tion of  the  rotation.  If  the  current  descend  in  tbe  wire  arotiDd 
the  north  end  of  the  magnet,  the  direction  of  the  rotation  is  the 
same  as  that  of  the  hands  of  a  watch  lying  with  the  face  apwaida. 
Tbe  current  may  be  transmitted  through  the  upper  half  of  tbe 
magnet  itself,  and  if  delicately  poised,  the  bar  may  thus  be  made 
to  rotate  rapidly  npon  its  axis.  These  rotations  may  also  be 
exhibited  by  liquid  and  by  gaseous  conductors ;  if  the  wires  from 
a  powerful  voltaic  battery  be  made  to  dip  into  mercury,  the  mer- 
cury over  the  point  where  the  wires  terminate  will  rot&te  nqadly 
if  a  magnet  be  held  above  or  below  the  spot.  The  flame  of  the 
voltaic  arc  revolves  with  equal  r^ularity  and  distinctness  asda 
magnetic  influence ;  thus  by  making  a  powerful  horseshoe  magnet 
a  part  of  the  circuit,  and  transmitting  the  current  throngh  the 
magnet  itself,  the  voltaic  arc  of  flame  which  may  be  drawn  from 
one  of  its  poles  will  rotate  in  the  opposite  direction  to  the  flame 
which  may  be  drawn  from  tbe  other  pole.  This  magnetic  rotation 
of  the  electric  diachai^  is  also  well  exhibited  when  the  induced 
current  of  a  Buhmkorff's  coil  is  transmitted  through  an  exhausted 
globe  immediately  over  the  pole  of  an  electro-magnet,  the  direc- 
tion of  the  rotation  being  reversed  with  each  revenal  of  the  nug- 
netism.      (Delarive,  Treatise  on  Electricity,  Vol.  ii.  p.  308.) 

A  beautiiiil  proof  of  the  magnetic  condition  of  the  liquid  part 
of  the  circuit  so  long  as  the  current  is  passing,  is  exhibited  by  the 
rotation  of  the  battery  it^lf,  in  obedience  to  the  action  of  a  magnet; 
the  experiment  may  be  made  as  follows : — Let  a  double  cylinder 
of  copper,  shown  in  section  at  c,  fig.  317,  of  about 
two  inches  in  diameter  and  three  inches  high,  be 
NN  formed  into  a  cell  capable  of  containing  liquid,  and 
^  be  supported  by  a  point  attached  to  a  connecting 
strip  of  copper,  over  one  end  of  a  bar  magnet ;  let 
f:  a  cylinder  of  zinc,  z,  be  supported  on  a  second  p(HUt 
in  metallic  communication  with  the  copper ;  as  soon 
as  a  little  diluted  acid  is  poured  into  the  cell,  the 
zinc  will  begin  to  revolve  around  the  magnet  in  one 
direction,  while  the  copper  rotates  in  the  opposite; 
the  current  is  aacending  in  the  copper,  whilst  in  the 
zinc  it  is  descending  around  the  same  magnetic  pole: 
round  the  north  end  of  the  magnet,  the  cylinder  of 
zinc  will  move  in  the  same  direction  as  the  handi 
.  of  a  watch  which  is  lying  with  its  fece  upwards. 

Amp^  has  explained  these  rotations  by  meant 
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of  the  theory  to  which  allusion  has  already  been  made ;  but  it 
will  not  be  needful  to  pursue  this  part  of  the  subject  further. 

(260)  Electric  Telegraph, — The  most  important  and  remark- 
able of  the  uses  which  have  been  made  of  electricity^  consists  in 
its  application  to  telegraphic  purposes ;  an  application  which  has 
not  only  brought  distant  towns  upon  the  same  island  or  continent 
within  the  means  of  instantaneous  communication  with  each  other, 
but  which  has  spanned  the  seas,  and  placed  an  insular  metropolis 
like  London  within  momentary  reach  of  the  distant  capitals  of  the 
continent. 

It  would  be  impossible  in  a  work  like  the  present,  to  give 
even  a  sketch  of  the  numberless  modifications  and  improvements 
in  the  apparatus  which  have  been  suggested  or  practised  for  car- 
rying out  tel^raphic  communications  by  means  of  electricity, 
since  the  year  1837,  which  is  memorable  as  the  period  at  which 
Cooke  and  Wheatstone  took  out  their  first  patent  for  electric 
telegraphing,  and  proved  to  the  world  the  possibility  of  trans* 
mitting  and  receiving  signals  produced  by  electricity,  with  facility 
and  with  certainty  through  insulating  wires  of  great  length. 
On  the  present  occasion,  an  outline  of  the  essential  parts  of  the 
telegraphic  system  which  is  generally  adopted  in  this  country  is 
all  that  can  be  attempted. 

The  electric  telegraph  may  be.  regarded  as  consisting  of  three 
parts— viz.:  i.  The  battery ,  or  source  of  electric  power.  2.  The 
ttney  or  the  means  of  transmitting  the  signals.  3.  The  telegraphic 
indicator,  or  instrument  for  exhibiting  the  signals. 

1.  The  Battery, — The  apparatus  for  producing  the  signals  is 
simply  a  voltaic  battery,  any  form  of  which  may  be  used ;  but  the 
one  commonly  employed  consists  of  a  series  of  alternate  pairs  of 
copper  and  amalgamated  zinc  plates  arranged  in  wooden  troughs^ 
sub-divided  into  compartments,  similar  to  those  used  with  Smee's 
battery  (fig.  191).  These  compartments,  after  the  plates  have  been 
introduced,  are  filled  with  sand,  which  is  then  moistened  with 
diluted  sulphuric  acid.  In  this  form  of  instrument  the  risk  of 
leakage  is  diminished  and  the  amoimt  of  evaporation  is  lessened : 
the  charge  requires  renewing  once  in  ten  days  or  a  fortnight^ 
according  to  the  frequency  with  which  the  telegraph  is  used.  An- 
other form  of  battery  which  has  been  found  to  be  efiective  for  a  long 
period  consists  of  plates  of  amalgamated  zinc,  and  gas  coke,  excited 
by  solid  sulphate  of  mercury  moistened  with  water;  they  are  arranged 
in  compartments,  similar  to  those  used  for  the  moistened  sand. 

2.  The  line.  —  The  conducting  wire  was  formerly  made  of 
copper^  but  is  now  generally  made  of  iron  wire  about  one  third  of 
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an  inch  thick,  coated  with  zinc,  to  protect  it  from  oxidation.  For 
the  purpose  of  insulation  this  wire  is  supported  upon  wooden  posts, 
which  are  firmly  sunk  into  the  earth,  and  which  are  kept  dry  at 
the  upper  extremity  by  means  of  a  cap  or  case  of  wood,  fourteen 
or  sixteen  inches  long,  between  the  sides  of  which  and  the  post  is 
an  interval  of  air.  To  the  sides  of  this  cap  short  tubes  of  porcelain, 
or  supports  of  glass,  are  attached,  and  through  these  insulating 
tubes  the  wire  passes.  Suppose  that  a  message  is  to  be  trans- 
mitted from  London  to  Manchester ;  a  continuous  insulated  con- 
ducting wire  must  extend  between  the  instrument  or  battery  in 
London  and  the  instrument  at  Manchester  which  is  to  receive  the 
signals,  and  there  must  also  be  a  continuous  conducting  communi- 
cation to  complete  the  circuit  between  Manchester  and  London. 
This  return  conductor  may  consist  of  a  second  metallic  wire  which 
must  be  insulated  from  the  earth  and  from  the  first  wire,  though 
it  may  be  suspended  upon  the  same  posts  side  by  side  with  the 
first.     The  earlier  telegraphic  lines  were  all  made  in  this  way. 

It  was,  however,    discovered   by  Steinheil  that   the  seocmd 
metallic  wire  may  be  dispensed  with,  and  that  the  earth  itself  may 
be  employed  as  the  conductor  for  completing  the  return  commu- 
nication between  the  two  distant  stations.      The   possibility  of 
doing  this  arises  from  the  law  of  conduction  in  solids^ — ^viE.,  that 
the  conducting  power  increases  in  proportion  to  the  area  of  the 
section  of  the  conductor.     The  earth  as  a  conductor  of  electricity 
is  many  thousand  times  inferior  in  power  to  any  of  the  metals,  if 
columns  of  each  metal  and  of  the  earth  of  equal  diameter  be  com- 
pared.    But  it  is  possible  to  multiply  indefinitely  the  area  of  the 
conducting  portion  of  the  earth  between  the  two  stations,  and  thus 
a  line  of  communication  may  be  obtained  which  actually  o£Pers  a 
smaller  amount  of  resistance  than  the  metallic  part  of  the  drcoit. 
In  practice  all  that  is  found  necessary,  in  order  to  take  advantage 
of  this  conducting  power  of  the  earth,  and  to  substitute  it  for  the 
return  wire  of  the  telegraph,  consists  in  leading  a  wire  from  the 
telegraphic  apparatus  at  one  end,  into  the  earth,  the  wire  being 
attached  to  a  plate  of  copper  which  exposes  several  square  feet  of 
surface,  and  this  copper  plate  is  buried  in  the  ground,  as  repre- 
sented at  p  (figs.  218,  219,  220).     By  increasing  the  size  of  this 
plate,  any  extent  of  surface  of  contact  with  the  earth  may  be  ob- 
tained, and  thus  the  intrinsic  inferiority  of  the  earth  to  the  metals 
as  regards  its  conducting  power  is  more  than  compensated  for. 

The  general  plan  of  this  arrangement  will  be  understood  from 
fig.  218,  in  which  h  and  i  represent  two  telegraphic  instruments, 
one  stationed,  we  will  suppose,  in  Manchester^  the  other  in  London. 
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L  is  the  metallic  line  or  wire  of  communication  whicH  connects 
the  Btations ;  £>  is  the  earth ;  and  p^  q,  copper  plates  attached  to 


wires,  one  of  which  proceeds  fixim  each  inatroment.  Suppose, 
for  example,  a  mess^e  to  he  in  the  act  of  transmission  from  i, 
the  instrument  in  London,  to  h,  the  inBtniment  in  Manchester; 
if  c  2  represent  the  battery  at  the  London  station,  the  current  will 
take  the  course  indicated  by  the  arrows ;  it  will  pass  &om  c  to  a 
wire  connected  with  the  earth  plate,  v,  thence  it  will  pass  throngh 
the  aoo  miles  of  earth  between  the  two  cities ;  at  q  it  will  be 
taken  up  again,  and  be  transmitted  by  the  wire  to  the  instrument, 
u,  thence  it  will  be  conveyed  along  the  metallic  wire,  l,  and  back 
again  to  London,  where  it  will  pass  through  the  instrument,  i,  and 
so  return  to  the  end,  z,  of  the  battery. 

When  it  is  impossible  to  insulate  the  conducting  wire  by  sup> 
porting  it  in  the  air  on  posts,  the  whole  length  of  the  wire 
requires  to  be  covered  with  an  insulating  material.  Gutta  percha 
is  found  to  be  admirably  adapted  to  this  purpose.  In  this  case  it 
is  usual  to  substitute  copper  wires  for  the  iron  ones,  as  owing  to 
the  superior  conducting  power  of  copper,  a  wire  of  mnch  smaller 
diameter  can  be  employed  without  adding  to  the  resistance,  and  a 
saving  of  space  and  of  insulating  material  is  thus  effected.  The  wires, 
after  having  been  covered  with  a  coating  of  gutta  percha  about 
-^  of  an  inch  thick,  may  be  inclosed  cither  singly,  or  several  of  them 
side  by  side,  in  iron  tubing,  to  protect  them  from  mechanical 
injury;  tbey  are  then  placed  under  ground,  in  the  same  manner 
as  pipes  for  the  conveyance  of  gas  or  water.  In  the  submarine 
telegraphs,  copper  wires  coated  with  gutta  percha  are  carefully 
twisted  round  a  central  rope  of  tarred  hemp  into  a  compound  rope, 
which  contains  several  strands  of  conducting  wire;  the  whole  is 
protected  by  enclosing  it  in  a  flexible  metallic  covering,  formed  by 
carefully  twisting  several  thick  iron  wires  around  the  compound 
conducting   rope  already  described;   the  exterior  has  thos  the 
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appearance  of  a  cable  composed  entirely  of  twisted  iron  wire.  Tbe 
cable  having  been  previously  coiled  up  in  the  hold  of  a  vessel,  and 
one  of  its  extremities  having  been  properly  secured  upon  the  shore, 
is  carefully  lowered  into  the  sea;  from  its  weight,  the  electric 
rope  at  once  sinks  to  the  bottom  as  it  is  gradually  paid  out  over 
the  ship's  side.  When  the  opposite  shore  is  safely  gained,  the 
extremities  of  the  conducting  wire  are  connected  on  either  side 
with  other  wires  which  are  in  communication  with  the  tel^raphic 
apparatus,  and  the  signals  can  be  at  once  transmitted. 

In  cases  in  which  the  wires  are  insulated  with  gutta  percha, 
and  are  then  encased  in  iron  tubes,  or  sunk  beneath  a  body  of 
water,  it  has  been  observed  that  if  the  wire  be  connected  with  the 
battery,  the  signal  is  not  instantaneously  transmitted  to  tbe 
opposite  extremity :  and  that  if  the  battery  contact  be  broken, 
there  is  not  an  instantaneous  cessation  of  electric  action  at  the 
distant  point. 

Faraday  {Phil.  Mag.,  March,  1854)  has  shown  that  this  retarda- 
tion is  produced  by  the  action  of  the  current  upon  the  gutta  percha 
insulator.  The  insulated  wire,  in  fact,  forms  a  Leyden  jar ;  the 
gutta  percha  is  the  dielectric ;  the  wire  within  forms  the  inner 
coating,  and  the  iron  tube,  or  water  of  the  ocean  which  surrounds 
it,  forms  the  exterior  coating.  The  time  lost  at  first  is  that  which 
is  expended  in  giving  to  the  gutta  percha  its  charge ;  and  the  cur- 
rent which  is  observed  to  continue  for  a  short  time  after  the  wire 
has  been  disconnected  with  the  battery,  is  produced  by  the  gradual 
discharge  of  the  electricity  which  had  been  communicated  by 
lateral  induction  to  the  gutta  percha :  the  gutta  percha  in  this 
case  becomes  polarized,  just  in  the  same  manner  as  the  glass  of 
an  ordinary  Leyden  jar.  When  the  wires  are  suspended  in  air, 
no  retardation  of  this  kind  is  observed ;  and  no  after  current  is 
perceived.  The  gutta  percha  in  such  a  case  cannot  assume  the 
polarized  condition,  owing  to  the  absence  of  any  conducting  com- 
munication with  its  external  surface,  by  which  the  induced  elec- 
tricity could  be  carried  off. 

Supposing  that  the  line  of  communication  has  been  established, 
we  have  now  to  consider : — 

3.  The  Instrument  for  Exhibiting  the  Signals. — ^The  indicator, 
or  instrument  by  which  the  signals  are  exhibited,  is  essentially  a 
galvanometer,  in  which  the  astatic  needles  are  suspended  verti- 
cally, instead  of  being  placed  in  a  horizontal  direction.  A  side 
view  of  the  coil  is  shown  at  a,  fig.  219.  One  of  the  needles  is 
shown  vertically  suspended  within  it ;  the  other  needle,  n  «,  is  re- 
presented in  front  of  the  dial-plate^  f  f,  of  the  instrument.     The 
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Fig.  219. 


needles  are  slightly  heavier  at  their  lower 
extremities  than  at  their  upper  ones^  in 
order  that  when  disturbed  from  the  vertical 
line^  they  may  again  resume  it  when  the 
disturbing  force  ceases  to  act.  The  motions 
of  the  needle  to  the  right  or  to  the  left  are 
limited  by  a  little  ivory  stud,  which  projects 
on  either  side  from  the  face  of  the  dial : 
loss  of  time,  which  would  otherwise  be  oc- 
casioned by  the  unnecessary  length  of  the 
oscillations  of  the  needle,  is  thus  prevented. 
L  and  p  are  the  wires  which  communicate 
with  the  distant  station ;  c  z  is  the  battery ; 
H  is  the  handle  by  which  the  instrument  is 
worked.  Fig.  220  is  intended  to  illustrate 
the  principle  upon  which  such  an  instrument 
is  made  to  exhibit  the  signals;  the  details 
of  its  construction  have  been  slightly  modified  in  the  diagrams,  in 


order  that  the  course  of  the  electric  current  may  be  more 
clearly  traced.  No.  i  represents  a  back  view  of  the  essential 
parts  of  the  instrument,  when  at  rest  and  in  a  position  to 
receive  a  message  from  the  distant  extremity.  In  this  position, 
supposing  the  current  to  originate  from  the  distant  battery, 
and  to  enter  the  galvanometer  g  by  the  wire  l,  it  will  pass  through 
the  coil,  will  make  its  exit  by  the  wire  upon  the  right  hand,  which 
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is  attached  to  the  metallic  spring  / ;  thence  it  will  pass  along  the 
brass  crosspiece,  d,  into  the  metallic  spring,  v,  and  complete  the  cir^ 
cuit  through  the  wire  attached  to  the  plate  p  and  the  earth  e,  by 
which  it  is  returned  to  the  distant  station.  The  battery  shown  at 
c  z  is  inactive  during  the  whole  of  this  stage :  the  wires  which 
proceed  from  its  two  extremities  are  attached  to  insulated  pieces 
of  brass  at  either  end  of  the  vertical  piece  which  is  connected  with 
d.  No  current  therefore  can  in  this  position  be  transmitted  firom 
this  battery,  since  the  wire  proceeding  from  c  is  completely  insu- 
lated. But  suppose  it  be  desired  to  transmit  a  signal  from  this 
instrument  to  the  distant  station : — ^by  means  of  the  handle  h  (fig. 
219),  the  piece  to  which  d  is  attached  can  be  pressed  against  one 
of  the  springs  at  t,  (fig.  22o>  2),  whilst  its  lower  extremity  by  the 
same  movement  is  pressed  against  the  other  spring  v ;  the  current 
now  passes  from  the  battery  in  the  direction  shown  by  the  arrows. 
From  c  it  proceeds  to  v,  thence,  through  the  wire  attached  to  p, 
into  the  earth ;  then  through  the  distant  station,  where  the  instru- 
ment is  arranged  for  receiving  the  signal,  as  in  No.  i,  and  it  then 
produces  a  deflection  of  its  needle.  Thence  the  current  returns 
by  L  to  the  galvanometer  coil  o,  and  then  deflects  the  needle,  re- 
turns through  the  wire  attached  to  the  spring  /,  and  by  the 
metallic  piece  d  completes  the  circuit  through  the  wire  attached  to  z. 

It  is  obvious  that  by  reversing  the  movement  given  to  the 
handle  h^  the  direction  of  the  current  and  the  motion  of  the 
needles  in  the  coil  will  be  reversed  both  in  the  near  and  in  the 
distant  instrument,  as  shown  at  No.  3.  As  soon  as  the  operator 
has  finished  making  his  signals,  the  springs,  v  and  /,  restore  the 
crosspiece  d,  to  the  position  shown  in  No.  i,  and  thus  the  instru- 
ment at  once  adjusts  itself  for  receiving  the  signals  from  the 
distant  station;  the  battery  at  c  z  being  thrown  out  of  action 
and  the  conducting  communication  with  the  line  being  restored 
through  the  crosspiece  J,  by  the  self-acting  power  of  the  instru- 
ment itself. 

By  this  arrangement  a  corresponding  motion  of  the  needle  is 
always  produced  at  the  same  instant  at  both  stations,  so  that  the 
giver  and  the  receiver  of  the  message  each  perceive  the  signal. 
Since  the  needle  admits  of  being  moved  either  to  the  right  or  to 
the  left,  it  is  clear  that  by  combining  together  on  a  definite  plan 
a  certain  number  of  these  movements,  any  letter  or  word  may  be 
transmitted ;  thus  two  movements  of  the  upper  end  of  the  needle 
to  the  right  may  show  the  letter  A ;  three  movements  in  the  same 
direction  the  letter  B;  four  might  indicate  C;  one  to  the  right 
and  one  to  the  left  D ;  and  so  on. 
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By  employing  two  or  more  needles  in  each  instrument^  a  greater 
number  and  variety  of  signals  can  be  transmitted  in  the  same  time^ 
but  each  needle  requires  a  separate  conducting  wire^  though  the 
number  of  batteries  need  not  be  increased. 

§  V.  Magneto-Electbicitt. 

(a6i)  VoUa-Electric  Induction, — The  term  volta-electric  in- 
duction was  given  by  Faraday  to  the  production  of  secondary  cur- 
rents^ or  currents  in  closed  wires  obtained  by  inductive  action^  from 
wires  conveying  currents  in  the  vicinity  of  such  closed  circuits. 
The  circumstances  under  which  these  currents  are  formed  will  be 
best  understood  by  a  description  of  an  experiment.  If  a  wire 
through  which  a  voltaic  current  is  passing  be  placed  parallel  to  a 
second  wire^  the  two  extremities  of  which  are  connected  with  the 
ends  of  a  sensitive  galvanometer^  no  perceptible  effect  is  produced 
in  the  second  wire^  so  long  as  the  current  passes  without  interrup- 
tion through  the  first  wire ;  but  if  the  current  through  the  first 
wire  (or  primary  current,  as  it  may  for  the  sake  of  distinction  be 
termed)  be  suddenly  stopped  by  interrupting  the  connexion  with 
the  battery^  a  secondary  current  of  momentary  duration  is  pro- 
duced in  the  second  wire^  and  this  current  is  direct,  that  is  to  say^ 
it  is  in  the  same  direction  as  that  in  the  battery  wire.  On  again 
completing  the  communication  between  the  first  wire  and  the  bat- 
tery, a  momentary  current  or  wave  of  electricity  is  again  trans- 
mitted through  the  second  wire,  but  it  is  now  inverse,  or  in  the 
opposite  direction  to  the  primary  current. 

These  effects  may  be  much  increased,  if  instead  of  employing 
simple  wires,  the  wires  be  coiled  into  the  form  of  two  concentric 
helices;  the  wire  which  is  to  convey  the  primary  current,  or 
primary  coil,  being  placed  in  the  axis  of  the  coil  for  the  secondary 
current,  and  the  ends  of  the  secondary  coil  being  connected  as 
before  with  the  extremities  of  the  galvanometer.  Under  these 
circumstances  the  needle  will  receive  a  powerful  impulse  at  the 
moment  the  primary  coil  is  connected  with  the  battery,  but  after 
a  few  oscillations  the  needle  will  return  to  its  original  position, 
notwithstanding  that  the  current  thix)ugh  the  primary  coil  is  main- 
tained ;  the  instaqt,  however,  that  the  primary  coil  is  separated 
from  its  contact  with  the  battery,  a  powerful  momentary  impulse, 
from  a  current  through  the  secondary  coil  in  a  direction  the  reverse 
of  the  former,  will  be  produced  upon  the  galvanometer  needle. 

Similar  effects  are  exhibited  by  causing  the  primary  coil,  whilst 
it  is  transmitting  the  battery  current,  suddenly  to  approach  to- 
wards, or  to  recede  from^  the  secondary  coil  which  is  in  connexion 
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with  the  galvanometer.  During  the  approach  of  the  eoil^  the 
secondary  current  is  in  the  opposite  direction  to  the  primary  one, 
but  during  the  withdrawal  of  the  coil  the  secondary  current  is  in 
the  same  direction  as  the  primary  current.  If  a  small  helix  be 
substituted  for  the  galvanometer  in  the  secondary  coil,  a  steel 
needle  may  be  magnetized  by  the  induction  of  these  instantaneous 
currents,  and  the  intensity  of  the  magnetism  thus  induced  is  pro- 
portional to  the  intensity  of  the  secondary  current.  By  discharging 
a  Leyden  jar  through  a  primary  coil  properly  insulated,  a  secondary 
current  may  be  obtained  in  the  other  helix,  but  in  this  case  it  is 
always  in  the  same  direction  as  the  current  produced  on  breaking 
contact  with  the  battery. 

{2,62)  MagnetO'Electric  Induction. — Since  electricity  may  be 
made  to  elicit  magnetism,  it  seemed  reasonable  to  expect  that  the 
converse  operation  of  obtaining  electricity  by  means  of  magnetism 
should  likewise  be  practicable.  After  several  fruitless  attempts  to 
solve  this  problem,  Faraday  succeeded  in  discovering  the  conditions 
necessary  to  ensure  the  result  (Phil.  Trans.  183a,  p.  125).  The 
following  experiment  will  serve  to  illustrate  these  conditions.  Let 
the  extremities  of  a  helix  of  copper  wire  be  connected  by  means  of 
vrires  several  feet  in  length  with  the  two  ends  of  a  galvanometer, 
so  that  the  needles  shall  be  beyond  the  direct  influence  of  the 
magnetic  bars  to  be  employed.  Motion  of  a  permanent  magnet 
across  the  coils  of  the  helix  instantly  produces  a  current  in  the 
wire ;  if,  for  example,  a  bar  magnet  be  introduced  into  the  axis  oi 
the  helix,  an  immediate  deflection  of  the  galvanometer  needle  is 
produced;  but  if  the  magnet  be  allowed  to  remain  motionless 
within  the  helix,  the  needle  after  a  few  oscillations  returns  to  its 
zero;  the  instant,  however,  that  the  magnet  is  withdrawn,  the 
galvanometer  needle  is  deflected  to  the  same  extent  as  before,  bat 
in  the  opposite  direction.  When  the  marked  end  of  a  magnetic 
bar  is  introduced  into  a  right-handed  helix,  the  current  which  is 
produced  so  passes  through  the  coils  as  to  enter  the  helix  at  that 
extremity  at  which  the  magnet  enters  \  so  that  the  current  under 
these  circumstances  moves  in  the  opposite  direction  to  that  of  the 
hands  of  a  watch  which  is  lying  with  its  face  upwards. 

If  a  bar  of  soft  iron  be  placed  in  the  axis  of  the  helix,  so  long 
as  it  remains  unmagnetized  no  current  is  produced,  but  if  the  op- 
posite poles  of  two  bar  magnets  be  presented  one  to  each  extremity 
of  the  soft  iron,  so  as  to  render  it  temporarily  magnetic  by  induc- 
tion, a  momentary  current  is  produced  whilst  it  is  acquiring 
magnetism,  and  this  current  corresponds  in  direction  with  that 
which  would  be  occasioned  by  introducing  a  bar  magnet,  the  poles 
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of  which  correspond  in  direction  with  those  of  the  temporary 
magnet. 

In  like  manner  when  two  concentric  helices  are  arranged,  as 
in  the  experiment  on  volta-electric  induction  (259) ,  and  a  bar  of 
soft  iron  is  placed  in  the  axis  of  the  primary  coil,  a  much  more 
powerful  secondary  current  is  obtained  than  when  the  two  coils 
only  are  used ;  since  the  soft  iron  in  acquiring  and  in  losing  mag- 
netism produces  a  secondary  current,  which  in  each  case  occurs  in 
the  same  direction  as  that  induced  by  the  primary  coil  alone.  If 
a  bar  of  copper  be  substituted  for  the  iron  bar  or  core  in  the 
primary  coil,  the  current  is  not  stronger  than  when  the  two  coils 
alone  are  ismployed. 

If,  as  Ampere  supposes,  a  series  of  electric  currents  are  per- 
petually circulating  around  the  component  particles  of  a  bar  magnet, 
in  planes  at  right  angles  to  the  magnetic  axis, — the  motion  of  a 
magnet  in  the  axis  of  a  helix,  the  opposite  extremities  of  which  are 
in  metallic  communication  with  each  other  so  as  to  form  a  closed 
circuit,  must  necessarily  produce  a  current  in  such  a  helix ;  for 
the  magnet  corresponds  to  a  helix  through  which  an  electric  cur- 
rent is  passing :  experiment  shows  that  the  direction  of  the  cur- 
rents induced  by  the  magnet  is  precisely  such  as  would  be  re- 
quired by  Ampere^s  theory. 

(363)  Ruhmkorff*8  Induction  Coil, — The  secondary  currents 
which  are  obtained  by  magnetic  induction  possess  a  high  degree  of 
intensity ;  if  the  circuit  be  broken  at  the  moment  that  the  current 
is  passing,  a  brilliant  spark  will  be  observed  at  the  point  at  which 
the  interruption  is  occasioned. 

An  effective  apparatus  for  exhibiting  these  secondary  currents 
has  been  in  use  for  several  years,  but  it  has  recently  been  rendered 
still  more  eflScient  by  Buhmkorff.  One  of  its  forms  is  represented 
in  fig.  321,  in  which  No.  i  shows  a  vertical  section  of  the  coil 
through  its  long  axis,  the  other  parts  being  shown  in  perspective. 
It  consists  mainly  of  two  concentric  helices  of  copper  wire ;  the 
primary  or  inner  coil,  a  a,  consisting  of  a  stouter  and  shorter  wire 
than  the  secondary  coil,  b  b,  which  is  made  of  a  very  long,  thin 
wire,  insulated  by  silk,  and  each  layer  of  coils  is  carefully  insulated 
from  the  adjacent  layers  :*  m  is  a  bundle  of  soft  iron  wire  placed 
in  the  axis  of  the  coils.  At  -t-  and  —  are  binding  screws  for 
connecting  the  primary  coil  with  a  voltaic  battery  of  three  or  four 


*  In  Euhmkorff'fl  10  inch  coil  the  inner  or  primary  wire  is  0*08854  inch 
thick  and  133  feet  long,  300  tarns  of  wire  bein^  lormed  upon  the  instrument. 
The  outer  or  secondary  coil  is  0*013x2  inch  thick,  and  20,246  feet  in  length, 
distributed  in  25,000  coils. 
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elements.     This   primary  coil  is  not  continnoiu  thronglioiit  its 
length,  but  admits  of  being  broken  at  c  and  d;  d  u  a  small  trat^ 


ture  of  Boft  iron,  to  the  under  surface  of  which  a  plate  of  platinum 
ia  riveted,  and  the  upper  sur&ce  of  e  is  also  faced  with  platinum. 
So  long  as  c  and  d  touch,  the  current  circulates  uninterroptedly 
through  A  A ;  but  as  soon  as  the  current  passes  through  a  a,  the 
iron  core,  h,  becomes  magnetic,  attracts  d,  and  the  contact  bedireen 
c  and  d  ia  interrupted;  the  current  immediately  ceases  to  flow 
through  A  A,  the  magnetism  in  h  disappears  instantly,  the  hammer, 
d,  falls,  contact  with  c  and  with  the  battery  is  immediate/ 
renewed,  d  is  attracted  agaiD,  and  it  immediately  falls  back  upon  c. 
Thus  the  battery  itself  acts  aa  a  means  of  making  aiLd  breaking  the 
contact  several  hundred  times  in  a  minute.  A  powerfiil  current  is 
induced  in  the  secondary  coil,  b  b,  by  each  of  these  mmnentaiy 
currents  in  a  a.  No.  2  shows  an  end  view  of  the  coil,  and  ex- 
hibits more  distinctly  the  parta  by  which  the  contact  is  nuule  and 
broken.  The  same  letters  apply  in  both  cases.  The  shocks  aie 
of  such  intensity  as  to  be  very  painful,  and  often  dangerous,  even 
though  experienced  only  for  an  instant.  A  continnous  stream  of 
sparks  will  pass  between  the  insulated  ends  of  the  secondary  wire, 
c  /.  A  Leyden  jar  may  be  charged  by  the  secondary  current,  aad 
the  power  of  the  instrument  may  be  much  increased  by  connecting 
the  primary  wire  with  a  modification  of  the  Leyden  jar,  whidi  it 
commonly  called   a  condenser :  it  consista  of  a   band  of  brovn 
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paper,  or,  better,  of  oiled  silk,  on  either  side  of  which  a  sheet  of 
tinfoil  is  pasted.  40  or  50  square  feet  of  coated  surface  are  thus 
prepared  and  folded  between  two  other  bands  of  brown  paper  or  of 
silk,  and  packed  in  a  flat  wooden  case.  The  two  coatings  are  con- 
nected with  the  binding  screws  attached  to  c  and  d  in  the  primary 
current.  The  principle  of  its  action  is  not  clearly  understood ;  it 
does  not  increase  the  quantity  of  electricity  in  the  secondary  current, 
but  it  adds  greatly  to  its  intensity,  and  augments  the  striking  dis- 
tance, so  that  by  its  employment,  and  by  increasing  the  dimensions 
of  the  coil,  paying  scrupulous  attention  to  the  insulation  of  the  con- 
ducting wires,  sparks  of  10  or  11  inches  in  length  and  of  great  inten- 
sity have  been  obtained.  The  intensity  of  this  spark  is  also  greatly 
increased  by  increasing  the  suddenness  with  which  the  continuity  of 
the  primary  wire  is  broken.  It  is  obvious  that  by  this  macliine 
electricity  of  low  tension  may  be  rendered  as  intense  as  that  from 
an  ordinary  plate  machine,  whilst  its  quantity  is  much  greater. 

If  the  shadow  of  the  spark  obtained  between  the  secondary  wires 
of  a  Buhmkorff's  coil  be  thrown  upon  a  screen  by  the  intense 
light  of  the  electric  lamp,  a  cone  of  vapour  will  appear  to  issue 
from  the  point  of  each  wire,  due  to  the  unequal  refraction  pro- 
duced by  the  current  of  heated  air ;  but  the  cone  from  the  nega- 
tive wire  being  more  powerful,  apparently  beats  back  the  heated 
stream  from  the  positive  wire.  These  effects  are  the  reverse  of 
those  produced  in  the  ordinary  voltaic  arc,  in  which  the  greatest 
dispersion  of  matter  and  the  highest  temperature  is  observed  to 
occur  at  the  positive  electrode  (245).  If  the  discharge  of  the 
secondary  coil  be  allowed  to  occur  in  an  exhausted  receiver,  the 
phenomenon  of  the  auroral  light  is  exhibited  in  a  most  beautiful 
manner  through  an  interval  of  several  feet.  Gassiot  has  contrived 
a  very  beautiful  modification  of  this  experiment,  by  placing  within 
the  receiver  of  the  air-pump  a  small  tumbler  or  beaker  lined  with 
tinfoil  about  half  way  up  the  inside.  The  receiver  should  be  open  at 
top  for  the  admission  of  a  sliding  rod,  which  passes  air  tight  through 
a  brass  plate,  ground  to  fit  the  top  of  the  jar ;  the  sliding  rod  is 
enclosed  in  a  glass  tube,  open  at  bottom,  and  passes  down  to  the 
inside  of  the  tumbler  and  touches  the  metallic  lining.  On  exhaust- 
ing the  receiver  whilst  the  plate  of  the  pump  is  connected  with  one 
terminal  of  the  secondary  coil,  and  the  sliding  rod  with  the  other 
terminal,  a  beautifril  and  continuous  cascade  of  electric  light  pours 
over  the  edge  of  the  tumbler  upon  the  metallic  plate  of  the  pump. 
The  effect  is  heightened  if  the  tumbler  be  made  of  a  fluorescent 
material,  such  as  uranium  glass,  and  rests  upon  a  glass  dish  washed 
over  with  sulphate  of  quinine,  the  blue  fluorescence  of  which  con- 
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trasts  well  with  the  yellow  of  the  uranium.  II  this  dischai^  be 
taken  between  two  brass  balls^  it  exhibits  a  very  interesting  appear- 
anccj  the  negative  ball  becomes  covered  with  a  quiet  glow  of 
lights  whilst  a  pear-shaped  luminous  discharge  takes  place  from  the 
positive  ball ;  between  the  two  balls  is  a  small  interval  nearer  to 
the  negative  than  to  the  positive  ball,  which  is  not  luminous: 
when  the  exhaustion  of  the  receiver  is  very  perfect,  the  luminous 
portion  is  observed  to  be  traversed  by  a  series  of  dark  bands  or 
arches  concentric  with  the  positive  ball ;  the  presence  of  a  little 
vapour  of  phosphorus  renders  these  dark  bands  much  more 
distinct.  (Grove.) 

The  occurrence  of  these  bands  is  as  yet  unexplained ;  but  the 
attempts  to  trace  them  to  their  cause  have  led  to  numerous  inte- 
resting  investigations  by  Grove,  who  first  observed  them,  by 
Robinson,  and  by  others,  but  particularly  by  Gassiot,  who  has 
varied  the  experiment  in  numberless  ways  {Phil.  TVaiw.,  1858, 
1859).  Gassiot^s  principal  method  of  procedure  has  been  to  seal 
wires  of  platinum,  and  of  other  materials  of  various  sizes  and  forms, 
into  glass  vessels  or  tubes.  These  tubes  and  vessels  were  subse- 
quently exhausted  more  or  less  completely.  Various  gaseons 
bodies  were  then  introduced,  and  were  afterwards  more  or  less 
completely  removed  by  the  air-pump  :  effects  of  great  variety  and 
beauty  were  thus  obtained.  The  general  appearances  may  be 
thus  described  (fig.  222) : — If  a  long  wide  glass  tube  containing 

Fig.  32a. 


sticks  of  caustic  potash,  at  p,  be  filled  with  well-dried  carbonic 
acid  gas,  and  afterwards  exhausted  by  the  air-pump,  the  residual 
carbonic  acid  will  be  gradually  absorbed  by  the  caustic  potash 
at  p.  The  effects  observed  on  connecting  the  wires  -f ,  — ,  with 
the  secondary  wires  of  the  Ruhmkorff's  coil,  vary  with  the  perfeo 
tion  of  the  vacuum.  If  the  vacuum  be  merely  that  which  can  be 
obtained  by  an  ordinary  air-pump,  no  stratification  is  perceptible; 
a  diffuse  lambent  light  fills  the  tube :  if  the  rare&ction  be  carried 
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a  step  further,  narrow  stri»,  like  ruled  lines,  about  ^^ott  inch  in 
thickness  traverse  the  tube  transverse  to  the  line  of  the  discharge, 
as  shown  in  fig.  223,  No.  i,     A   step  further  in  the  rarefaction 

Fig.  223. 
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increases  the  breadth  of  the  bands,  as  seen  in  fig.  222 ;  next  the 
segments  of  light  assume  a  cup-shaped  or  conical  form,  fig.  223, 
No.  2 ;  and  by  carrying  the  rarefaction  still  fiirther,  a  series  of 
luminous  cylinders,  of  an  inch  or  so  in  depth,  with  narrow  dark 
lines  between  them,  are  seen,  fig.  223,  No.  3.  Finally,  when 
the  vacuum  approaches  perfection,  there  is  neither  discharge, 
light,  nor  conduction.  Hence  it  would  appear  that  the  presence 
of  material  particles  is  absolutely  necessary  to  the  transfer  of  the 
electric  current. 

When  the  stratification  is  most  distinctly  visible,  a  dark  space 
will  always  be  observed  near  the  negative  pole,  which,  if  of 
platinum,  is  seen  to  be  covered  with  a  bluish  glow  of  light,  within 
which,  the  wire,  by  an  optical  illusion,  has  the  appearance  of  being 
red  hot.  Portions  of  the  negative  electrode  are  gradually  thrown 
off  in  the  form  of  fine  metallic  particles  as  the  experiment  is  con- 
tinued, and  the  wire  rises  considerably  in  temperature.  The 
appearance  of  the  stratification  varies  greatly  with  the  modifica- 
tions in  form  given  to  the  wires.  If  the  negative  wiie  be  enclosed 
within  a  capillary  glass  tube  which  is  open,  and  projects  beyond  the 
wire  for  an  eighth  of  an  inch,  or  a  little  more,  all  the  stratification 
disappears,  and  a  jet  of  light  escapes  from  the  open  end  of  the 
capillary  tube,  passing  down  the  exhausted  vessel. 

These  stratified  bands  and  luminous  discharges  are  powerfully 
affected  by  the  magnet ;  if  the  negative  wire  be  undermost  in 
one  of  these  exhausted  tubes  suspended  vertically,  and  it  be 
completely  covered  with  a  stratum  of  mercury,  it  will  be  found  on 
causing  one  end  of  a  magnet  to  approach  the  termination  of  the 
luminous  bands  in  the  direction  of  the  axis  of  the  tube,  that  tko 
stratification  will  become  modified,  and  will  present  an  appear- 
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ance  resembling  that  which  might  be  occasioned  by  stretching  a 
spiral  springs  supposing  it  were  luminous ;  indeed^  by  suitable  means 
the  dischai^e  may,  as  Delarive  haa  shown^  be  made  to  rotate 
around  the  magnetic  pole.  Plucker  has  shown  that  the  light  from 
the  negative  pole  is  also  specially  affected  by  the  magnetic  force,  the 
lines  of  light  becoming  parallel  to  the  magnetic  curves ;  and  Grassiot 
has  found,  that  by  arranging  a  tube  so  as  to  cross  the  liuea  of  mag- 
netic force  which  emanate  from  the  poles  of  a  powerful  electro- 
magnet, he  can  instantly  arrest  the  luminous  dischai^  by  magnet- 
izing the  electromagnet ;  but  on  breaking  the  connexion  of  the 
magnet  with  the  battery,  the  discharge  is  immediately  renewed. 

The  phenomena  above  described  have  recently  attracted  a  large 
share  of  the  attention  of  electricians,  from  their  intimate  connexion 
with  the  mode  in  which  the  electric  force  is  propagated  and  trans- 
mitted from  point  to  point. 

The  stratified  light  produced  by  Ruhmkorff's  coil  is,  firom  the 
nature  of  the  apparatus,  intermittent,  as  may  be  very  simply  and 
beautifully  shown  by  attaching  one  of  the  vacuum  tubes  to  an  axis 
which  can  be  thrown  into  rapid  rotation,  the  two  arms  of  the 
tube  moving  like  spokes  of  a  wheel  upon  the  extremity  of  the  axle. 
In  this  arrangement,  one  extremity  of  the  tube  is  maintained  in 
unbroken  contact  with  one  extremity  of  the  induction  coil,  while 
the  other  extremity  is  in  like  manner  connected  with  the  other 
end  of  the  induction  coil.  As  the  rotation  proceeds,  if  the  expe- 
riment be  made  in  a  darkened  room,  the  tube  will  be  visible 
momentarily,  several  times  during  each  rotation,  and  will  produce 
the  appearance  of  a  star  of  light,  each  arm  of  the  star  exhibiting 
distinct  stratified  bands,  and  appearing  to  be  stationary,  owing  to 
the  briefness  of  the  time  for  which  it  is  visible. 

It  was  supposed  that  these  phenomena  of  stratification  were 
connected  with  undulations  produced  by  the  rapidly  succeeding 
currents  of  the  inductive  coil.  Gassiot,  however,  has  shown  that 
this  is  not  the  cause^  by  producing  the  stratified  appearance  from 
the  discharge  of  a  Leyden  jar  when  somewhat  prolonged  by  trans- 
mitting it  through  a  portion  of  wet  string.  He  has  also  obtained 
them  directly  from  the  water  battery  of  3500  cells  (251),  as  well  as 
from  a  series  of  400  carefully  insulated  small  pairs  of  Grove's  con- 
struction, and  connecting  each  terminal  of  the  battery  with  one  of 
the  insulated  wires  of  the  exhausted  tube.  A  beautifully  distinct 
stratified  discharge  was  produced,  which  was  not  arrested  by  the 
introduction  of  a  voltameter  into  the  circuit.  The  quantity  of  de(N 
tricity  thus  transmitted  is  so  small  that  the  amount  of  water  deoom* 
posed  is  barely  perceptible.     Tlus  is,  therefore,  not  the  true  voltaic 
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arc.  On  causing  the  terminals  of  the  Grove's  battery  in  the  exhausted 
tube  gradually  to  approach  each  other  till  within  about  an  inch  and 
a  half^  the  true  voltaic  arc  was  suddenly  established^  and  an  immense 
rise  of  temperature  instautly  occurred ;  but  the  interesting  point  of 
the  experiment  was^  that  the  arc  itself  was  distinctly  seen  to  be  strati* 
fied.  Possibly  the  examination  of  the  arc  with  one  of  Wheatstone's 
revolving  mirrors  (211)  might  show  that  the  stratification  is  really 
due  to  intermittent  pulses  or  vibrations  in  the  discharge.* 

(263  a)  Indtictive  Action  of  Currents: — Hettst^s  Coib. — ^When 
the  connexion  between  the  plates  of  a  battery  is  made  by  means  of 
a  single^  long,  straight  wire,  a  brilliant  spark  is  seen  at  the  moment 
that  the  contact  with  the  battery  is  broken;  but  when  the  connexion 
is  made  by  means  of  a  short  wire,  and  contact  is  broken,  only  a 
very  small  spark  is  produced.  When  a  long  wire  is  employed, 
the  same  length  of  wire,  if  coiled  into  a  helix,  gives  a  much 
brighter  spark  than  when  it  is  used  merely  as  a  straight  con- 
ductor. The  brilliant  spark  which  is  observed  when  the  long  wire 
is  used,  is  produced  by  the  inductive  action  of  the  battery  upon 
the  electricity  of  the  wire  itself.  The  bright  spark  obtained  firom 
the  battery  wire  on  breaking  contact  arises  from  a  current  which 
is  transmitted  through  the  wire  in  the  same  direction  as  that  from 
the  battery  itself.  This  inductive  action  may  be  entirely  diverted, 
if  a  second  helix,  the  ends  of  which  are  in  metallic  communication 
with  each  other,  be  placed  either  within  the  primary  coil  or  exte- 
rior to  it. 

If  the  conducting  wire  be  coiled  into  a  helix  within  which  an 
iron  core  is  placed,  the  current  on  breaking  contact  acquires  suffi- 
cient intensity  to  communicate  a  powerful  shock,  when  the  ends 
of  the  wire  are  grasped  by  the  lumd  at  the  moment  that  the  wire 
is  disconnected  with  the  battery,  although  the  battery  itself  may 
be  quite  inadequate  to  produce  any  shock  when  its  extremities  are 
connected  by  a  short  wire.  A  striking  experiment  of  this  kind  is 
related  by  Prof.  Jos.  Henry  {Phil.  Mag.  1840,  vol.  xvi.  p.  205). 
A  very  small  compound  battery  was  formed  of  six  pieces  of  copper 
bell-wire,  each  about  i-^  inches  long,  and  six  pieces  of  zinc  of  the 
same  size;  the  current  which  this  arrangement  produced  was 
transmitted  through  a  spool  of  copper  wire  covered  with  cotton : 
the  wire  was  5  miles  in  length,  and  -^ika  of  an  inch  in  diameter, 
and  it  was  wound  upon  a  small  axis  of  iron.   The  shock,  on  break- 


*  Full  details  of  the  namerons  researches  made  by  Qaet  and  others  with 
Bohmkorff's  coil  will  be  found  in  Du  Monoel's  Notice  sur  VAjppareil  d^In* 
dudion  JSlectrique  de  Bukmkofff,  4th  edit. 
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ing  the  connexioii  with  the  little  battery,  was  distinctly  felt  simul- 
taneoosly  by  twenty-six  persons  who  had  formed  a  circle  by  joined 
hands,  and  who  completed  the  circuit  between  the  two  ends  of  the 
wire*  The  shock  which  was  felt  on  making  contact  with  the 
battery  was  barely  perceptible.  A  current  is  produced  on  making 
contact,  but  it  is  feeble,  and  in  a  direction  the  reverse  of  that  ema- 
nating from  the  battery.  Even  a  thermo-electric  battery  (267),  if 
the  current  which  it  yields  be  transmitted  through  the  coil,  will 
furnish  sparks  on  breaking  contact. 

Henry,  in  the  paper  above  referred  to,  has  made  some  interest- 
ing observations  upon  the  action  of  the  battery  current  in  inducing 
secondary  currents.  He  employed  for  transmitting  the  primary 
current  a  flat  coil  or  ribbon  of  sheet  copper  about  93  feet  long  and 
1^  inch  wide.  This  ribbon  was  sometimes  coiled  in  the  manner 
shown  at  a,  fig.  224,  sometimes  in  the  form  of  a  ring  as  shown  at 
b.  This  coil  was  combined  imder  various  circumstances  with  other 
similar  coils,  each  about  60  feet  long,  or  with  helices  of  fine  copper 
wire  of  various  lengths.  The  form  of  ribbon  is  a  very  advantageous 
one,  as  it  ofiers  a  large  sectional  area  in  the  conductor,  and  thus 
diminishes  the  resistance,  whilst  the  different  layers  of  the  coil  are 
approximated  to  each  other  with  the  smallest  possible  intervals 
between  them.  When  coiled  as  at  b,  and  a  helix  was  placed  within 
the  ring  so  formed,  each  time  that  the  current  from  the  batteiy 
through  the  ribbon  was  interrupted,  a  secondary  current  of  consi- 
derable intensity  was  obtained  in  the  helix :  the  helix  could  be 
supported  upon  a  plate  of  glass  which  rested  upon  the  flat  coil,  and 
still  the  inductive  action  was  obtained ;  but  if  a  metallic  plate  were 
interposed  between  the  coil  and  the  helix,  no  secondary  current 
was  obtained  in  the  helix,  because  it  was  transferred  to  the  interposed 
conducting  plate. 

By  arranging  a  series  of  coils  in  the  manner  represented  in 
fig.  224,  Henry  succeeded  in  obtaining  a  succession  of  induced 
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currents  by  their  mutual  action.  If  a  represent  the  coil  in  con- 
nexion with  the  battery,  b  and  c  are  arranged  to  form  a  continuous 
coil,  through  which,  by  induction,  a  momentary  current  is  pro- 
duced each  time  that  the  connexion  of  the  coil  a  with  the  battery 
is  broken ;  the  current  in  i  c  then  being  direct^  or  in  the  same 
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direction  as  in  a.  Now  if  two  wire  helices  be  connected  together 
and  placed  os  ai  d  and  e,  the  induced  current  in  c  will  produce  a 
second  induced  current,  or  current  of  the  third  order,  in  d  e;  but 
this  current  will  be  in  the  opposite  direction  to  that  in  b  c.  If 
/  be  a  ribbon  coil  placed  above  e,  with  its  ends  united  by  a  small 
helix  at  g,  a  third  current,  or  current  of  the  fourth  order,  will  be 
obtained,  but  it  will  be  in  the  opposite  direction  to  that  in  d  e. 
Thus  if  the  currents  be  compared  together,  they  will  be  in  the 
direction  following : — 

a  primary  current  (on  breaking) 

b,  c,  secondary  current     .     .     ,     direct 

d,  e,  current  of  the  third  order  .     inverse 

/,  fff  current  of  the  fourth  order .     direct. 

By  acting  upon  the  principle  just  explained,  and  carefully  in- 
sulating the  coils,  currents  even  of  the  seventh  order  have  been  ob- 
tained ;  the  successive  currents  being  alternately  direct  and  inverse. 

Similar  currents  of  equal  amount,  but  of  lower  tension,  are 
obtained  each  time  that  the  primary  circuit  is  completed,  but 
the  direction  of  the  currents  in  this  case  is  reversed ;  thus  on  com- 
pleting the  primary  circuit  the  currents  would  be  as  follows : — 

a  primary  current  (on  making)  direct 

b,  c,  secondary inverse 

rf,  e,  tertiary direct 

f,  ff,  quaternary inverse ;  and  so  on. 

These  eflfects  are  produced  by  a  series  of  complicated  actions, 
which  admit  of  being  summed  up  as  follows : — ^The  primary  cur- 
rent has  the  power  of  producing  two  induced  secondary  currents 
in  opposite  directions,  one  on  making,  the  other  on  breaking 
contact ;  these  currents  admit  of  being  separated  from  each  other. 
They  are  equal  in  amount,  but  the  current  on  breaking  contact 
has  the  highest  tension,  and  will  traverse  the  greater  distance  in 
the  form  of  a  spark.  Each  secondary  current  in  i  c  may  give 
rise  to  two  opposite  tertiary  currents  in  d  e,  but  these  currents  are 
separated  by  an  interval  of  time  too  small  to  be  appreciated,  be- 
cause the  secondary  current  itself  is  instantaneous.  These  two 
tertiary  currents  are  equal  in  quantity,  but  diflfer  in  tension ;  the 
tertiary  current  produced  by  the  cessation  of  the  secondary  being 
the  stronger.  Again,  each  of  these  momentary  tertiary  currents 
is  in  its  turn  capable  of  developing  infg  two  opposite  quaternary 
currents,  equal  in  amount  but  differing  in  tension.  At  each  inter- 
ruption of  the  primary  current,  therefore,  we  have  one  instantaneous 
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aecoDdaiy  cnrreiit  in  b  e,  two  tertiary  ia  d  e,  and  four  quatemarj 
ones  mfg.  If  all  these  currents  were  equal  in  tenaon  as  wdl 
as  equal  in  qnantitj,  they  wonld  nentralise  each  other;  bat  sino^ 
their  tension  is  not  equal,  a  series  of  phenomena  are  prodnoed, 
owing  to  the  alternate  predominance  of  the  tension  of  tlie  currents 
moving  in  one  direction  in  one  circuity  and  in  the  opposite  direc- 
tion in  the  succeediug  circuit. 

Henry  has  shown  that  induced  currents  of  several  suocesnTe 
orders  may  also  be  obtained  by  the  momentary  passage  of  electri« 
dty  occasioned  by  the  discharge  of  the  Leyden  jar. 

These  induced  currents  not  only  give  powerful  shocks,  but  they 
magnetize  steel  bars  and  produce  chemical  decomposition.  The 
latter  may  be  shown  by  interposing  acidulated  water  or  a  solution 
of  iodide  of  potassium  between  platinum  wires  which  are  in  con- 
Jicxion  with  the  ends  of  the  coil.  It  is  easy  to  obtain  either  cur- 
rents of  high  intensity  such  as  those  required  to  produce  shodLS, 
or  currents  of  large  quantity  such  as  would  be  required  for  msg* 
netizing  steel  or  for  igniting  platinum  wire,  by  varying  the  diameter 
and  length  of  the  conductor.  When  a  long  thin  wire  was  em- 
ployed, as  by  uniting  the  two  helices  as  at  if  and  e,  a  current  of 
great  intensity,  producing  powerful  shocks,  was  obtained ;  but  this 
same  current  could  be  made  to  induce  in  the  flat  coil  /  a  current 
of  greater  quantity,  but  of  less  intensity. 

Owing  to  these  variations  in  quantity  and  intensity,  the  inves- 
tigation of  the  laws  of  such  induced  currents  is  complicated  and 
difficult.  Abria  {Ann,  de  Chimie,  III.  i.  385,  and  iii.  5)  has  pub- 
lished some  careful  researches  upon  them,  but  additional  experi- 
ments are  still  needed. 

(264)  Arago's  RoiaHons.-'^A  remarkable  exemplification  of  the 
facility  with  which  secondary  currents  are  induced  by  magnetic 
influence,  and  of  the  mutual  action  of  such  induced  currents,  is 
exhibited  by  the  following  experiments  of  Arago.  If  a  magnet  be 
suspended  freely  by  its  centre  in  a  horizontal  direction,  parallel  to 
a  circular  disk  of  copper  which  can  be  made  to  rotate  horizontallj 
beneath  the  magnet,  it  will  be  found,  if  the  centre  of  suspension 
for  the  magnet  be  directly  over  the  axis  of  the  rotating  disk,  that 
when  the  disk  is  made  to  revolve  with  a  certain  d^ree  of  velocity 
the  magnet  begins  to  rotate  also  in  the  same  direction  as  the  disk ; 
and  the  more  closely  the  disk  and  the  magnet  are  approximated, 
the  more  rapid  is  the  rotation,  and  at  the  same  time  a  repulsive 
action  is  exerted  upon  the  magnet  in  a  direction  perpendicular  to 
the  plane  of  the  disk.  This  rotation  occurs  as  fireely  when  a  sheet 
of  paper  or  of  glass  is  interposed  between  the  magnet  and  the 
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metallic  disk^  as  wKen  air  only  intervenes.  Disks  of  other  metals 
by  their  rotation  also  produce  this  effect  upon  the  magnet,  but 
none  of  them  show  it  so  readily  as  copper ;  the  facility  with  which 
the  effect  is  produced  being  inversely  as  the  power  of  the  rotating 
*  disk  to  conduct  electric  currents.  If  a  narrow  strip  be  cut  out  of 
the  metallic  disk,  extending  from  its  circumference  to  the  centre, 
no  motion  will  be  produced  in  the  magnet  when  the  disk  is  made 
to  revolve ;  but  if  the  cut  edges  of  the  divided  disk  be  connected 
by  soldering  a  piece  of  wire  acroi^  the  division,  the  rotation  may 
be  effected  as  readily  as  when  the  disk  was  entire.  From  causes 
similar  to  those  which  produce  the  foregoing  results,  it  is  found 
that  if  a  magnetic  needle  or  a  bar  magnet  be  set  vibrating  parallel 
to  the  surface  of  a  disk  of  copper,  it  will  come  to  rest  much  more 
speedily  than  if  vibrating  over  paper  or  glass. 

These  effects  were  first  satisfactorily  explained  by  Faraday ;  he 
found  that  whenever  a  piece  of  conducting  matter  is  made  to  pass 
either  before  a  single  pole  or  between  the  opposite  poles  of  a 
magnet  so  as  to  cut  the  magnetic  curves  at  right  angles,  electrical 
currents  are  produced  across  the  metal,  transverse  to  the  direction 
of  motion.     For  example,  let  the  copper  disk  c,  fig.  225,  be  made 
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to  revolve,  in  the  direction  of  the  arrows  on  the  circumference, 
between  the  poles,  n  «,  of  a  horse-shoe  magnet,  and  let  a  wire,  w, 
which  is  connected  with  one  end  of  the  galvanometer,  g,  be  pressed 
against  the  centre  of  the  disk,  whilst  the  other  wire  w^  from  the 
galvanometer  rests  against  the  edge  of  the  disk  between  the  mag- 
netic poles.  Under  these  circumstances,  a  current  will  be  found 
to  flow  firom  the  centre  towards  the  circumference  of  the  disk,  e, 
and  then  through  the  wires,  as  shown  by  the  arrows.     K  the  disk 
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be  made  to  revolve  in  the  opposite  direction,  tbc  current  wiD  flow 
from  the  circumference  towards  the  centre  of  the  disk.  Cuircnts 
may  also  be  obtained  from  any  of  the  forms  of  apparatus  whidi 
exhibit  the  rotation  of  magnets  round  a  conducting  wire,  or  of  the 
wire  round  the  magnet,  if  a  galvanometer  be  substituted  for  the 
battery,  and  if  the  magnet  or  the  wire  be  made  to  revolve  by  hand. 

Now  let  us  suppose  that  in  Arago's  ex- 
Fio.  326.  periment  we  are  looking  down  upon  the 

revolving  disk,  e,  fig.  226 ;  when  the  disk 
revolves  beneath  the  magnet,  it  cuts  the 
magnetic  curves  at  right  angles ;  currents 
\  are  produced  underneath  the  north  pole, 
from  the  centre  of  the  plate  towards  the 
circumference,  a,  beyond  the  pole:  these 
currents  occur  in  the  opposite  direction — 
viz.,  from  the  circumference  to  the  centre, 
underneath  the  south  pole,  and  thus  traverse  the  diameter  of  the 
plate  parallel  to  the  magnet,  returning  by  the  more  distant  parts 
of  the  plate,  as  shown  by  the  dotted  arrows.  Sudi  currents 
necessarily  exert  a  repulsive  action  upon  the  magnet  in  a  direction 
which  coincides  with  that  in  which  motion  is  observed,  and  no 
currents  are  obtained  until  either  the  magnet  or  the  plate  is  set 
in  motion. 

(265)  Magneto-Ekctric  Machines. — ^Various  machines  have 
been  contrived  for  the  production  of  magneto-electric  currents. 
The  most  convenient  of  these  is  Saxton's  Magneto-Electric  Machine. 
It  is  represented  in  fig.  227,  in  perspective;  fig.  228  shows  a 
section  of  the  coils  and  armature  on  a  larger  scale.  It  consists  of 
a  powerful  horse-shoe  magnet,  m,  placed  horizontally  upon  one  of 
its  sides :  in  front  of  its  ends  or  poles,  and  as  close  to  them  as  is 
possible  without  producing  actual  contact,  an  armature  of  soft 
iron,  a  b,  is  made  to  revolve  upon  a  horizontal  axis,  a,  which  ad- 
mits  of  being  turned  by  means  of  a  strap  passing  over  a  multi- 
plying wheel,  w.  This  armature  consists  of  two  straight  pieces  of 
iron,  about  two  inches  in  length,  which,  by  means  of  a  cross  piece 
of  iron,  X,  are  connected  together  parallel  to  each  other,  at  such  a 
distance  that  they  shall  be  opposite  the  middle  of  each  pole  of  the 
horse-shoe  magnet.  Around  each  limb,  c,  d,  of  the  armature,  a 
long  fine  copper  wire,  covered  with  silk  to  insulate  the  coils  from 
each  other,  is  wound  in  several  successive  layers.  The  correspond- 
ing ends  of  each  of  these  helices  are  connected  together ;  one  pair, 
,«/,  is  soldered  to  the  spindle,  s,  on  which  the  armature  rotates, 
.and  through  it  is  connected  with  a  circular  copper  disk^  t^  the  edge 
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of  which  dips  into  a  cup  of  raercary,  m,  whilst  the  other  pair  of 
wiresj  g,  h,  ia  connected  with  a  atout  piece  of  copper  which  paasea 
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through  the  axis  of  the  spindle,  s,  from  which  it  ia  electrically 
insulated,  and  terminateB  in  a  slip  of  copper,  k,  placed  nearly  at 
right  angles  to  the  cross  piece,  x,  which  connects  the  two  limbs  of 
the  soft  iron  armature.    Beaeath  the  alip  of  copper,  k,  is  a  aecond 


mercury  cup,  I,  which  can  he  made  to  communicftte  with  the  cup, 
m,  either  by  a  wire,  or  by  some  other  conductor  of  the  current. 
The  arms  of  the  slip,  k,  alternately  dip  into  the  mercury,  and  rise 
above  it,  and  the  points  of  contact  are  so  arranged  that  the  circuit 
(which,  when  /  and  m  are  properly  connected,  ia  complete  so  long 
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as  Ar  is  beneath  the  mercury)  shall  be  broken  at  the  time  that  the 
armature  loses  its  magnetism.  Under  these  drcnmstaiices  a  bii^t 
spark  is  obtained  each  time  that  the  slip  k  quits  the  mercury.  If 
the  connexion  between  the  mercury  cups,  /  and  m,  be  effected  by 
grasping  with  the  hands  two  copper  cylinders^  h  h^  each  of  whidi 
by  means  of  a  wire  is  in  connexion  separately  with  one  of  the 
cups^  a  succession  of  powerful  shocks  will  be  experienced.  Ad- 
dulated  water  and  many  saline  solutions  may  be  decomposed  if 
these  currents  be  transmitted  through  them ;  but  in  order  to  pro- 
duce polar  decomposition^  it  is  necessary  to  suppress  or  turn  up 
one  of  the  points  of  the  slip  k,  and  thus  to  lose  half  the  power  of 
the  machine ;  otherwise  the  currents  at  each  half  revolution  are  in 
opposite  directions. 

In  the  construction  of  these  magneto-electric  machines^  great 
care  must  be  taken  that  the  insulation  of  the  coils  is  very  perfect 
Different  effects  ^re  obtained  from  such  a  machine  by  varying  the 
length  and  the  diameter  of  the  wire  which  is  wound  around  the 
armature.  When  currents  of  high  intensity  are  required,  such  as 
those  needed  for  giving  shocks,  or  for  the  decomposition  of  electro- 
lytes^ a  great  length  of  thin  wire  is  preferable ;  but  a  much  smaller 
length  of  thicker  wire  will  give  the  largest  sparks^  and  will  ignite 
the  greatest  length  of  fine  platinum  wire. 

Wheatstone  and  othershave  contrived  magneto-electric  machines, 
by  which  a  continuous  electric  current  in  a  uniform  direction  may 
be  kept  up  for  any  length  of  time.  These  batteries  are,  in  &ct, 
combinations  of  several  simple  machines,  similar  in  principle  to 
Saxton^s ;  the  coils  are  connected  together  so  as  to  form  a  con- 
tinuous circuit.  The  armatures  are  so  arranged  that  each  shall 
in  turn  become  magnetic,  just  before  the  preceding  armature 
has  entirely  lost  its  magnetism.  By  this  contrivance,  the  current 
is  made  to  commence  in  one  coil  before  it  has  ceased  in  the  coil 
which  immediately  precedes  it. 

Magneto-electric  machines  are  now  used  in  Birmingham  on  a 
large  scale,  as  a  substitute  for  the  voltaic  battery  in  processes  of 
electro-silvering  and  electro-gilding.  A  single  Saxton's  machine 
will,  if  kept  in  continuous  revolution,  precipitate  from  90  to  120 
ounces  of  silver  per  week  from  its  solutions :  and  machines  have 
been  constructed  by  which  ai  ounces  of  silver  per  hour  have 
been  deposited  upon  articles  properly  prepared  for  this  mode  of 
plating. 

Mr.  Holmes  has  succeeded,  by  the  use  of  a  powerM  magneto- 
electric  machine,  in  producing  a  light  of  great  steadiness  and  in- 
tensity between  two  points  of  gas  coke :  this  light  can  be  main- 
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tained  without  interruption  so  long  as  the  magnets  are  kept  in 
rotation^  and  the  charcoal  continues  unconsumed. 

The  machine  consists  of  48  pairs  of  compound  bar  magnets, 
arranged  in  6  parallel  planes,  so  as  to  form  a  large  compound  wheel, 
between  which  the  armatures,  160  in  number,  are  arranged  in  5 
sets,  the  total  amount  of  wire  being  about  half  a  mile  in  length. 
The  wires  are  insulated  by  cotton,  and  the  contacts  are  so  arranged 
as  to  maintain  a  continuous  current  in  the  same  direction,  varying 
firom  a  maximum  to  exactly  half  the  amount  of  the  maximum,  in 
rapid  succession.    The  steel  bars  weigh  about  i  ton,  and  the  wheel  is. 
made,  by  the  aid  of  a  small  steam  engine,  to  revolve  with  a  rapidity 
varjnng  from  150  to  350  times  pear  minute.     This  light  is  now  in 
successful  operation  at  the  South  Foreland  Lighthouse,  the  actual* 
expense  of  fuel  in  working  the  engine  being  about  equal  to  that  of 
the  oil  formerly  used,  while  the  light  is  far  more  brilliant. 

§  VI.     Thbrmo-Electricity. 

{2,66)  The  phenomena  due  to  the  development  of  electricity  by 
heat  are  arranged  under  the  head  of  thermo-electricity , — a  term 
which  serves  to  recal .  to  mind  the  manner  in  which  the  force  ori- 
ginates in  these  cases.  The  present  section  contains  a  summary 
of  the  more  important  facts  which  have  been  ascertained  on  this 
subject. 

As  any  obstruction  to  the  passage  of  the  electric  current  in  a 
conductor  occasions  the  developmeut  of  heat,  so  any  obstruction  to 
the  equal  propagation  of  heat  in  a  conducting  circuit  produces  a 
current  of  electricity.  This  important  result  was  first  obtained  by 
Seebeck,  in  the  year  1822. 

If  the  extremities  of  the  wire  of  a  sensitive  galvanometer  be 
united  by  means  of  a  straight  piece  of  platinum  wire,  this  wire 
may  be  heated  at  any  point  at  a  distance  from  its  connexions  with 
the  galvanometer  wire,  without  producing  a  current  through  the 
circuit ;  but  if  the  platinum  wire  be  twisted  into  a  loop,  its  mole- 
cular tension  at  this  point  is  slightly  altered,  and  if  heat  be  applied 
to  the  wire  close  to  the  loop  and  to  the  right  of  it,  a  current  will 
flow  through  the  apparatus  from  right  to  left,  owing  to  the  in- 
equality of  the  conducting  power,  and  the  disturbance  of  regularity 
in  the  transmission  of  the  force  from  the  hotter  to  the  colder 
portions.  These  eflFects  are  still  more  readily  produced  by  dividing 
the  wire  into  two  portions,  and  coiling  each  extremity  into  a  flat 
spiral.  If  one  of  these  spirals  be  heated  to  redness,  and  be 
brought  into  contact  with  the  cold  spiral,  deflection  of  the  needle 
immediately  follows,  in  a  direction  which  indicatea  the  flaw  of  a 
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current  from  the  hotter  to  the  colder  portion.  Metals  soch  ss 
bismath  or  antimony,  in  which  a  crystalline  stmctiire  is  stnm^f 
developed,  but  which  possess  an  inferior  power  of  condoctin^  elec- 
tricity, display  these  thermo-electric  phenomena  in  a  more  perfect 
d^ree.  If  one  half  of  a  ring  or  rectangular  frame  composed  of 
either  of  these  metals  be  heated,  and  the  other  half  be  kept  cool, 
a  current  sufficient  to  deflect  a  magnetic  needle  suspended  within  the 
frame  or  ring,  will  be  produced.  "  Metals  which  are  better  con- 
ductors, such  as  copper  and  silver,  although  they  also  show  the 
phenomena,  exhibit  it  much  less  distinctly. 

Prof.  W.  Thomson  has  shown  that  if  portions  of  a  metallic 
wire  be  stretched  by  weights,  and  be  connected  with  other  portions 
of  the  same  wire  not  so  stretched,  on  applying  heat  to  their  junc- 
tions, a  current  is  produced  from  the  stretched  to  the  unstretched 
wire  through  the  lieated  point. 

If  the  rectangle  be  composed  of 
Fio.  229.  two  dissimilar  metals,  as  when  a  bar 

^^  of  antimony,  a  a,  fig.  229,   is  sol- 

Ji       dered  to  a  bar  of  bismuth^  b  b,  the 
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]— "        |A     application  of  heat,  such  as  the  flame 

of  a  spirit  lamp,  to  one  of  the  junc- 
tions will  cause  deflection  of  the  sus- 
pended needle,  n  s.A  bar  of  bismuth 
^  when  soldered  to  a  copper  wire,  will 
-^^k/  readily  deflect  the  needle  of  a  galva- 
nometer of  moderate  sensibility,  if 
even  the  warmth  of  the  hand  only  be  applied  to  one  of  the  junctions. 
The  earlier  researches  upon  this  subject  appeared  to  show  that  so 
long  as  the  resistances  in  the  circuit  continue  unchanged,  the 
amount  of  force  in  circulation  is  exactly  proportioned  to  the  diffe- 
rence in  temperature  of  the  two  junctions.  Becquerel,  relying 
upon  the  accuracy  of  this  datum,  has  applied  a  thermo-electric  pair 
of  metals  to  the  measurement  of  temperature.  Amongst  other  expe- 
riments, he  endeavoured  to  ascertain  the  temperature  of  flames ;  the 
metals  which  he  employed  were  thin  wires  of  platinum  and  palladium; 
the  junction  of  the  wires  was  introduced  into  difierent  parts  of  the 
flame  which,  as  might  be  supposed,  were  found  to  vary  considerably 
in  temperature.  The  proportionality  of  the  current  to  the  tempe- 
rature, however,  only  holds  good  with  those  non-crystalline  metals 
which  do  not  oxidize  when  powerfully  heated  :  and  even  these  are 
liable  to  irregularity,  so  that  the  determination  of  temperatuies 
by  this  means  must  not  be  relied  on  without  special  relocations, 
which,  at  high  temperatures,  can  scarcely  be  effected  with  accuracy. 
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For  small  differences  of  temperature,  however,  the  thermo-electric 
pair  or  pile  (267)  surpasses  in  sensitiveness  all  other  thermometric 
means  at  present  in  use. 

If  one  of  the  junctions  of  a  thermo-electric  pair  he  maintained 
steadily  at  a  low  temperature,  such  as  32^,  whilst  the  temperature 
of  the  other  junction  be  gradually  raised,  it  happens  with  some 
combinations,  that  the  current  increases  in  intensity  up  to  a  certain 
point,  then  declines,  and  is  reversed ;  iu  the  cade  of  zinc  and  silver, 
the  rise  continues  up  to  248°  F. ;  then  the  current  declines,  be- 
comes null,  and  ultimately  is  reversed,  as  the  temperature  continues 
to  rise.  Most  probably  this  is  due  to  the  peculiar  effect  which  heat 
has  upon  the  crystalline  structure  of  zinc.  IrDn  and  antimony 
exhibit  the  same  effect,  but  to  a  less  marked  extent ;  and  Thom- 
son has  extended  the  observation  to  a  number  of  other  •  metals. 
So  important  is  the  crystalline  structure'  in  these  arrangements, 
that  the  thermo-electric  power  of  bismuth  i»  very  materially  re- 
duced by  the  addition  of  a  small  per  centage  of  tin,  which  impairs 
its  tendency  to  crystallize.* 

It  may  indeed  be  stated  that  when  two  dissimilar  metals  are 
connected  in  any  way  so  as  to  produce  a  closed  tiircuit,  an  electric 
current  is  established  each  time  that  any  difference  in  temperature 
is  produced  between  the  two  points  of  contact ;  and  the  current  is 
maintained  so  long  as  the  difference  of  temperature  continues. 

The  metals  may  be  arranged  iu  the  following  thermo-electric 
order : — 


Bismuth 
Platinum 
Lead 
Tin 


Copper  and  Silver 

Zinc 

Iron 

Antimony. 

When  heated  together,  the  current  proceeds  from  those  which 
stand  last  on  the  list  towards  those  which  precede  them.  It  is  to 
be  remarked  that  the  thermo-electric  order  of  the  metals  is  entirely 
different  from  their  voltaic  order.f    According  to  the  experiments 


*  An  important  connexion  between  the  direction  of  the  planes  of  cleavage 
and  the  direction  of  the  thermo-electric  current  in  crystalline  metals  was 
shown  to  exist  by  Svanberg.  In  bismuth  and  in  antimony,  for  example,  there 
is  one  particular  plane  of  cleavage  endowed  with  greater  brilliancy  than  the 
rest,  ^ars  of  these  metals,  when  placed  with  this  plane  of  cleavage  perpen- 
dicular to  the  direction  of  the  current,  are  more  highly  negative  than  when 
placed  in  any  other  position ;  whilst,  if  a  second  plane  of  cleavage,  somewhat 
less  brilliant  than  the  former,  be  placed  across  tne  line  of  current,  the  bar  is 
more  highly  positive,  thermo-electrically,  than  in  any  other  position. 

t  Matthiessen  has  published  {Phil,  Trans,  1858,)  the  results  of  a  care- 
ful series  of  experiments  upon  the   thermo-electric  order  and  energy  of 
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of  Wheatstone  and  Pouillet^  who  have  arrived  at  the  same  result 
hj  very  different  methods^  the  electro-motive  force  of  a  pair  of 
bismuth  and  copper^  when  one  junction  is  maintained  at  212^  and 
the  other  at  32^  F.,  is  ^th  of  that  exerted  between  a  pair  of  copper 
and  zinc  plates  arranged  in  voltaic  relation,  as  in  Daniell's  battery. 

Thermo-electric  circuits  may  also  be  formed  with  inferior  con- 
ductors. Nobili  brought  the  point  of  a  heated  cone  of  porcelam 
clay  into  contact  with  a  cold  cylinder  of  the  same  material,  each 
connected  with  the  galvanometer  by  cotton  soaked  in  a  conducting 
liquid :  the  current  passed  from  the  cone  to  the  c/linder. 

(267)  ThermO'MuUiplier. — By  connecting  together  successire 
pairs  of  two  different  metals,  and  heating  the  alternate  joints, 
whilst  the  other  junctions  are  kept  cool,  a  thermo-electric  battery 
may  be  constructed.  The  size  of  the  elements  which  are  employed 
contributes  nothing  to  the  effect,  except  so  far  as  by  increasing  the 
area  of  the  conducting  section,  the  conducting  power  of  the  circuit 


various  bodies,  for  temperatures  usually  rangiog  between  about  40^  and  100° 
F.  If  the  electro-motive  force  of  the  thermo-electric  current  excited  between 
silver  and  copper  be  taken  as  equal  to  i,  (the  current  passing  from  the  silver 
to  the  copper  at  the  heated  junction,)  the  force  of  the  current  between  silver 
and  each  metal  in  succession  heated  to  the  same  point,  will  be  represented  bj 
the  numbers  given  in  the  following  table.  Where  the  positive  si^  is  pre- 
fixed, the  current  is  from  the  silver  to  the  other  metal  at  the  heated  junction; 
when  the  negative  sign  is  prefixed,  the  current  is  from  the  other  metal  at  the 
heated  point  towards  the  silver.  The  substances  marked  with  an  asterisk  are 
supposed  to  have  been  chemically  pure  :~^ 

TIiermO'Electric  Order  of  Metals,  ^c. 


Bismuth,  oommercial,press- 

ed  wire 

*Bismuth,  pressed  wire  .    . 
^Bismuth,  cast 

Crystallized  bismuth,  axial 

Crystal  of  bismuth,  equa- 
torial   

Cobalt 

Potassium 

I^ickel 

Palladium 

Sodium 

♦Mercury 

Aluminum 

Magnesium 

♦Lead,  pressed  wire    .     .    . 
•Tin,  pressed  wire .    .    .    . 

Copper  wire 

Platmum     • 

Iridium 

♦Antimony  wire,  pressed 
♦Silver 


+ 

3581 
3291 

2490 
2459 

iri7 
8-97 

5*49 
502 

3094 

2*524 
1*283 

1175 
1*029 

I 'GOO 
I 'GOO 
0723 

o'i6 

003 

o. 


Gas  coke,  hard     .... 

♦Zinc,  pressed 

♦Copper  voltaic  .... 
♦Cadmium 

Antimony  pressed  wires    . 

Strontium 

Lithium 

♦Arsenic 

Calcium 

Iron,  piano  wire  .... 

Antimony,  axial   .... 

Antimony,  equatorial  .  • 
♦Ked  phosphorus  •  .  .  • 
^Antimony,  cast    •     .     .     . 

Alloy,  1 2  oismuth,  i  tin,  cast 

Alloy,  2  antimony,  i  zinc, 

cast 

•Tellurium 

♦Selenium 


0057 

O'208 

0*244 

1-8971 
2-028 1 

3*768 
3-828 

4*260 
5-218 
6*965 

9*435 
9*600 

9-871 
13*67 

22*70 
179-8 
2900 
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is  increased.  Such  a  battery  vill  decompose  a  solution  of  iodide 
of  potassium,  and  Botto  states  that  with  a  pile  consistiug  of  loo 
pairs  of  platinum  and  iron  wire,  each  i  inch  long  and  -rfirth  of 
an  inch  in  diameter,  he  succeeded  in  decomposing  even  diluted 
sulphuric  acid.  A  thermo-electric  current  from  a  single  pair  is 
sufficient  to  convulse  the  limbs  of  a  frog.  The  principle  of  the 
arrangement  by  which  a  thermO'tnulHplier  or  thermo-electric  bat- 
tery may  be  constructed  is  shown  in  fig.  330 ; 
to  one  series  of  junctions,  a  high  tempera-  ^i»-  '.!<>■ 

ture,  to  the  other  a  low  temperature  may  be 
applied ;  the  shaded  bars,  a,  represent  bars  of  ^ 
antimony,  those  in  outline,  b,  indicate  bars  of 
bismuth.  The  intensity  of  such  a  current,  , 
however,  is  comparatively  feeble,  and  the  re- 
sistance ivhich  it  experiences  in  traversiiig 
even  metallic  conductors  of  considerable  dia- 
meter, such  as  the  metallic  bars  themselves 
which  are  used  in  the  construction  of  the  bat- 
tery, seriously  reduces  its  power.  A  very 
cheap  and  effective  thermo-electric  pile  may 
be  made  of  wires  of  iron  and  German  silver. 
Nobili  and  Melloni  applied  a  thermo-electric  battery,  consisting  of 
36  p^rs  of  small  bars  of  bismuth  and  antimony,  to  thermometric 
purposes.  Such  a  battery  was  employed  by  Melloni,  in  his  inves- 
tigations on  radiant  heat,  to  the  exclusion  of  almost  every  other 
thermoscopic  means.  When  the  alternate  junctions  of  the  bars 
at  each  end  of  the  pile  were  covered  with  lampblack,  a  coating  was 
obtained  which  absorbed  the  radiations  proceeding  from  a  surface 
the  temperature  of  which  was  much  below  that  of  the  human  body  ; 
even  the  amount  of  radiant  heat  emitted  by  insects  could  be  esti- 
mated by  connecting  this  battery  with  a  galvanometer  of  extreme 
sensitiveness.* 

The  conducting  power  of  red  phosphorus  and  of  selenium  is 
so  slight  that  neither  of  them  can  be  used  for  the  construction  of 
thermo-electric  piles:  that  of  tellurium  is  also  small,  but  it  is 
sufficient  to  admit  of  its  use,  and  its  electromotive  power,  when 
opposed  thermo-electrically  to  bismuth,  is  bo  great  that  a  pile  con- 
sisting of  8  pairs  of  these  elements,  where  the  alternate  junctions 


*  MelloDi  naed  a  gslranomet^r  fonned  of  copper  wire  -^th  of  an  inch  in 
diameter,  about  8  yards  lonf^,  and  arranged  around  tlie  aatatio  needles  id  40 
convolutione.  Much  of  the  BenaitivenesB  of  the  iDBtrument  depends  upon  the 
exact  equality  of  the  magnetization  of  the  two  needles :  the  oom|>ound  needle 
should  require  from  55  to  60  seconds  in  order  to  complete  an  oioilUtion. 
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are  heated  to  212°,  whilst  the  others  are  cooled  to  32°,  will  deconoi- 
pose  a  solution  of  sulphate  of  copper ;  and  Matthiessen  estimates 
the  electro-motive  force  of  100  pairs  of  such  a  pile  as  equal  to  that 
of  4  cells  of  Daniell's  arrangement. 

(268)  In  connexion  with  these  thermo-electric  effects,  a  curious 
observation  was  made  by  Peltier  (Ann,  de  Chimie,  II.  Ivi.  379,  and 
Ixxxi.  301) : — when  a  weak  current  of  electricity  was  transmitted 
through  a  compound  bar  of  bismuth  and  antimony,  from  the  anti- 

mony  to  the  bismuth,  as  in  No.  i,  fig. 
Fig.  231.  231,  a  thermometer,  placed  at  the  point 

of  junction,  was  observed  in  one  expe- 
riment to  rise  80°  F.,  but  when  the 
current  was  reversed,  as  in  No.  2,  the 
temperature  fell  6°'5  F.  In  some  later 
experiments,  Peltier  succeeded  even 
in  freezing  water  placed  in  a  cavity 
drilled  at  the  point  of  junction  of  the 
two  metals,  when  the  bar  was  cooled 
to  32°  by  immersion  in  snow.  When 
feeble  currents  of  equal  intensity  are 
transmitted  through  a  compound  me- 
tallic bar,  whatever  metals  be  employed,  there  is  a  difference  in  the 
temperature  at  the  points  of  junction,  according  to  the  direction  in 
which  the  current  is  passing ;  the  amount  of  the  difference  of  tem- 
perature varying  with  the  metals  which  are  used.  The  rise  of 
temperature  occurs  almost  uniformly  when  the  current  passes 
through  the  two  metals  in  the  same  direction  as  that  in  which  the 
thermo-electric  current  would  be  produced  by  elevation  of  tempe- 
rature.* For  example,  there  is  a  rise  of  temperature  when  the 
current  passes  from  iron  to  zinc,  from  iron  to  platinum,  from 
iron  to  copper,  from  zinc  to  copper,  from  copper  to  bismuth,  and 
from  antimony  to  copper;  but  when  the  current  is  reversed 
between  the  same  pairs  there  is  either  a  much  smaller  devation, 
or  in  some  cases  even  an  actual  depression  of  temperature.  This 
subject  has  been  discussed  at  great  length  by  Clausius  and  by 
Thomson,  in  their  researches  on  the  mechanical  theory  of  heat. 

§  VII.  Animal  Electricity. 

(269)  Some  fish,  particularly  the  torpedo,  and  the  electrical 
eel  {jgymnotus  eledricus)  have  the  remarkable  power  of  giving  elec- 


*  An  exception  is  presented  in  the  cases  of  lead  and  copper,  and  tin  and 
copper,  in  which  the  current  is  towards  the  copper  from  the  heated  metal. 
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trical  shocks  at  pleasure^  by  means  of  an  apparatus  specially  adapted 
to  the  purpose. 

The  torpedo,  which  is  a  species  of  ray,  is  a  flat  fish,  tolerably 
abundant  in  the  Mediterranean ;  it  is  provided  with  two  electrical 
organs  situated  one  on  each  side  of  the  spine,  near  the  head,  occu- 
pying the  whole  thickness  (rf  the  fish ;  these  organs  are  supplied 
with  large  thick  nerves ;  and  it  has  been  found  that  on  cutting 
these  nerves  all  voluntary  electric  power  ceases :  but  according  to 
Matteucci,  the  irritation  of  that  end  of  the  cut  nerve  which  is 
attached  to  the  organ  in  a  lively  torpedo,  occasions  the  electric 
discharge,  and  even  irritation  of  detached  portions  of  the  organ 
produces  contraction  in  the  limb  of  a  frog  recently  killed,  if  the 
crural  nerve  of  the  frog  be  allowed  to  rest  upon  the  organ  of  the 
torpedo.  The  structure  of  the  electrical  organs  is  gelatinous,  and 
the  material  is  divided  by  membranous  septa  into  400  or  500 
columns,  which  have  some  resemblance  to  grains  of  rice  in  appear- 
ance ;  these  columns  run  from  the  dorsal  to  the  ventral  surface  of 
the  fish,  and  are  about  the  thickness  of  a  goose-quill;  the  dorsal 
surface  is  positive,  the  ventral  negative.  The  electricity  is  most 
strongly  developed  just  at  the  points  where  the  nerves  enter  the 
organ ;  a  powerful  shock  is  received  on  simultaneously  touching  the 
back  and  the  belly  of  the  fish  at  any  part,  but  the  shock  obtained 
is  strongest  immediately  over  the  two  organs.  A  weaker  shock  is 
experienced  on  touching  different  parts  even  of  the  same  surface, 
since  the  electric  charge  difiers  in  intensity  at  difierent  points 
of  the  same  surface.  Frequent  discharges  exhaust  the  animal 
quickly :  the  frequency  of  this  discharge  is  under  the  control  of 
the  animal,  but  not  its  direction.  The  electric  discharges  of 
the  torpedo  are  partly  dissipated  when  the  fish  is  immersed  in 
water,  by  the  conducting  power  of  this  liquid,  and  Matteucci  esti- 
mated that  in  air  the  shock  given  by  the  animal  is  four  times  as 
powerful  as  when  it  is  in  water. 

{!Z7o)  In  the  gymnotus,  which  is  a  fresh-water  fish,  tolerably 
abundant  in  the  marshes  of  Surinam,  and  in  the  tributaries  to  the 
Orinoco,  there  are  four  electrical  organs,  a  large  and  a  small  one 
on  each  side,  running  from  the  head  to  the  tail  of  the  animal. 
These  organs,  like  those  of  the  torpedo,  are  supplied  with  large 
nerves,  and  have  a  membranous  structure,  the  septa  running  in  a 
more  or  less  longitudinal  direction  from  the  head  towards  the  tail. 
The  longer  the  column  that  produces  the  shock  the  greater  is  the 
force  of  the  electric  discharge :  the  anterior  portions  of  this  animal 
are  positive  to  the  posterior,  so  that  the  strongest  shocks,  are  ob- 
tained by  touching  the  fish  simultaneously  near  the  head  and  near 
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the  tail ;  but  shocks  more  or  less  intense  may  be  obtained  from 
any  part  of  the  body^  if  the  hands  be  separated  for  a  short  distance 
in  the  direction  of  the  head  and  tail  of  the  animal ;  scarcely  any 
shock  is  felt  if  the  hands  be  placed  one  on  each  side  of  the  fish  at 
the  same  distances  from  the  head  or  the  tail.  So  great  is  the 
electric  energy  of  the  animal^  that  the^pecimen  which  was  exhi- 
bited in  the  Adelaide  Gallery^  40  inches  in  length,  was  calculated 
by  Faraday,  at  each  medium  discharge  to  emit  as  great  a  force  as 
the  highest  charge  of  a  Leyden  battery  of  fifteen  jars,  exposing 
3500  square  inches  of  coated  surface.  Shocks  difiering  in  intensity 
with  the  position  of  the  observer  and  his  distance  from  the  fish, 
were  felt  in  all  parts  of  the  tub  which  contained  it ;  this  tub  was 
46  inches  in  diameter.  The  shocks  from  the  gymnotus  have  power 
sufficient  to  kill  or  to  stun  fish :  the  same  discharge  produces  a 
more  powerful  efiect  upon  a  large  fish  than  it  does  upon  a  small 
one,  since  the  larger  animal  exposes  a  larger  conducting  surface 
to  the  water  through  the  mass  of  which  the  electricity  is  passing, 
and  consequently  it  receives  a  more  violent  shock.  On  one  occa- 
sion when  a  live  fish  was  put  into  the  tub,  the  animal  was  seen  by 
Faraday  to  coil  itself  into  the  form  of  a  semicircle,  the  fish  lying 
across  the  diameter :  this  position  was  the  one  most  favourable  to 
the  full  efiect  of  the  electrical  discharge ;  an  instant  afterwards  the 
fish  floated  motionless  upon  its  side,  deprived  of  life  by  the  shock 
which  it  had  received,  and  was  then  speedily  devoured  by  the 
gymnotus. 

The  shock  of  both  the  torpedo  and  the  gymnotus  gives  rise  to 
momentary  currents  sufficient  to  deflect  the  galvanometer,  to  mag- 
netize a  needle,  and  to  decompose  iodide  of  potassium  :  from  both 
species  sparks  have  also  been  obtained  between  two  insxdated  gold 
leaves,  properly  connected  with  the  fish. 

(271)  Tlie  Muscular  Current  in  Living  Animals. — The  re- 
searches of  Matteucci  have  shown  that  in  the  living  animal  an 
electrical  current  is  perpetually  circulating  between  the  internal 
portion  of  a  muscle,  and  its  external  surface ;  a  current  due  pro- 
bably to  the  chemical  actions  which  are  produced  by  the  vital 
changes  which  are  continually  occurring  in  the  organic  tissue. 
This  muscular  current,  as  it  has  been  termed,  ceases  to  manifest 
itself  in  warm-blooded  animals  in  a  very  few  minutes  after  the 
life  of  the  entire  animal  has  terminated;  but  in  cold-blooded 
animals,  and  especially  in  the  frog,  it  continues  for  a  much  longer 
period.  Vital  contractility  also  continues  in  these  animals  for  a 
longer  period  than  in  the  higher  orders  of  the  vertebrataj  and 
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hence  the  frog  has  been  extensively  employed  in  researches  of  thia 
description. 

The  following  is  one  of  the  forms  of  experiment,  devised  by 
Matteucci,  to  show  the  existence  of  the  muscular  current.  Five 
or  six  frogs  are  killed  by  dividing  the  spinal  column  just  below 
the  head;  the  lower  limbs  are  removed  and  the  integuments 
stripped  off  them ;  the  thighs  are  next  separated  from  the  legs  at 
the  knee-joint,  and  are  cut  across  transversely.  The  lower  halves 
of  these  prepared  thighs  are  then  placed  upon  a  varnished  board, 
and  so  arranged  that  the  knee-joint  of  one  limb  shall  be  in  con- 
tact with  the  transverse  section  of  the  next,  and  thus  a  muscular 
pile  is  formed  consisting  of  ten  or  twelve  elements ;  the  terminal 
pieces  of  this  pile  are  each  made  to  dip  into  a  separate  small  cavity 
in  the  board,  in  which  a  little  distilled  water  is  placed.  If  the  wires 
of  a  sensitive  galvanometer  be  attached  to  a  pair  of  platinum  plates, 
and  these  plates  be  plunged  simultaneously,  one  into  each  cavity 
in  connexion  with  the  muscular  pile,  a  deviation  of  the  galvano* 
meter  needle  will  be  observed  in  a  direction  which  indicates  the 
existence  of  a  current  passing  from  the  centre  or  cut  transverse 
surface  of  the  muscle  towards  its  exterior. 

Dubois  Reymond,  by  the  use  of  still  more  sensitive  instruments, 
has  shown  that  even  the  smallest  shreds  of  muscular  tissue  exhibit 
proof  of  the  existence  of  such  a  current,  and  the  conclusion  which 
he  draws  from  his  experiments  is  the  following.  Any  point  of 
the  natural  or  artificial  longitudinal  section  of  a  muscle  is  posi- 
tive in  relation  to  any  point  of  the  natural  or  artificial  transverse 
section. 

Interesting  as  this  subject  is  in  a  chemical  point  of  view,  in 
connexion  with  the  changes  which  take  place  in  the  circulating 
fluids,  it  would  be  irrelevant  to  our  present  purpose  to  pursue  it 
further.  The  question  belongs  more  properly  to  the  physiologist 
than  to  the  chemist ;  and  the  reader  who  desires  fuller  informa- 
tion upon  this  branch  of  inquiry  is  referred  to  the  various  papers 
of  Matteucci,  in  the  Annates  de  Chimie,  and  the  Philosophical 
Transactions,  and  to  the  work  of  Dubois  Reymond,  or  to  the  more 
recent  systematic  treatises  on  physiology. 

§  VIII.  Magnetic  Polarization  of  Light — Diamagnetism. 

{272)  Influence  of  Magnetism  on  Polarized  Light  transmitted 
through  Uncrystallized  Transparent  Bodies. — ^Allusion  has  been 
already  made  (iizi)  to  a  peculiar  kind  of  polarization  to  which  light 
is  subject,  when  it  is  transmitted  through  certain  transparent  media, 
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which  are  under  the  influeuce  of  magnets  of  high  power.  Some 
transparent  bodies  are  better  fitted  than  others  to  exhibit  this  phe- 
nomenon. Some  years  ago  Faraday  prepared  a  peculiar  kind  of 
glass  for  optical  purposes ;  it  consisted  of  a  mixture  of  silicate  and 
borate  of  lead,  and  was  much  denser  than  ordinary  flint  glass: 
this  glass  is  particularly  well  adapted  to  display  the  efiects  of  mag- 
netic polarization.  Let  a  piece  of  this  glass  which  has  been  pro* 
perly  annealed  be  cut  into  the  form  of  a  rectangular  bar  or  prism, 
terminated  by  flat  parallel  faces ;  and  let  it  be  placed  between  the 
poles  of  a  powerful  electro-magnet  not  in  action,  the  axis  of  the 
prism  being  parallel  to  a  line  which  joins  the  two  poles, — ^in  fact 
in  the  direction  of  the  keeper  of  a  horse-shoe  magnet.  A  ray  of 
polarized  light  may  be  transmitted  along  the  axis  of  the  glass  bar, 
and  if  examined  by  an  analysing  plate  in  the  usual  manner  (i  14) 
the  light  will  disappear  when  the  plane  of  reflection  from  the  ana- 
lysing  plate  is  at  right  angles  to  the  plane  of  polarization.  If, 
now,  whilst  the  polarized  ray  is  at  the  point  of  maximum  obscura- 
tion, the  soft  iron  be  magnetized  by  the  action  of  the  battery,  the 

light    will   instantly  reappear,   aud^  if  white 
Fig.  333.  light  be  used,  the  reflected  ray  will  be  coloured. 

The  moment  that  the  connexion  with  the  bat- 
tery is  broken,  the  light  will  disappear,  and 
will  again  become  visible  each  time  that  the 
iron  is  rendered  magnetic.  If  the  north  end 
of  the  magnet  be  towards  the  observer,  the 
rotation  of  the  plane  of  polarization  is  to  the 
right,  as  represented  in  fig.  232,  No.  i,  but 
if  the  direction  of  the  magnetism  be  reversed,  so  that  the  south 
end  is  nearest  the  observer,  the  rotation  is  to  the  lefl,  as  in  No.  2, 
Difierent  bodies,  when  placed  between  the  poles  of  an  electro- 
magnet, possess  this  property  of  causing  the  ray  to  rotate  in  dif- 
ferent degrees,  but  all  singly  refracting  solids  and  liquids  manifest 
it :  in  magnetized  gases,  and  in  vactu),  no  such  efiects  have  been 
discovered.  The  extent  of  the  rotation  is,  cater  is  paribus,  directly 
as  the  intensity  of  the  magnetism,  and  as  the  length  of  the  medium 
traversed  by  the  ray.  By  placiug  the  transparent  bodies  in  the 
axis  of  a  coil  of  wire  conveying  an  electric  current,  the  same  effiects 
are  produced,  but  in  a  lower  degree :  the  more  numerous  the  coUs 
of  the  helix,  and  the  longer  the  column  of  the  transparent  body 
which  is  traversed  by  the  ray,  the  greater  is  the  extent  of  the  rota- 
tion. When  an  electric  current  passes  roimd  a  ray  of  polarized 
light,  in  a  plane  perpendicular  to  the  direction  of  the  ray,  it  caoses^ 
rotation  of  the  ray  in  the  same  direction  as  that  in  which  the  cur- 
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rent  is  passing.  The  interposition  of  bodies  which  are  not  suscep- 
tible of  magnetism^  between  the  coils  of  the  helix  and  the  trans- 
parent body  placed  in  its  axis,  does  not  sensibly  affect  the 
polarizing  action^  but  the  interposition  of  a  hollow  iron  core  be- 
tween the  helix  and  the  transparent  body  in  its  axis^  in  some 
cases  greatly  heightens  the  effect,  in  others  it  neutralizes  it,  the 
rotation  varying  with  the  thickness  of  the  core. 

Matteucci  found  that  by  elevating  the  temperature  of  a  bar  of 
heavy  glass  to  about  600°,  the  rotatory  power  was  increased  by 
about  ^,  when  compared  with  the  effect  of  the  same  bar  at  ordi- 
nary temperatures.  Bertin  {Ann.  de  Chimie,  III.  xxvii.  31)  gives 
the  following  rotatory  power  of  various  bodies  at  ordinary  tem- 
peratures, assuming  that  of  heavy  glass  as  equal  to  i  : — 

Heavy  glass roo 

Bichloride  of  tin 077 

Bisulphide  of  carbon 074 

Tercliloride  of  phosphorus       ...  0*5 1 

Water 0*25 

Alcohol  (sp.  gr.  0*850) o'i8 

Ether 015 

The  salts  of  lime,  zinc,  and  magnesia,  as  well  as  many  others,  in- 
crease the  rotatory  power  of  water,  when  added  to  it,  the  effec 
being  proportioned  to  the  strength  of  the  solution.  Verdet  has 
determined  by  careful  measurement  {Ann.  de  Chimie,  III.  lii.  129) 
the  extent  to  which  this  rotatory  power  is  possessed  by  various 
bodies  in  solution ;  and  this  observer  has  shown  that  the  addition 
of  a  salt  of  iron  to  water  diminishes  the  rotatory  power  of  the 
Kquid ;  aqueous  solution  perchloride  of  iron,  containing  40  per  cent, 
of  the  salt,  reverses  the  rotation,  and  gives  a  negative  rotation, 
which  is  five  or  six  times  as  powerful  as  the  positive  rotation  pos- 
sessed by  water.  Salts  of  chromium,  titanium,  cerium,  uranium, 
and  lanthanum  produce  a  similar  effect ;  whilst  the  salts  of  nickel 
and  cobalt,  which  are  also  magnetic,  produce  a  positive  effect,  and 
increase  the  ordinary  rotatory  power.  Ferrocyanide  of  potassium, 
although  it  contains  iron,  exerts  a  positive  rotatory  effect. 

Bodies,  such  as  oil  of  turpentine,  which  naturally  produce 
coloured  circular  polarization  {120)  have  the  power  exalted,  anni- 
hilated, or  reversed,  according  to  the  direction  and  intensity  of 
the  electric  current  which  is  transmitted  through  the  coil.  The 
polarization  produced  by  magnetism  differs  from  the  ordinary 
coloured  circular  polarization  shown  by  oil  of  turpentine,  in  this 
remarkable  particular— viz.,  that  the  magnetic  rotation  is  always 
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Fig.  333. 


in  the  same  direction  as  that  of  the  current  which  circulates 
around  the  coil. 

Let  c  d,  fig.  233,  represent  a  vessel  filled 
with  oil  of  turpentine  endowed  with  right-handed 
rotation^  and  let  a  i  be  a  polarized  ray.  If 
the  ray  proceed  from  a  to  the  observer  at  4, 
the  rotation  will  of  course  appear  right-handed 
to  him,  as  shown  by  the  circle  c  ;  and  if  from 
b  to  a,  the  rotation  will  still  appear  right- 
handed  to  the  observer  at  a,  as  shown  by  the 
circle  d.  If  now  a  current  be  passed  round  c  d, 
in  the  direction  of  the  circular  arrow  at  c,  the 
rotation  to  the  observer  at  b  will  appear  to  be 
increased ;  while  to  an  observer  at  a,  it  will  appear  to  be  neutralized 
or  reversed. 

{273)  Magnetism  of  Bodies  in  general, — It  was  formerly  ima- 
gined since  iron  was  susceptible  of  magnetism  in  a  high  degree, 
nickel  in  an  inferior  degree,  and  cobalt  in  a  degree  still  less,  that 
all  other  substances  might  also  be  magnetic,  although  to  an  extent 
so  minute  as  to  elude  the  ordinary  means  of  observation.  More- 
over, as  experiment  had  proved  that  a  reduction  of  temperature 
exalts  the  magnetic  power  of  iron  and  of  nickel,  it  seemed  not  un- 
reasonable to  anticipate  that  by  extreme  depression  of  temperature 
a  point  might  be  attained  at  which  every  species  of  matter  would 
show  itself  obedient  to  the  magnet.  Experiments  made  upon  this 
subject  at  very  low  temperatures  have  not,  however,  justified  these 
expectations.  The  employment  of  magnets  of  unusual  power  has, 
on  the  other  hand,  revealed  the  existence  of  a  susceptibility  to  this 
force  in  cases  where  under  ordinary  circumstances  it  had  not  been 
observed.     (Faraday,  Phil.  TVans.,  1846.) 

Before  adverting  to  these  experiments,  it  will  be  advisable  to 
define  clearly  the  different  parts  of  the  space  between  the  two  poles 
where  the  magnetic  action  is  manifested.     Let  us  suppose  that  we 

are  looking  down  upon  the  poles  n  s  (fig.  234), 
of  a  powerful  horseshoe  magnet;  the  space 
between  them  has  been  termed  by  Faraday 
the  magnetic  field ;  the  line  a  x,  will  give  the 
direction  of  its  axis ;  the  line  e  q,  which  is 
in  the  same  horizontal  plane,  but  at  right 
angles  to  a  x,  will  form  the  equator  of  the 
magnetic  field.  A  bar  of  iron  suspended  by 
its  centre  above  such  a  magnet,  will  take  a 
horizontal  direction  parallel  to  the  axis  a  x» 
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and  is  said  to  point  axially.  By  using  electro-magnets  of  enormous 
power  (254)  many  bodies  not  usually  reputed  to  be  magnetic  will 
take  the  axial  position  like  a  bar  of  iron.  For  example^  if  an  elon- 
gated fragment  of  haematite^  or  red  oxide  of  iron,  which  is  indifferent 
to  a  common  magnet,  be  suspended  horizontally  at  its  centre  by  a 
few  fibres  of  silk  between  the  poles  of  such  an  electro-magnet,  it 
will  point  axially  ;  even  a  sheet  of  writing  paper  rolled  up  so  as 
to  form  a  short  cylinder  will,  usually,  owing  to  the  small  quantity 
of  iron  or  of  cobalt  that  it  contains,  assume  a  similar  direction. 

Faraday  has  found  as  a  general  rule  that  the  salts  of  the 
magnetic  metals  are  themselves  magnetic,  provided  that  these 
metals  enter  into  the  base  of  the  salts.  For  instance,  crystals  of 
protosulphate  of  iron  placed  in  a  thin  glass  tube,  which  is  not 
magnetic,  will  cause  the  tube  to  point  axially.  Such  salts  pre- 
serve their  magnetic  properties  even  when  dissolved  in  water:  if 
the  solution  be  placed  in  a  glass  tube  of  the 
form  shown  in  fig.  1Z35,  the  tube  when  suspended  Fig.  335. 
by  a  loop  of  copper  wire  and  a  few  fibres  of  raw 
silk,  will  take  an  axial  position  between  the  poles 
of  the  magnet.  Solutions  of  sulphate  of  nickel 
and  of  sulphate  of  cobalt  act  in  a  manner  similar 
to  the  solutions  of  the  salts  of  iron.  The  pure 
salts  of  chromium  and  of  manganese  have  in  like  manner  proved 
to  be  magnetic,  and  hence  these  metals  themselves  are  inferred  to 
be  so,  although,  from  the  high  temperature  required  to  reduce 
them  to  the  metallic  condition,  it  is  almost  impossible  to  obtain 
them  in  such  a  state  of  chemical  purity  as  would  enable  the  fact 
to  be  verified  by  experiments  upon  the  metals  themselves  in  an 
uncombined  state. 

{274)  Diamagnetism. — All  the  magnetic  bodies  mentioned 
above  are  attracted  indifferently  by  either  magnetic  pole ;  and, 
if  of  elongated  form,  they  place  themselves  with  their  longest 
diameter  in  the  axial  direction  when  suspended  by  their  centre 
between  two  contrary  magnetic  poles.  It  is,  however,  far  from 
being  true  that  all  substances  are  magnetic.  Bodies  exist,  which 
when  brought  near  to  a  magnetic  pole  are  repelled  instead  of 
being  attracted :  such  substances  have  been  termed  diamagnetics. 
If  a  straw  (s,  fig.  236)  be  suspended  horizontally  by  a  silk  fibre, 
and  from  one  extremity  of  the  straw  a  small  piece  of  phosphorus, 
p,  be  supported  in  a  ring  of  fine  copper  wire,  repulsion  of  the 
phosphorus  will  be  produced  indifferently  by  either  pole.  In  such 
im  experiment  it  will  be  found  convenient  to  place  a  soft  iron 
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armature,  bevelled  off  to  a  blnot  point,  upon  tbe 
pole  of  the  magnet,  in  order  to  concentrate  the 
power,  because  the  repulsive  force  is  very  feeble  when 
compared  with  the  attractive  power  developed  in 
iron.  If  a  stick  of  phoephorus  be  suspeaded  be- 
tween the  two  poles  of  the  electro-magnet,  it  takes 
the  eqitatorial  position,  assuming  a  direction  at  right 
angles  to  that  of  a  bar  of  iron,  the  phosphorus  being 
repelled  by  each  pole  to  the  greateat  distance  pos- 
sible. Phosphorus,  it  will  be  observed,  is  a  non- 
conductor  of  electricity ;  but  some  of  the  metals,  of 
t  which  bismuth  and  antimony  are  the  most  remark- 
able, exhibit  this  repulsive  action  in  a  still  higher 
degree.  Substances  of  an  organic  nature,  such  as 
blices  of  wood,  apple,  potato,  or  flesh,  likewise  show 
this  diamagnetic  power,  tboogh  not 
strongly.  In  fact,  all  bodies  whidi 
are  not  magnetic,  exhibit  diamagnetic 
properties.  Owing  to  the  feeble 
amount  of  these  repulsive  actions,  it  is 
necessary  to  screen  the  objects  under 
experiment  from  the  influence  of  cur- 
rents of  air,  by  surrounding  them  with 
a  glass  case,  as  represented  in  6g.  237, 
in  which  h  represents  a  bar  of  bismuth, 
~}  or  other  diamagnetic  body,  delicately 
suspended  by  a  few  fibres  of  unspun 
'  silk,  e.  The  bismuth  bar  is  shown  in 
the  equatorisl  position  between  the  two 
poles  of  the  electro-magnet,  which 
project  through  apertures  made  for 
their  reception  in  the  table. 
(275)  SHamagnetUm  of  Gtuet. — The  earlier  experiments  upon 
the  gases,  owing  to  the  very  small  amount  of  ponderable  matter 
to  be  acted  upon,  gave  results  which  seemed  to  prove  that  they 
were  indifferent  to  the  influence  of  the  magnet ;  but  subsequent 
researches  have  shown  that  even  the  different  gases  and  vapoun 
are  susceptible  of  the  diamagnetic  influence  in  a  degree  which 
varies  with  the  nature  of  the  gas.  {Faraday,  Phil.  Mag.,  1847, 
xxxi.  p.  401). 

The  gases  upon  which  experiments  were  made  by  Faraday 
appear  to  stand  in  the  following  order,  beginning  with  thon 
which  are  least  diamagnetic :  —  atmospheric  air,  deutoxide  cf 
nitrogen,  carbonic  add,  ^kAqi^  ot  iu.t.EQ^en,  carbonic  cudd^ 
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hydrogen^  coal  gas,  olefiant  gas^  hydrochloric  acid^  ammonia,  and 
chlorine. 

Elevation  of  temperature  exalts  the  diamagnetic  condition,  a 
stream  of  hot  oxygen  appearing  to  be  diamagnetic  in  an  atmo- 
sphere  of  cold  oxygen.  A  similar  result  was  obtained  with  all 
such  gases  as  were  compared  with  each  other  at  high  and  at  low 
temperatures.  On  the  other  hand,  depression  of  temperature 
lowers  the  diamagnetic  force,  so  that  a  current  of  cooled  gas  when 
allowed  to  flow  into  a  warmer  atmosphere  of  the  same  kind^  takes 
an  axial  position  in  the  magnetic  field.  If  a  stream  of  one  gas 
be  allowed  to  escape  into  an  atmosphere  of  a  second  gas  more 
diamagnetic  than  itself,  the  less  diamagnetic  gas  takes  the  axial 
position  ;  when  atmospheric  air,  for  instance,  is  made  to  flow  into 
coal  gas,  the  air  takes  the  axial  or  magnetic  position  between  the 
poles;  though  air  itself  would  take  the  equatorial  position  in 
oxygen  gas.  The  diamagnetism  of  gases  was  first  indicated  in 
an  experiment  by  Bancalari :  he  found  that  the  flame  of  burning 
bodies  was  influenced  by  the  action  of  a  powerful  electro-magnet. 
This  efiect  is  beautifully  exhibited  by  simply  placing  the  flame  of 
a  taper,  or  of  any  combustible  substance,  between  the  poles  of  the 
magnet,  when  in  action ;  the  flame  appears  to  be  repelled  towards 
either  side  by  the  poles,  and  if  the  magnet  be  sufficiently  powerful^ 
the  flame  divides  into  two  streams,  which  pass  off  horizontally,  one 
on  either  side,  in  the  equatorial  direction.  If  the  taper  be  extin- 
guished, whilst  the  wick  still  continues  to  glow,  the  ascending 
column  of  smoke  when  placed  between  the  poles  of  the  magnet 
exhibits  these  motions  equally  well. 

The  following  simple  contrivance  was  employed  by  Faraday 
to  show  the  position  assumed  by  the  different  gases.  A  bent 
tube  conveyed  the  gas  for  experiment  in  a  very  slow  but  continuous 
stream  into  the  centre  of  the  magnetic  field ;  generally  a  piece 
of  paper,  moistened  with  a  solution  of  ammonia,  was  placed  in  the 
bent  tube.  Supposing  the  gas  to  be  lighter 
than  air,  three  wide  glass  tubes,  open  at  •   3  • 

each  end,  and  three  or  four  inches  long, 
were  suspended  with  their  lower  apertures 
in  the  equatorial  line,  as  represented  in 
fig.  238,  with  the  middle  tube  just  above 
the  bent  tube  for  the  delivery  of  the  gas. 
In  each  tube  a  piece  of  paper  moistened 
with  hydrochloric  acid  was  suspended. 
The  whole  was  screened  from  currents  of  air  by  plates  of  glass.  So 
long  as  the  iron  was  not  magnetized,  the  gas  flowed  readily  up  the 
axis  of  the  middle  tube ;  but  on  bringing,  the  electro-magnet  into 
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action^  the  gas^  instead  of  passing  directly  up  the  central  tube^  was^ 
when  more  diamagnetic  than  air,  diverted  into  each  of  the  side 
tubes ;  and  the  currents  were  rendered  visible  by  the  white  fumes 
produced  when  the  ammonia  carried  by  the  gas  came  into  contact 
with  the  vapours  of  the  acid  contained  in  the  tube.  If  the  gas 
under  experiment  were  heavier  than  atmospheric  air,  the  position 
of  all  the  tubes  was  inverted,  and,  in  place  of  ascending  currents, 
descending  currents  were  obtained.  The  action  of  the  magnet 
upon  the  different  gases  was  also  shown  by  blowing  soap  bubbles, 
filled  with  each  gas  for  trial,  upon  the  end  of  a  capillary  tube,  and 
bringing  the  suspended  bubble  near  to  the  pole  of  the  magnet; 
on  completing  the  circuit  the  bubble  was  attracted  or  repelled 
according  as  the  gas  was  magnetic  or  diamagnetic. 

By  suspending  a  feebly  magnetic  glass  tube,  attached  to  the 
thread  of  a  delicate  torsion  balance,  between  the  magnetic  poles 
successively  in  oxygen  and  in  vacuo,  E.  Becquerel  {Ann,  de  Chimie, 
III.  xxviii.  324)  found  that  the  tube  was  less  strongly  attracted  in 
oxygen  than  in  the  exhausted  receiver,  and  by  varying  the  expe- 
riment in  different  ways  he  succeeded  in  proving  that  oxygen  is  a 
decidedly  magnetic  body ;  he  has  calculated  that  a  cubic  metre  of 
oxygen,  which  at  32°  F.  and  29*92  inches  Bar.  weighs  22015  grains, 
if  it  were  condensed  till  it  had  a  specific  gravity  equal  xo  that  of 
iron,  would  act  upon  a  magnetic  needle  with  a  force  equal  to 
that  of  a  little  cube  of  iron  weighing  8^  grains ;  or  that  the 
magnetism  of  oxygen  is  to  that  of  metallic  iron  as  i  :  2647.  He 
computes  that  the  magnetic  effect  of  the  oxygen  in  the  air  is  equal 
to  that  of  a  shell  of  metallic  iron  ^  l^  of  an  inch  in  thickness 
surrounding  the  globe  of  the  earth. 

The  fact  of  the  magnetism  of  oxygen  was  first  suggested  by 
Faraday  (PhU.  Mag.,  1847),  and  was  amply  proved  by  him  {PhU. 
Trans.,  1851,  p.  23),  independently  of  Becquerel.  He  has  further 
ascertained  that,  like  iron,  it  loses  its  magnetism  when  strongly 
heated,  but  recovers  it  when  the  temperature  falls.  In  this  dimi- 
nution in  magnetic  intensity  as  the  temperature  rises,  he  considers, 
probably  lies  the  explanation  of  the  diurnal  variations  of  the  needle, 
the  cause  of  which  has  so  much  perplexed  magnetic  observers :  the 
explanation  is  however  not  regarded  as  adequate  by  some  eminent 
magneticians. 

(276)  The  following  table  contains  a  list  of  various  substances 
arranged  in  the  order  of  their  magnetic*  and  diamagnetic  powers, 
as  approximatively  determined  by  Faraday: — 


*  Faraday  regards  all  substaDces  as  magnetic,  and  designates  those  mb* 
stances  genendly  termed  magnetic,  as  paramagnetic,  in  oontradistinction  tp 
those  wnioh  are  diamagnetic. 
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Magnetic, 

Iron 

Nickel 

Cobalt 

Manganese 

Chromium 

Cerium 

Titanium 

Palladium 

Crown  glass 

Platinum 

Osmium 

Oxygen 


Nitrogen. 


Diamagnetic 

Bismuth 

Phosphorus 

Antimony 

Zinc 

Silico-borate  of  lead 

Tin 

Cadmium 

Sodium 

Flint  glass 

Mercury 

Lead 

Silver 

Copper 

Water 

Gold 

Alcohol 

Ether 

Arsenic 

Uranium 

Rhodium 

Iridium 

Tungsten 


It  is  worthy  of  particular  remark  that  the  same  substance  may 
appear  to  be  either  magnetic  or  diamagnetic  according  to  the  nature 
of  the  medium  in  which  it  is  placed.  If  a  glass  rod  be  suspended 
horizontally  in  a  vessel  of  water^  which  is  a  strongly  diamagnetic 
body,  it  will  point  axially,  like  a  rod  of  iron ;  whereas  the  same 
rod,  if  suspended  in  a  solution  of  sulphate  of  iron,  which  is  magnetic, 
will  point  in  the  equatorial  direction.  In  like  manner  a  tube 
containing  a  solution  of  sulphate  of  iron  will  in  pure  water  seem 
to  be  magnetic,  while  in  a  still  stronger  solution  of  the  sulphate 
it  will  act  as  a  diamagnetic  substance ;  just  as  a  soap  bubble  filled 
with  carbonic  acid,  which  is  heavier  than  air,  will  fall  to  the 
ground,  while  if  filled  with  hydrogen,  which  is  much  lighter  than 
the  atmosphere,  it  will  ascend. 

Air,  in  consequence  of  its  containing  oxygen  in  an  uncombined 
condition,  is  a  magnetic  substance. 

(277)  The  same  Bodies  in  combination  may  be  Magnetic  or 
Diamagnetic  according  to  the  nature  qf  the  Compound. — One  of  the 
most  interesting  peculiarities  of  diamagnetism  is  exhibited  in  the 
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circumstance  that  the  same  hody  may  assume  the  magnetic  or  the 
diamagnetic  state  according  to  the  nature  of  the  compound  which 
it  forms.  A  metal  may^  for  example^  occur  as  the  base  or  electro- 
positive constituent  of  a  compound^  or  it  may  enter  into  the  com- 
position of  those  substances  which  form  the  acid  or  electro-n^ative 
constituent  of  the  compound.  A  good  illustration  of  the  diffe- 
rence thus  produced  occurs  in  the  case  of  iron.  Iron  acts  as  a 
base  in  the  crystals  of  green  vitriol  (FeO,  SO3  -h  7  Aq),  of  which 
the  metal  forms  about  -J-  by  weighty  and  gives  to  them  a  decidedly 
magnetic  power ;  but  in  the  yellow  prussiate  of  potash  (K^,  FeCy, 
+  3  Aq),  which  also  contains  iron  to  the  extent  of  more  than  }  of 
its  weight,  the  crystals  are  diamagnetic.  The  iron  in  this  case 
occurs  in  the  electro-negative  constituent  of  the  salt,  and  not  as  a 
base.*  In  the  same  way,  bichromate  of  potash  (KO,  2Cr03), 
where  the  chromium  forms  part  of  the  acid,  is  diamagnetic,  while 
the  sulphate  of  chromium  (Cr^  O3,  3SO3),  where  the  metal  acts  as 
a  base,  is  decidedly  magnetic.  Some  of  the  compounds  of  cobalt 
exhibit  analogous  difierences. 

(278)  In  prosecuting  this  subject,  Tyndall  and  Knoblauch 
{Phil,  Mag,,  1850,  vol.  xxxvi.  p.  178,  and  xxxvii.  p.  1)  have  been 
led  to  the  conclusion  that  a  substance  may  appear  to  be  either 
magnetic  or  diamagnetic  according  to  the  arrangement  of  its  com- 
ponent particles.  It  must  not,  however,  be  supposed  that  there 
is  not  a  real  distinction  between  the  two  classes  of  substances; 
but  that,  under  certain  circumstances,  a  truly  magnetic  body  may 
appear  to  be  diamagnetic,  and  a  body  truly  diamagnetic  may 
appear  to  be  magnetic.  The  following  experiments  may  be  cited 
in  order  to  explain  this  point.  A  small  ilat  circular  disk  was  pre- 
pared with  a  paste  of  wheaten  flour ;  and  in  this  disk  a  number 
of  short  pieces  of  iron  wire  were  placed,  all  parallel  to  each  other, 
and  all  passing  from  one  surface  of  the  disk  to  the  other,  perpen- 
dicularly to  its  two  faces.  This  disk  was  suspended  from  a  fibre 
of  silk,  by  its  edge,  in  a  vertical  direction,  between  the  poles  of 
an  electro-magnet ;  but  though  it  was  undoubtedly  magnetic,  the 
plate  placed  itself  with  its  faces  parallel  to  the  equator  of  the 
magnetic  field.  Each  of  the  short  pieces  of  wire,  however,  had 
assumed  the  axial  position,  although  the  disk  as  a  whole  arranged 
itself  in  a  diamagnetic  position. 

When  a  similar  disk  was  prepared  in  which  threads  of  bismuth 
"were  substituted  for  the  iron  wire,  the  disk  placed  itself  in  the 

*  It  is,  however,  remarkable  that  the  red  ferridcvanide  of  iron  is,  accord- 
ing to  Plucker*B  observation,  distinctly,  though  feebly,  magnetic.  Faradaj 
enumerates  it  among  the  diamagnetic  class. 
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xnaguetic  direction,  with  its  fSetces  parallel  to  the  axis  of  the  mag- 
Betic  field.  The  bismuth,  however,  is  unquestionably  diamagnetic, 
and  each  of.  the  pieces  of  this  metal  which  the  plate  contains 
assumes  the  diamagnetic  direction. 

The  conclusion  which  Tyndall  and  Knoblauch  draw  from  these 
experiments  is,  that  if,  in  a  magnetic  or  in  a  diamagnetic  mass,  there 
be  one  particular  direction  in  which  the  particles  which  compose 
it  are  more  closelj  approximated  to  each  other  than  in  any  other 
direction,  the  line  which  corresponds  to  this  direction  of  greatest 
density  will  be  the  one  in  which  the  magnetic  or  diamagnetic  action 
is  most  strongly  marked.  One  of  the  experiments  made  in  sup- 
port of  this  view  is  the  following : — Powdered  bismuth  was  formed 
by  means  of  gum-water  into  a  mass  sufiiciently  coherent  to  be 
worked  into  a  small  cylindrical  bar  about  an  inch  long  and  a 
quarter  of  an  inch  thick.  When  this  cylinder  was  suspended  by 
its  centre,  in  a  horizontal  direction  between  the  poles  of  the  electro- 
magnet, it  pointed  equatorially  as  an  ordinary  bar  of  bismuth 
would  have  done ;  but  when  this  same  cylinder  was  compressed 
laterally,  so  as  to  form  a  flat  plate,  it  assumed  a  direction  with 
its  faces  parallel  to  the  axial  position,  though  its  length  in  some 
cases  was  ten  times  as  great  as  its  thickness. 

Again,  carbonate  of  iron  is  a  magnetic  body :  if  reduced  to 
fine  powder,  and  formed  into  a  cylinder  similar  to  that  made  with 
the  bismuth,  it  will  point  axially,  or  like  a  magnet,  between  the 
poles ;  but  if  compressed  into  a  plate,  this  plate  will  set  with  its  faces 
parallel  to  the  equatorial  direction.  Here,  in  each  case,  those  parts 
in  which  the  particles  of  the  bismuth,  or  the  salt  of  iron,  are  by 
compression  brought  the  nearest  to  each  other,  are  those  in  which 
the  diamagnetic  or  the  magnetic  action  predominates.  It  is  by 
an  application  of  this  principle  that  Tyndall  and  Knoblauch  account 
for  the  fact  discovered  by  Pliicker,  that  in  all  crystalline  bodies 
belonging  to  those  systems  which  exercise  a  doubly  refractive  in- 
fluence on  light,  the  optic  axis  assumes  a  definite  direction  imder 
the  influence  of  the  electro-magnet.  Assuming  that  the  optic  axis 
of  a  crystal  is  the  direction  in  which  the  particles  of  the  crystal 
have  experienced  the  greatest  degree  of  condensation,  the  effects 
obtained  by  experiment  admit  of  explanation.  The  position  assumed 
by  the  optic  axis  is  not  uniformly  the  same  in  diJQferent  specimens 
of  the  same  substance,  though  in  the  same  specimen  it  is  always 
the  same.  For  example :  Iceland  spar,  when  pure,  is  a  diamagnetic 
substance,  but,  if  it  contain  carbonate  of  iron,  it  exhibits  magnetic 
properties.  In  the  course  of  their  researches,  Tyndall  and  Knob- 
lauch took  pieces  firom  several  specimens  of  Iceland  spar,  some  of 

H  H 
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which  were  raaguetic,  others  diamagnetic.  These  different  samples 
were  cut  into  the  form  of  disks,  or  Rat  circular  plates,  the  sor&ces. 
of  which  were  parallel  to  the  optic  aris  of  the  crystals.  When  the 
disks  were  suspended  horizontally  at  their  centres  hetween  the 
poles  of  an  electro-magnet,  so  that  the  optic  axis  of  the  crystal 
was  in  a  horizontal  plane,  each  disk  always  assumed  a  determinate 
direction.  When  the  disk  was  taken  from  a  magnetic  crystal,  the 
optic  axis  placed  itself  axially  between  the  poles ;  when  from  adia- 
magnetic  crystal,  the  optic  axis  assumed  the  equatorial  direction. 
Thus  it  appears,  that  whether  the  crystal  be  magnetic  or  diamag- 
netic,  the  action  is  exhibited  in  each  case  most  powerfully  in  the 
direction  of  the  optic  axis,  which  is  assumed  to  be  the  line  in 
which  the  particles  are  most  closely  approximated  to  each  other. 
Faraday  has  shown  that  the  directive  force  of  the  crystal,  whether 
magnetic  or  diamagnetic,  diminishes  as  the  temperature  rises. 

(379}  It  has  been  ascertained  by  £.  Bec- 
FiQ.  139.  querel  and  by  Tyndall,  that  the  diamagnetic 

^-■~~~-^  repulsion,   as   measured   by  means   of  the 

torsion  balance,  is  as  the  square  of  the  inten- 
sity of  the  current.  The  phenomena  of  dia- 
magnetism  may  be  accounted  for,  as  wa* 
remarked  by  Faraday,  on  the  supposition 
that  electric  currents  are  circulating  around 
the  particles  of  the  diamagnetic  body  in  a 
direction  the  rererse  of  those  which  are 
supposed  to  exist  in  magnetic  bodies,  though 
he  was  unable  to  satisfy  himself,  by  espe* 
riment,  of  the  existence  of  such  polarity ; 
but  the  experiments  of  Reich,  of  "Weber,* 

•  The  principle  orWeber'sbeautirulappantoi, 
with  wLica  Tyndall's  deciaire  experiments  (rera 
made,  will  be  understood  irilbout  difficulty-  Let 
H  h'  l&g.  33<))  represent  two  eiiailar  verlical  helicei 
of  copper  wire ;  a  b,  e  d,  two  bars  of  bismnth  or 
other  diamagnetic  body  attached  to  cords,  which 
pass  over  the  wheels  w,  w',  bo  that  they  can  by 
moving  one  of  the  wheels  be  placed,  at  pleasure,  in 
either  ofthe  positions  shown  in  Fi|{.  341,  i  and  z.  ot 
represent*  one  of  a  pair  of  bar  magnets,  arranged 
astatically,  and  delicately  suspended  side  by  fiide  by 
_r — ei.-  _  _c nsilli.T.  It  IS  a  miiTor  attached 


a  few  fibres  of  unepL 


_X!A 


to  the  centre  of  the  magnet,  and  by  viewing  a  scale 
reflected  in  this  mirror  through  a  telescope  at  adii* 
tance  of  8  or  10  feet,  the  smallest  deflection  of  the 
magneta  may  be  estimated  and  measured.  On 
tranamittiiu;  &  voltaic  current  from  one  or  two  of 
,  ^  Grove's  ceUs  through  the  coils  in  opposite  dir«e- 
~  tions,  the  bismuth  bars  within  the  helices  will  be- 
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and  quite  recently  of  Tyndall  (PAi7.  TVans.,  1855,  1856),  appear  to 
have  proved  conclusively  that  bodies  which  are  under  diamagnetic 
influence,  exhibit  polar  characters.  The  polarity  of  these  bodies  is 
such  that  a  diamagnetic  substance  possesses  a  feeble  iaag;netic 
polarity,  the  magnetism  of  each  pole  being  timilar  to  that  of  the 
pole  of  the  inducing  magnet  in  its  vicinity :  whereas  in  an  ordinary 
magnetic  substance  the  inducing  magnetism  is  oppotite  to  that  of 
the  magnetic  pole  by  which  the  magnetism  is  elicited. 


(280)  Definite  QuaaiUy  of  Force ;  IndeitmclibUUy   of  Force ; 
Mutual  Relations  of  Different  Kindt  of  Force. — The   progress  of 


come  diamaitnetized ;  and  by  carefully  raisiog  or  lower- 

inji  the  astatic  bara  n  «,  «  n,  shown  in  section  with  the  Fio.  340. 

coili  H  n'  in  fig.  140,  until  they  are  opposite  the  middle 

B  poaitioa  may  be  foond  in  which  the  mag-     . ^ 


of  the  coila,     ,  „ 

nets  become  indifferent  to  the  action  of  the  curreat. 
If,  whilst  the  apparatus  is thns  arranged,  the  wheel  w  H[o\ 
be  turned  to  the  right,  the  bismuth  bars  will  be  brought   -Jfc^ 
into  the  position  fig.  341.  i,  and  a  defiection  of  the    "ft 
aatatic  ma^-nets  will  be  effected.     The  lower  end,  6,  of 
one  bismuth  bar,  if  polar,  would  be  (from  the 
reversed  direction  of  the  currents  in  the  helices) 
in  the  sarne  condition  as  the  upper  end.  e,  of  p^^ 

the  other  bismuth  bar,  and  each  will  therefore 
attract  one  particular  end,  say  the  north,  of  /''~~^, 
each  magnet  composing  the  aststio  combination, 
and  wouJd  repel  the  sou^i  end  ;  each  conspiring 
to  produce  a  deflection  of  both  magnets  in  the 
same  direction :  but  on  turning  the  wheel  to 
the  left,  so  SiS  to  bring  the  biamuth  bars  into 
the  poaitiun  shown  in  141,  3,  the  astatic  com- 
bination will  be  deflected  to  an  equal  extent  in 
the  ouposite  direction. 

Tnese  effects  are  moat  marlted  with  bodies 
like  biamuth  and  antimony,  which  have  the 
greatest  diamagnetic  energy ;  but  they  are  alio 
distinctly  shown  even  in  non-conducting  bodies, 
such  as  heary  glass,  phosphorus,  and  sulphur. 

If  solid  biamuth  give  a  deviation  which  is 
represented  by  7^  divisions  of  the  scale  em- 
ployed, the  folloning  table  will  represent  the 
action,  found  by  Tyndall,  of  the  other  bodies 
enumerated  in  it: — 

Bismuth 75 

Powdered  bismuth     ■    ■    ■    •    37 

Antimony 13  5 

Bisnlphiae  of  carbon  ....      5'^ 

White  marble 5 

Heavy  glass 4 

Phosphorus 4 

Distilled  water 4 

Caic  spar 3 

Hilre 17 


';^ 


vu 


c 

r 

1 

1 
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philosophical  iBquiries  for  many  years  past  has  been  of  such  a 
nature  as  to  produce  a  growing  conviction  in  the  minds  of  the 
active  cultivators  of  science,  that  force  is  equally  indestructible 
with  matter ;  and  that,  consequently,  the  amount  of  force  which  t& 
in  operation  in  the  earth  (perhaps  in  the  solar  system),  is  as  defi- 
nite as  that  of  the  material  elements  through  which  its  existence 
is  made  known  to  us. 

That  the  quantity  of  force  associated  with  matter  is  definite, 
may  be  illustrated  in  various  ways;  one  or  two  examples  must 
suffice.  The  first  which  we  will  select  will  show  the  fixity  in  the 
proportion  of  heat  which  is  associated  with  a  given  quantity  of 
matter.  A  pound  of  charcoal  when  burned  with  a  free  suj^y 
of  air,  combines  with  2-3-  lb.  of  oxygen,  and  produces  3^^  lb.  of  car- 
bonic acid.  The  chemical  action  produced  by  this  combustion  is 
attended  with  the  extrication  of  a  definite  quantity  of  heat :  and 
this  amount  of  heat,  if  it  be  applied  without  loss,  is  sufficient  to 
convert  12}-  lb.  of  water  at  60^,  into  steam  at  212^  F. :  associated 
with  each  pound  of  charcoal  there  must  therefore  be  a  definite 
amount  of  power  which  is  brought  into  action  when  that  charcoal 
is  burned.  A  difierent  but  equally  definite  amount  of  heat  is 
emitted  when  a  pound  of  phosphorus,  of  sulphur,  of  hydrogen, 
or  of  any  other  combustible  is  burned  with  free  access  of  air. 
The  quantity  of  electricity  associated  with  a  given  quantity  of 
matter  is  equally  definite.  When  a  piece  of  amalgamated  zinc  is 
placed  iu  voltaic  relation  with  a  plate  of  platinum  in  diluted  sul- 
phuric acid,  for  each  pound  of  zinc  which  is  dissolved,  a  quantity 
of  electricity  is  liberated,  by  means  of  which  a  pound  of  metallic 
copper  may  be  separated  from  the  solution  of  a  sufficient  quantity 
of  the  sulphate  of  copper,  or  3I-  lb.  of  silver  may  be  reduced  from 
a  solution  of  nitrate  of  silver. 

But  it  appears  further,  that  there  is  no  such  thing  as  a 
destruction  of  force.  The  cases  in  which  a  superficial  examination 
would  lead  to  the  conclusion  that  force  is  annihilated,  show  on 
closer  investigation  that  such  a  supposition  is  erroneous.  The 
only  mode  in  which  we  can  judge  of  the  existence  of  a  force  is 
from  the  efiects  which  it  produces,  and  of  these  efiects  that  which 
is  most  universal  is  the  power  either  of  producing  motion,  of 
arresting  it,  or  of  altering  its  directiou :  whatever  possesses  this 
power  has  been  looked  upon  as  a  form  of  force.  Motion  is  con- 
sequently regarded  as  the  signal  of  force.  There  is  no  difficulty  in 
showing  that  gravity,  elasticity,  cohesion,  and  adhesion,  are  all 
forces  in  the  sense  of  the  above  definition.  But  even  the  more 
subtle  and  complex  agents — light,  heat,  electricity^  magnetism  and 
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chemical  affinity,  are  all  capable  of  originating  motion^  and  may 
thus  fairly  be  admitted  under  the  definition  of  force  above  given. 

If  we  except  the  case  of  light,  for  which,  when  it  has  disap* 
peared  by  absorption,  no  satisfactory  account  has  yet  been  given, 
it  will  be  fonnd  that  in  all  cases  in  which  force  disappears,  it  has 
expended  itself  either  in  eliciting  or  setting  into  action  an  equiva- 
lent amount  of  some  other  force,  or  else  it  has  temporarily  disap- 
peared in  producing  a  definite  amount  of  motion.  In  this  case  it 
is  especially  to  be  remarked  that  the  amount  of  motion  which  it 
has  thus  brought  into  action,  when  that  motion  is  destroyed,  will 
again  give  rise  either  to  an  equal  amount  of  the  force  which  origi- 
nally produced  it,  or  to  an  equivalent  quantity  of  some  other 
force. 

For  example,  the  chemical  action  between  charcoal  and 
oxygen  terminates  as  soon  as  the  charcoal  is  wholly  converted 
into  carbonic  acid ;  and  a  quantity  of  heat,  which  is  equivalent  to 
that  amount  of  chemical  action,  remains  as  the  representative  of 
the  force  thus  expended.  The  heat  which  has  thus  been  developed 
is  ready  to  do  other  work ;  it  may  be  employed  in  converting  a  cer- 
tain quantity  of  water  into  steam,  and  the  steam  so  obtained  can 
be  applied  to  the  production  of  motion,  the  amount  of  which  may 
be  measured  by  determining  the  number  of  pounds  weight  which 
can  be  lifted  through  a  given  distance  by  the  steam  thus  pro- 
duced. Motion  may  again  be  made  to  produce  heat,  and,  as  Joule^s 
experiments  appear  to  show,  the  quantity  of  heat  thus  developed  is 
strictly  determined  by  the  aHX)unt  of  motion  which  is  applied  to 
its  development. 

It  appears,  however,  not  only  that  force  is  definite  in  its 
amount,  and  indestructible  in  its  essence,  but  that  many  of  the 
imore  important  varieties  of  force  are  intimately  related,  and  are 
capable  in  turn  of  eliciting  each  other.  The  forces  amongst 
which  such  mutual  relations  have  been  experimentally  proved  to 
exist  in  the  closest  manner,  are  those  of  light,  heat,  electricity, 
magnetism,  and  chemical  affinity.  The  transfer  of  any  one  of 
these  forces  from  one  point  to  another,  or  in  other  words,  the 
motion  of  any  one  of  these  forces,  is  always  attended  with  a  colla- 
teral manifestation  of  one  or  more  of  the  other  forms  of  force. 
In  the  action  of  a  simple  voltaic  circuit,  consisting  of  «  single 
pair  of  plates  of  zinc  and  platinum,  the  solution  of  a  certain  quan* 
tity  of  zinc,  or  the  chemical  action  between  the  zinc  and  the  acid^ 
sets  free  several  forces — viz. :  i.  ElecMcUy^  the  quantity  of  which 
is  dependent  strictly  upon  the  q>«aRtity  of  mnc  which  is  dissolved  j 
but  ibere  is  no  direct  manifestatiQii  of  this  force  so  long  as  the 
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circuit  is  closed.     2.  Chemical  action :  if  a  voltameter^  charged  with 
a  solation  of  sulphate  of  copper^  be  interposed  in  the  circuit  between 
two  electrodes   of  copper,  a  certain  quantity    of  copper,  corre- 
sponding to  the  zinc  which  is  being  dissolved  in  the  battery,  will 
be  deposited  on  one  electrode,  whilst  a  corresponding  amount  of 
copper  will  be  dissolved  from  the  other  electrode.     Here  is  a  che- 
mical action,  which  corresponds  in  amount  to  that  which  is  taking 
place  between  the  zinc  and  sulphuric  acid  in  the  active  cell  of  the 
battery.     3.  Magnetism :  if  the  connecting  wire  be  coiled  round 
a  piece  of  soft  iron,  the  iron  will  become  powerfully  magnetic  for 
the  time  during  which  the  current  is  traversing  the  conducting 
wire.     That  the  amount  of  this  magnetism  is  definite  may  be 
shown  by  causing  the  current  to  traverse  the  wire  of  a  tangent 
galvanometer,  which  is  introduced  into  the  circuit ;  a  deviation  of 
the  needle,  to  an  extent  depending  on  the  amount  of  chemical 
action  which  is  occurring  upon   the   zinc  at  the  time,  will  be 
produced.     4.  Heat :  if,  whilst  the  voltameter,  the  electro-magnet, 
and  the  galvanometer  are  still  included  in  the  circuit,  part  of  the 
circuit  be  composed  of  a  thin  wire  which  traverses  the  bulb  of 
Harris's  air  thermometer,  an  elevation  of  temperature  in  the  wire 
proportioned  to  the  amoimt  of  electricity  in  circulation  will  be 
obtained ;  and  5.  Light :  on  interrupting  the  connexion  of  auy 
part  of  the  circuit  a  bright  spark  is  obtained.     The  chemical  action, 
the  electricity,  the  magnetism   and  the  heat,  are  strictly   propor- 
tional to  each  other.     The  amount  of  light  at  present  has  not  been 
measured  with  sufficient  accuracy  to  enable  us  to  state  that  such 
is  also  the  case  with  regard  to  it.     With  a  compound  circuit  very 
intense  development  of  light  and  heat  may  be  obtained  between 
two  charcoal  points,  simultaneously  with  the  electrical,  chemical, 
and  magnetic  efiects,  but  in  this  case  the  relations  to  the  total 
quantity  of  zinc  dissolved  are  difierent  (236).     Chemical  affinity, 
then,  whilst  in  operation,  can   throw  a  current  of  electricity  into 
circulation,  and  a  current  of  electricity  will  develop  an  equivalent 
amount  of  magnetism  in  a  direction  at  right  angles  to  such  current 
It  also  produces  in  conductors,  heat  proportioned  to  the  resistance 
which  it  experiences,   and,  if  the  heat  be  sufficiently  intense,  it  is 
attended  with  the  emission  of  light. 

The  important  observations  of  Favre  already  quoted  (245),  show- 
ing the  dependence  of  the  quantity  of  heat  evolved  in  any  given 
circuit  upon  the  amount  of  magnetic  or  mechanical  work  which  it 
is  producing,  afibrd  interesting  additional  proofs  of  the  important 
proposition  that  force  is  never  really  either  generated  or  destroyed. 
Man  has  but  the  power  to  elicit  it  when  latent,  to  transfer  its 
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energy  to  new  points^  or  to  change  the  form  of  its  manifestation  so 
as  to  obtain  an  equivalent  amount  of  power  under  new  conditions. 

The  more  closely  the  investigation  is  followed  in  this  direction 
the  more  completely  is  the  truth  of  this  principle  rendered  mani- 
fest.  Thus  Soret  {Comptes  Rendus,'XliY.  301)  transmitted  a  con- 
tinuous electric  current  through  portions  of  conductors  which,  like 
Ampere's  wires  (fig.  212),  are  free  to  obey  their  mutual  impulse  of 
attraction  and  repulsion ;  and  he  found  that  if  the  moveable  con- 
ductors were  allowed  to  approach  each  other  in  accordance  with 
the  direction  of  the  attraction^  a  diminution  of  the  intensity  of 
the  current  is  observed  during  the  occurrence  of  this  motion, — a 
portion  of  the  intensity  of  the  current  being  expended  in  the  pro- 
duction of  motion.  If,  on  the  other  hand,  a  compulsory  movement 
in  opposition  to  the  attractive  force  is  effected,  the  intensity  of 
the  current  is  increased  during  the  act  of  movement. 

Again  the  same  observer  found,  as  might  indeed  have  been 
anticipated  from  Faraday's  magneto-electric  researches  {262),  that 
if  a  battery  in  connexion  with  a  helix  be  in  conducting  commu- 
nication with  a  galvanometer,  the  current  through  the  galvano- 
meter is  reduced  during  the  introduction  of  a  soft  iron  core  into 
the  axis  of  the  helix ;  but  it  is  increased  at  the  moment  of  with- 
drawing the  iron  core.  The  introduction  of  a  non-magnetic  sub- 
stance, such  as  a  core  of  copper,  produces  no  sensible  effect. 

We  have  already  traced  briefly  the  evolution  of  electricity  from 
chemical  action ;  and  Faraday  has  further  shown  that  the  elec- 
tricity developed  by  friction  in  the  ordinary  electrical  machine  pro- 
duces either  a  corresponding  amount  of  magnetic  action  on  the 
needle  of  the  galvanometer,  or  an  equivalent  amount  of  chemical 
decomposition  in  electrolytes  through  which  it  is  transmitted 
(249) ;  whilst  in  the  fusion  of  metallic  wires  we  have  evidence  of 
its  heating  power,  and  in  the  electric  spark  we  see  its  agency  in 
producing  light. 

The  experiment45  of  Faraday,  followed  by  those  of  other  philo- 
sophers, have  proved  that  the  motion  of  a  magnet  of  a  given  strength, 
under  certain  conditions,  produces,  in  a  closed  metallic  conductor, 
a  definite  current  of  electricity,  and  through  the  electricity  thus 
set  in  motion,  light,  heat,  and  chemical  action  may  be  developed, 
as  is  beautifully  shown  in  the  magneto-electric  machine  (265). 

On  the  other  hand,  heat  may  be  made  to  develop  electricity ; 
and  the  thermo -multiplier  (267)  of  Nobili  and  Melloni  shows  that 
the  current  of  electricity  which  is  produced  is  exactly  proportioned, 
cateris  paribus,  to  the  amount  of  heat  by  which  it  is  excited. 
The  ignition  of  solid  matter  shows  that  heat  may  elicit  light  imder 
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&vourable  circumstances.  It  further  appears  that  heat  may  excite 
chemical  action ;  and  as  it  may  also  give  rise  to  a  current  of 
electricity y  through  that  current  of  electricity  it  may  {Hrodooe  the 
development  of  magnetism. 

Light  may  produce  important  chemical  actions,  but  these 
actions  only  in  a  few  cases  develop  electricity,  magnetism,  or  heat. 
The  definite  connexion  of  light  with  the  oiiier  forces  and  the  quan- 
titative valuation  of  that  relation  still  remains  to  be  wrought  out. 
Indeed,  the  subject  i^ypears  to  offer  a  field  for  research,  difScult, 
because  as  yet  scarcely  trodden,  though  full  of  interest  and 
promise. 

The  reader  who  desires  to  pursue  the  subject  of  the  mutual 
relations  of  diffn^nt  kinds  of  force,  is  referred  to  an  interesting 
essay  on  the  subject  by  Oiove,  entitled  On  the  Correlation  of  the 
Physical  Forces,  For  further  information  on  the  other  subjects 
which  have  be^i  treated  of  in  this  chapter,  in  addition  to  the 
papers  already  quoted,  the  student  is  referred  to  the  important 
series  of  memoirs  by  Faraday,  published  during  the  last  twenty- 
five  years  in  the  Philosophical  Transactions^  which  have  also  been 
reprinted  in  a  separate  form ;  or  to  the  Treatises  oi  Becquerel  and 
De  la  Bive  on  Electricity  and  Magnetism, 
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Dewpoint,  ^71 

,,        hygrometer,  171 
Diamagnetic  repulsion,  law  of,  466 

, ,  state,  apparent  reyeraal  of,  463 

Diamagnetism,  459 

differential  actions,  463 
influence  of  ohemicad  com- 
position upon,  464 
influence  of  structure  on,  464 
polar  character  of,  466, 467 
Diaphragms,  use  of,  in  Toltaic  cells,  360, 

369,  371 
Diathermacy  of  gases,  416 

,,  of  liquids,  21$ 

,,         of  metals,  1^5 

Diathermic  and  adiathermic  bodies,  113 

Dichromic  media,  spectra  of,  144 

IHdo,  struck  by  lightning,  340 

Didymium,  remarkable  spectrum  0^  145 

Dielectrics,  301 

Differential  air  thermometer,  188 

„         galvanometer,  386 

Diffusion  of  gases,  87 

,,  ,,       and  liquids,  theozy  o(  94 

„        of  liquids,  70  et  Mj. 

„       tube,  88 
Dimorphism,  119 
Dipping-needle,  195 
Disguised  electricity,  307 
Dispersive  power  of  bodies  for  light,  145 
Displacement  or  substitution,  9,  1 1 
Disruptive  electric  discharge,  329 
Distillation,  heat  absorbed  during,  143 

,,  various  forms  of^  359  et  seq. 

Distribution  of  electric  charge,  3 10 
Dissected  voltaic  battery,  376,  380 
Dissection  of  crystals  by  solvents,  102 
Divisibility  of  matter,  4 
Double  decomposition,  33 

,,     refraction  of  light,  161 

„     weighing,  39 
Doubly  oblique  system  of  crystals,  115 
Dubois-Reymond,  animal  electricity,  455 
Dubosoq's  electric  lamp^  399 
DuctiUty,  56 

Dufay*s  iJieory  of  two  electric  fluids,  304 
Dulong  and  Petit*s  law  of  cooling,  11 1 
Dumas*    method    for   specific   gravity  of 
vapours,  aoo 

Earth,  conducting  power  0^  for  voltaic 

currents,  426 
„      magnetism  of,  294 
Ebullition,  244 

„  invacuOf  249 

Effusion  of  gases  and  liquids,  89 
Elastic  fluids,  38 
Elasticity,  defined,  35 

law  of^  36 

of  air,  41 

of  gases,  38 

of  liquids,  36 
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Elasticity  of  solids,  36 
Electric  brush,  334 
cable,  437 

charge,  distribution  of,  309 
„      how  dissipated,  333 
current,   retardation  of   in    Tele- 
graphs, 438 
currents,    action    upon    magnets, 

347i  4^3 
action  upon  soft  iron,  416 

direct  and  inverse,  431 

primary  and  secondary, 

43  ii  440 
discharge,  velocity  of,  330,  33a 
induction,  306 

induction  in  curved  lines,  309 
insulation  and  conduction,  300 
lamp,  Dubo6cq*s,  399 

light,  398 
„      from  different  metals,  spectim 

of,  403 
„      invacuOf  401,  436 

shock,  318 

spark,  how  modified,  334 
„      shadow  of,  435 

telegraph,  435  et  seq, 

tension,  excited  by  chemical  action, 

338 
Electrical  action  and  reaction,  305 

„        attraction  and  repuUion,  399,  300 

„        balance,  333 

condenser,  316 

conduction,  336,  388 

eeli  453 
machines,  313,  313 

repulsion,  only  apparent,  314 

,,        theories,  304 

Electricity,  animal,  453 

atmospheric,  339,  343 

developed  during  solidification, 

337 
elementary  &ct8,  399 

enormous  quantity  required  for 
chemical  decomposition,  409 
from     contact    of    dissimilar, 
metals,  353 
„  from  friction,  398 

„         of  machine,  chemical  effects  of, 
409 
of  vapour,  338 
produced  by  heating  crystals, 

336 
produced  during  magnetixation, 

43« 
produced  by  pressure,  330 

striking  distance  of,  333 

„  two  kinds  of,  399 

Electrics,  303 

Electro-chemical  order  of  the  elements,  358 
Electrode,  403 

Electro-dynamic  cylinder,  419 
Electrolysis^  definite  direction  of,  404 

„  electrolyte,  electrode,  403 

„  laws  of,  404 

,.  oocurs  in  chemioal  eqnifilentiL 

406 
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Electrolytes  differ  in  facility  of  electrolysiB, 
408 
„  most  be  compoiuMSfly  405 

„  nmst  be  liqmdi^  404 

Blectro-magnetiG  aetion,  Uws  of,  413,  417 
„  „        rotations,  4^3 

„     magnets,  how  fbrmed,  416 
Asirtnimetir,  CouiomVs  ton^  304 
„  Lane's,  $22 

,,  quadrant,  317 

BiMtro-BMtiva  force  defined,  .357 

„  „        how  measured,  387 

Blectrophorus,  314 
Kleetro-pofliti?e  elements,  358 
Bleotroecope,  Bohnenberger's,  410,  note 
gold  leaf,  301 


■imple,  909 
Kiel 


„  with  single  gold  leaf,  355 

Blementary  bodies  of  chemistry,  i 
'Elements,  popular,  i 
Sndosmosis  and  exosmosis,  74 

„        of  gases,  93 
English  system  of  weights  and  measures,  47 
Equatorial  magnetism,  458 
Equi-diffusiTe  groups  of  liquids,  7  a 
Equivalent  proportions,  law  of,  15 

„        weightsoontain  equal  ^ectridty, 
407 
Esculin,  fluorescence  o£^  149 
Ether,  compressibility  of,  30 

elastic  force  of  vapour,  957, 166,  a8o 
expansion  of  by  heat,  184 
latent  heat  of,  955 
Tapour,  Tolume  o^  957 
Eyaporation,  electric  rriations  of,  338 
from  sorfiMe  only,  26S 
influeaoe  of  pressure  on,  368 
in  vacuo f  26^  470 
its  limit,  367 
aMtecMrologieal  importance  of, 

«7i 
of  ndxad  liquids,  470 
„  of  solids,  967 

Exhausting  qnringe,  39 
•Expansion  by  heat,  anomalies,  181 

,,        force  exerted  by,  195 
,,        not  uniform,  191 
of  gases  by  heat,  180 
of  Uquids  by  heat,  183 

„         in  freezing,  loi 
of  solids  by  heat,  183 
Extraordinary  ray  in  double  refraction,  161 

Faotoks,  Glaiaher*s,  for  iret  bulb  hygro- 
meter, 375 
Fahrenheit's  thermometrie  scale,  188 
Faraday's   comparison  of   machine    with 
Toltaic  electricity,  409,  413 
,,         theory  of  eleotrioindttction,  3cflB 
Franklin's  discovery   of   the    identity  of 
lightning  and  electricity,  339 
„         theory  of  eleetrieity,  304 
Fire  not -an  element,  i 
„    balloons,  3 11 
Fixed  lines  in  the  spectrum,  146 

points  of  thermometric  scale,  188 
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Flame,  diamagnetism  of,  46  r 
„      effect  on  electrical  charge^  333 
„      measurement  of  tempentnre  0^448 
,,       voltaic  currelits  ia,  397 
Floating  voltaic  battery,  433 
Flow  of  liquids  throtfgsli  capillary  tubes,  78 
Fluorescence,  148 
FoBUB  of  concave  mlxTor,  134 
Force,  indestructible,  468 
Forces,  ootTda4io&  of,  470 

„     molaaUy  oonvwiible,  469 
Forces,  molecular,  35 
FormulsB,  ehemicd,  35 
Fieesing  mixtures,  338 

,,       point  of  iee  lowwed  by  pressnre^ 

940,  noie 
„        process  idf  340 
French  system  of  wdghta  and  measures^  37 
Friction,  how  lessened,  59 

f,      heatprodveed  by,  175 
Frog,   muscular   ooalraction  «f   fay  elec- 
tricity, 345 
Fnamg  point  affected  by  ptosaure^  a40 
fixity  of,  339 

of  mixinms  low«r  tban  that 
of  their  eotnponents,  339 
Fusing  points,  table  of,  339 
Fusion  of  metals  by  Voltaic  onrrent,  401 

Gallon,  imperial,  37 

Galvanism,  345 

Galvanometer,  differential,  386 
„  tangent,  413 

Gifltiuiomeiers,  347-^349 

Gas  battery,  365 
„    coke,  voltaic -vae  of,  379 

Gases,  absorption  of,  by  eharooal,  84 
^    adhesion  of,  to  liquids,  81 
„        „        oC  to  solids,  83 
,,    ttuJogy  with  vapours,  ^iS,  376 
„    bad  cenduetcffs  of  beat,  307 
,,    cooling  effects  of,  331,  394 
„    oorrection  ef,  fcr  preeanre,  51 
,,         „         of,  fcr  tempenttofe,  196 
„    desiccation  of,  8$ 
„    diamagnetism  of,  4^0^  461 
„    diatbormacy  of,  336 
,,    difference     in     eleoCrie    ImilatJag 

power,  333 
^,     dfffnsion  of,  96 
„    -efiuMenof^  89 
„    expan^n  of,  by  helit,  186 
,,     liquefiable,  383 
, ,    methods  of  drying,  85 
„    passage  through  te|>bragas,  93 
„     refractive  powers  of,  X  37 
, ,    specific  gravity  >of,  htm  obtsined,  197 
„     specific  gravity,  calcmktioa  at,  199 
,,     transpiration  of,  -90 
„    unequal  eooKag  •eC'eelB  of,  on  beated 

wires,  394 
„    voltaic  conductivity -of^  997 
,,    which  have  been  solidified,  383, 384 
„     which  have  not  been  liquc^Ked,  384 

Ghksholder,  49 

Gas  voltaic  batteiy,  |66 
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Gkssiot's  electric  cascade,  435 

Gauge  of  air  pomp,  45 

(Gauges  for  oompreased  gases,  279. 

Glacier  motion,  241,  note 

Glai8her*8  fiictors,  wet  bulb  h7groiiMter,275 

Glass,  absorbent  action  of  on  heat  rays,  298 

„     conducts  at  red  heat,  397 

,,    expansion  of,  by  heat,  182,  202,  w^e 

„     its  electric  powers,  299,  301 

,,     specific  heat  of,  232 

,,     unannealed,  polarising  effects  of,  171 
Glow  discharge  of  electrioi^»  335 
GK>ld,  its  divisibility,  4 
Goldleaf  eleotrosoope^.  301,  307 
Goniometers,  105 
Graduation  of  thermometerSy  fixed  points 

for,  188 
Gramme,  28 
Grayity,  a  constant  foree,  26 

„      diminishes  from  poles  to  equator, 

26 
„      specific  (see  specific  gisvity),  29 
Ground-ice,  220,  note 
Grove's  gas-battery,  366 

„      nitric  acid  batteiy^  371 
Gulf  Stream,  215 
Gutta-percha  insulator  for  telegraph  wire, 

428 
Gymnotus,  453 

Hardness,  scale  of,  55 

Harris's  electro-thermometer,  327 

„       unit  jar,  322 
Harrison's  ioe-making  machine,  252,  note 
He^t  absorbed  in  evaporation,  252 
„    amount  of,  from  sun  on  earthy  175, 

2i5f  ^36 
„    antagonist  of  cohesion,  35,  58 

,,    and  light  independent  P  228 

„    conduction  of,  204 

,,    convectbno^  2x0 

„    developed  by  electric  discliarg&  327 
by  friction,  175, 1 70 
by  moistening,  178 

y,  ,,         by  percussion,  176 

, ,    develops  electricity  in  certain  crystalfly 

336 
„    distribution  of.  in  spectrum,  227 
„    evolved  during  solidification,  242 
„    latent,  236 
,,       ,,      of  vapours,  measurement  of, 

^53 
,,    measurement  of,  180,  e^  geq. 

,,    mechanical  theory  of,  179 
,,    of  conducting  wire  invenely  as  con- 
ducting power,  393 
of  interior  of  earth,  1 78 
opposed  to  ooheeioii,  35 
produces  expansioii,  180 
j,    production  of   by  chemical    combi- 
nation, 12 
,,    radiation  of,  effect  of  sorfitoe  on,  2  r8 
,,        „        occurs  at  all  temperatures, 
218 

„    radiant,  aheorptiono^  217 
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Heat  radiant^  law  of  cooling,  220 
polarisation  of,  230 
reflection  of^  216 
refraction  of;  227 
refrangibility   of,  alterable, 

229 
separation  of^    from  li^t^ 
228 
„    specific,  230 

affected  by  compression,  232 
different  in  liquid  and  wo^ 
states,  234 
„      increases  wiUi  the  tempera* 

tore,  234 
,,      of  gases  and  vapoun,  235 
„      relation  of,  to  chemical  equi* 
valenti%  235 
„    sources  of,  ¥75 
„    of  sun,  proportion  received  1^  earth, 

„    theories  of  its  nature,  179 

„    unit,  mechanical  equivalent  o^  176 

„    variation  in  degree  of  abeorbahili^, 

222 
„    in  voltaic  circuit,  Favre's  ezperiments 
on  its  distribution,  402 
Heavy  glass,  magnetic  polarisation  of,  456 
Helix  in  electric  action,  magneU<^  416,  419 

„     left  and  right  handed,  416 
Hemihedral  cryitais  defined,  iii 

„  „      artificial  formation  0^ 

lOI 

Henry's  induction  coils,  439 

,,       law  of  solubility  of  gases,  81 
High  pressure  steamboiler,  250 
Holohedral  or  homohedral  forms,  11 1 
Homogeneous  or  monochromatic  lights  143 
Hot  water  oven,  244 

, ,        used  for  warming  buildings,  2 10 
Hydro-eleetric  machine,  339 
Hydrogen  scale  of  chemicid  equivalents,  17; 
Hydrometer  (areometer),  33 
Hygrometers,  271 

loB,  artificial  formatioii  of^  238 
„   expansion  0^  in  act  of  freeaing,  99 
„    formed  by  radiation,  220 
„   fusing  point  of,  lowered  by  pressor^ 

240,  note 
„   machine,  252,  note 
„    specific  gravity  of,  101 
,,   specific  heat  of^  234 
Iceland  spar,  double  refraction  of,  161 
Identity  of  voltaic  with  static  deetricity, 

413 
Ignition,  colour  of  light  produced  by,  124 

„       of  wires,  voltaic,  389 
Impressions  of  light  on  the  retina»   per- 
sistence of,  131 
Inclination,  or  dip  of  the  needl^  294 
Index  of  refraction  defined,  130 
Induced  currents  produced  by  Leyden  jar 

44« 
Induced  electric  cuirenti^  441 
Induction,  electric,  306,  308 
,1       eleotrioal,  siwofic^  524 
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Iron,  expaoBion  of,  i8i,  ipi 
,,    expansiTe  power  of,  by  heat|  195 


i> 


Induction,  electric,  varies  in  different  direc- 
tions  throng^  a  crystal,  113, 
note 
,,        magnetic,  190 
„        magneto-electric,  433 
„        volta-electric,  431 
Insulation  of  telegraph  wires,  436,  437 
Insulators  of  electricity,  300 
Intense  cold,  artificial  production  of,  338, 

378 
Intensity  of  the  earth's  magnetism,  396 

,,        of  electricity,  310 
Interference  of  light,  157 

„  of  undulations  of  sound,  156 

Iodide  of  mercury,  dimorphism  0^  I30 
Ions  Yoltaic,  404 

''3,   IOC 

of,  bj 
inactivity  of,    in  nitric  acid,    353, 

,,    lengthens  during  magnetization,  4 1 7 
,,    magnetic  induction  of,  390,  397 
„    magnetism  of,  suspended  by  heat,  394 
„    structure   of,   altered  by    prolonged 

vibration,  T03 
„    specific  heat  of,  333 

Isomorphism,  114 

Isomorphous  groups,  118 

JouLs's  experiments  on  heat  of  friction,  1 76 

Kkkper  of  magnet,  its  use,  393 
Kilogramme,  38 

Lampblack,  absorbent  power  o(  for  radiant 

heat,  323 
Land  and  sea  breezes,  314 
Lane*s  electrometer,  333 
Latent  heat  (see  heat,  latent),  336 

,,  Person's  theory  of,  337,  note 

Lateral  spark  of  electricity,  337 
Law  of  gaseous  diffusion,  88 
„    of  sines  for  light,  136 
,,    of  volumes,  33 
Laws  of  chemical  combination,  13 
Lengthening  of  bodies  whilst  sounding,  139 
Lenses,  convex,  138 

Leslie'smode  of  freezing  water  invacuo,  353 
Leyden  battery,  318,  338 
Leyden  jai-,  construction  of,  317 

,,  induced  currents  from,  443 

,,  theoi7  of,  330 

Lichtenberg's  electric  figures,  335 
Liebig's  condenser,  360 
Light,  absorption  of,  143 
,,      artificial,  145 
,,     change  of  refrangibility,  148 
,,      chemical  effects  of,  133 
,,     double  refraction  of,  t6i 
,,      electric,  398 

,,      emission  of,  during  crystallization, 
135 
frequency  of  undulation,  155 
law  of  diminution  of,   by  distance, 

131 
„      polarized,  (see  polarisation),  163,  z  66 
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Light,  reflection  of,  133 

reflection  ol^  from  eurrad  sur&eei, 

«34 
refraction  ot,  135 

scattering  o^  134 
sources  0]^  134 
theory  of  undulation,  136 
theory  of  emission,  136 
total  reflection  o^  139 
velocity  of,  154 
Lightning  conductors,  340 

„        its  explosive  effects,  340 
„        its  identity  with  electricity,  339 
Lime  and  its  compounds  leas  soluble  in  hot 

than  in  cold  liquids,  68 
limit  to  the  atmosphere^  55 
Limpidity,  57 
Liquefiskction  of  gases,  376 
Liquids,  adhesion  between,  69 

circular  polarization  o^  173 
cohesion  of^  56 
compressibility  of,  36 
diffusion  of,  70 
elasticity  of,  36 
equi-diffusive  groups  of,  73 
flow  of,  through  capillary  tubes,  78 
inferior  as  conductors  of  heat,  307 
voltaic  conduction  of,  395 
voltaic  conductivity  increased  by 
heat,  396 
Litmus  paper,  blue  and  red,  6 
Litre,  38 
Loadstone,  388 

,,        mode  of  mounting,  393 
,,        origin  of  magnetism  of^  398 
Local  action  in  battery,  357 

Maonbt,  effect  of,    on  stratafied  electric 
discharge,  437 
,,       effect  offructureon,  391 
,,       effect  of,  on  the  voltaic  arc,  424 
Magnets,  how  prepared,  393 
Magnetic  attraction  and  repulsion,  389 
batteries,  393 
equator,  396 
field,  458 
induction,  390 

intensity,  how  measui>ed,  394 
Magnetic  poles,  396 

„      polarization  of  light,  1 73,  456 
,,      storms,  397 
Magnetism,  a  polar  force,  389 

diminution  of,  by  heat,  393 
elementary  facts  of,  388 
induced  by  electric  cnrrenti, 

418 
influenced  by  vibration,  393 
of  all  bodies,  458 
of  cobalt  and  nickel,  304,  398 
of  electric  conducting  wire,  415 
of  liquids,  459 
ofsalte,  459 
of  the  earth,  395,  396 
Magneto-electric  induction,  433 

light.  447 
machine,  445 
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Magneto-electric  plating,  446 
Malleability  and  dactility,  56 
Manganese,  salts  of,  magnetiCi  459 
Manometer,  45 
Mariner's  compass,  189 
Marriotte's  law  of  elasticitj,  37 

,,         I,    £Edlure  of,  at  extreme  pres- 
sures, a 80,  38,  note 
Matter  never  destroyed,  1 1 

,,      the  physical  conditions  of,  3 
Matteucci  on  animal  electricity,  455 
Maximum  density  of  vapours,  266 
Measurement  of  heights  by  boiling  point, 

149 
Mechanical  equivalent  of  heat,  1 76 

,,         theory  of  heat,  179 
Media  for  light,  133 
Melloni's  experiments  on  radiant  heat^  124 

,,        thermo-galvanometer,  451,  note 
Melting  point  of  a  body  constant,  939 

„         „     raised  by  pressure,  240,  note 

„      points,  table  of^  339 
Mercurial  thermometer,  advantages  of,  189 

,,         trough,  50 
Mercury,  capillary  depression  of,  63 

,,        evaporation  of,  267 

,,       expansion   of,  at  different   tem- 
peratures, 191, 192 

,,        freezing  of,  278 

,,        frozen  in  red-hot  capsule,  287 

,,        latent  heato^  237 

,,        specific  heat  of,  234 

,,        specific  gravity    compared    with 
air  and  water,  43,  note 

,,        tension  of  vapour,  266 
Metals,  diathermacy  of,  225 

,,     their  thermo-electric  order,    449, 

450 
,,     their  voltaic  order,  352,  359 

,,     conductivity  for  heat,  205 
, ,     conductivity  for  electricity,  39 1, 392 
,,     expansion  of,  by  heat,  182,  192 
Metre,  28 
Millimetre,  28 

Minerals,  artificial  crystals  of,  97 
Mixture  distinguished  from  oombination,  8 
Mour^e,  102 

Moistening,  heat  emitted  during,  178 
Molecular  forces,  varieties  of,  35 

,,       structure  of   solids   altered    by 
heat,  103 
Moonlight,  absence  of  heat  in,  229 
Motion  of  magnets  produces  electric  cur- 
rents, 432 
,,      the  signal  of  force,  468 
Multiple  proportions,  law  of,  13 
Muscular  electric  current,  455 
Musical  notes,  intervals  on  sode,  128 

NSUTBALIZATION,  6 

Newton's  rings,  159 

NicoPs  prism,  172,  note 

Nickel,  salts  of,  magnetic,  459 

Nitric  acid  and  potash  battery,  Beeqaerel's, 

364 
Nitric  acid,  voltaicuBeof,  367,  371 


Nodal  lines  and  points,  129 

Non-metallic  elements^  2 

Notation,  symbolic,  25 

Nuclei,  influence  of,  on  dystallization,  99 

Obuqitb  system  of  crystals,  1 14 

Ohm's  formnliB  of  the  voltaic  current,  378, 

383 
Opacity  not  perfect,  1 30 

Optic  axis  of  doubly  refracting  crystals, 
161 
„        relation  to  magnetism,  465 
Osmometer,  75 
Osmose,  74 

„        measurement  of,  77 
,,        positive  and  negative,  76 
Oxygen,  magnetism  of,  462 

„      scale  of  chemical  equivalents,  17 

Papeb,  splitting  of,  61 
Papin*s  digester,  251 

Peltier's  thermo-electric  experiments,  452 
Pendulum,  length  of  seconds,  27,  note 
Percussion,  heat  produced  by,  1 76 
Peroxide  of  manganese,  voltaic  use  of,  362 
Persistence  of  impressions  on  the  retina,  13c 
Phosphorescence,  124 
Phosphorescent  spectra,  151 
Phosphori,  solar,  150 
Phosphorogenic  rays,  151 
Phosphorosoope,  Becquerel's,  152 
Phosphorus,  allotropic  forms  of,  121 

,,  diamagnetism  of,  460 

Photometry,  132 
Physical  properties  of  bodies,  2 
Pitch  of  musical  note,  how  raised,  128 
Plane  of  polarization,  166 
Planes  of  crystals  defined,  104 
Plating  by  magneto-electricity,  446 
Platinised  silver,  voltaic  use  of,  372 
Platinode,  cathode  or  negative  pole,  405 
Platinum,  black,  power  of  absorbing  gases, 

85 
„        condensation  of  gases  by,  85 

Pneumatic  trough,  48 

Points,  action  of,  on  electrified  bodies,  311 

Poiseuille's  experiments  on  efflux  of  liquida, 

80 

Polar  forces,  what,  289 

Poles  of  the  batteiy,  404, 405 

Polarization,  angle  of,  164 

of  electrodes,  366 

of  heat,  230 

of  light  (see  light),  163 

of  light  by  bundle  of  glass,  167 

by  reflection,  164 

coloured  circular,  171 

magnetic,  456 

plane  of,. 166 

,,  precedes  voltaic  action,  355 

Polarized  light,  colours  of,  168 

„  „      difference  of,  from  common 

light,  166 

Porosity,  3 

Potassium  amalgam,  voltaio  use  of,  356 

Found  avoirdupois,  what^  37 
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Pressure,  standard  for  gaaeiy  Freotih  and 
Bngliidi,  51,  not€ 

Pressure  gauge,  45, 179 

Primary  and  ieoondary  foirmaof  er7aU]%  104 
>i  >i  eo\]M,  431 

„      Yoltft>eleotrie  cnrreni^  431 

Principal  section  of  a  ciTstal,  165,  noC^ 

Prism,  triangular,  of  glass,  138,  141 
„      hollow,  use  o^  145 

Piiamatio  reliactioB,  138 
„        spectrum,  141 

,,        iqrBtemof  OTStali,  11$ 
Proof  plane,  electric,  309 
Psendomorphoos  crystals,  109 
Pump,  air,  30 

„      household,  43 
Pyramidal  system  of  crysUli,  lOr 
Pyrometer,  Danielle  19^ 

Quartz,  circular  polariialiQin  o(  171 

left-handed,  171 

right-handed,  171 

unequal  eondnetion  of  keal  bj,  409 
Quinine,  fluorescence  of^  148 


It 


Eadiaxt  heat  (see  heat,  radiant),  415 
Bab,  Hutton's  theory  of,  171 
Bays  of  light,  not  Tisible  unless  reflected 

into  the  eye,  131 
„         „        passage  in  straight  lines,  131 
,,     ordinary  and  extnundinary,  161 
B^aumur's  thermometrie  scale,  188 
Bed  cabbage,  test  for  free  add  or  alkali,  6 
Beflection  of  heat,  laws  of,  316 
„        of  lights  law  o^  J  33 
Befraction  of  heat,  137 
„        of  light,  135 
BefractiTC  power,  measurement  o(  140 
powers  for  light,  136 
and    dispersive    powers^    how 
affected  by  heat,  146 
Begular  or  cubic  system  of  crystals,  109 
Begelation  of  ice,  341 
Beplaoement  (displacement  or  substitution) 

II 
„  of  edges  of  crystals,  104 

Beudual  charge  of  Leyden  jar,  316 
Besinous  electricity,  399,  304 
Besistance  coils,  386 
Besistauoes  to  the  Toltaic  current,  373 
Betardation  of  electric  current^  438 
Bheostat,  385 

Bhombohedral  system  of  crystals,  113 
Bings,  coloured,  of  polarised  light,  169 
Book  salt,  its  diathermic  power,  334,  337 

,,        lenses  and  prisms,  339 
Botating  disks,  action  of,  on  magnets,  443 
Botations,  electro-magnetic,  433 
BuhmkoriSTs  induction  coil,  433 
Bumford's  experiments  on  heat  of  friction, 

175 

Salts,  general  natore  0^  7 

,,      separation  of,  by  crystalliation,  98. 
Sand  Toltaic  battery,  435 


Saturated  solutions,  67 

Saxton*8  magneto-eleetrie  ■>*^^«»m>,  444 

Scale  of  equnraleati^  18 

Scattering  of  light,  134 

Sea-water,  action  o^  on  copper  thfathfnfc 

361 
Sealing-waz,  its  electrical  powecs,  399 
Secondary  Tolta-electrie  curent,  431 
Seconds  pendulum,  length  o^  at  Greenwich, 

37,  nole 
Selenium,  its  thetmo-«Ieelrie  power,  451 
Smee*s  Toltatc  battery,  373 
Separatioa  of  bodies  by  cold  or  beat,  95 
Sheathing  of  ships,  Toltaic  protection  01^361 
Shell-lac  an  electrical  insulator,  301 
Simple  and  componnd  ToltAie  circuits,  375, 

377 

Sine  of  angle  of  refractioB,  136 

Snow-flakes,  forms  of,  97 

Solar  spots,  connexion  of,  with  earth's  mag- 
netism, 397 

Solid  conductors  of  Toltaic  electricity,  ex- 
ceptional, 397 

Solidification  <»  gases,  378 

„  heat  emitted  durinir,  ^43 

Solids  do  not  always  immediately  oontiaet 
by  cold,  197 
„     expansion  ol^  in  freedag^  lof 
„     from  gases,  384 
„     not  electrolytes,  397,  404 

Solubility  of  gases,  8a 

Solution,  67 

Solutions,  table  of  divisibility  o^  71 
Sound  due  to  Tibratioos,  137 

„     law  of  its  diminution  from  source. 
137 

,^    produced  during  magneftisation,  417 
requires  time  for  transmission,  1 37 
Tarietiesof,  138 

Telocity  0^  Taries  in  difietent  media, 
137 

Telodty  0^  Tines  in  the  same  sub- 
stance with  Tarying  direction.  I3i 
noU 
Spark  from  long  conducting  wii«^  439 
Speciflc  electric  induction,  334 
grarity,  30 

of  gases,  31,  197 

of  liquids,  30 

of  powders,  3a 

of  solids,  3f 

of  soluble  bodies,  33 

of  Tapours,  300 
„    heat,  330,  331  (see  heat,  specific) 
Spectrum,  prismatic,  141 
Spheroidal  state,  384 

Spirit  thermometer,  its  adTaatagea,  189 
Spongy  platmum,  ignition  of  hydi^tgea  by,  85 
Standard  temperature  and  prearore  forne- 

cific  grarities,  30,  noU 
Standards  of  weight  and  measnreL  37 
Steam-bath,  344 
Steam-jet,  358 
Steam,  electricity  of,  339 

„      latent  heat  of,  356 
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Steam,  spedfio  heat  of,  135 
St.  Elmo's  fire,  343 
Stramonium,  flnoresoence  of,  149 
Stratification  of  electric  light  in  vaeuo^  436 
Stretched  wire,  theimo-electric  effecii  o( 

448 
Striking  distance  of  electric  spark,  333 
Subdiyision,  effect  of,  upon  adhesion,  65 
Submarine  electric  cable,  417 
Sugar,  actbn  of,  on  polarised  lights  474 
Sulphate  of  copper,  Toltaic  use  0^  368 

of  mercury,  use  in  telegraph  bat- 
tery, 415 
of  soda,  heat  erolved  during  crys- 
tallising,  243 
„       anomalous  solubility  of^ 
68 
Sulphide  of  strontium,  phosphorescenee  of, 

154 
Sulphur,  allotropio  yarieties  of^  riT 

burning,  floresoent  light  o(  149 
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,,        dimorphism  0^  no 
Supersaturated  solutions,  60 
Symbolic  notation  of  compounds,  15 
Symmetry  of  erystals,  107 
Syphon,  46 

Table  of  absorbability  of  radiant  heat,  311 
of  absorption  of  gases  by  eharooal,  64 
of  affinity,  10 
of  atomic  weights,  18 
of  boiling  point  of  water  at  different 

pressures,  150 
of  boiling  points,  145 
, ,      of  Cagniard  de  Latour's  experiments^ 

a8r 
of  capillarity  of  different  liquids,  63 
of  chemical  equivalents,  18 
of  condensation  of  gases,  389 
of  conductiyity  for  heat,  10$ 
of  compressibility  of  liquids,  36 
of  decrease  of  temperature  in  air 

with  eloTation,  933 
of  density  of  the  air  at  different  aiti- 

tudes,  5  a 
,>      of  diathermacy  of  solids  and  liquids^ 

of  di£fusion  of  gases,  89 
of  diffasibility  of  liquids^  71 
„      of  efflux  of  liquids  through    fine 
tubes,  81 
of  elasticity  of  gases  at  high  pres- 
sures, 38 
of  electric  conductiyity,  397,  393 
of  electro-chemical   order   of  ele- 
ments, 358 
of  equidiffusiye  liquids^  71 
of  equiyalents,  18 
of  evaporation  in  air,  374 
of  evaporation  i/n  vacvho^  369 
of  expansion  of  gases  by  heat^  187 
,,         of  liquids,  183,  184 
„        of  solids  by  heat)  184 
of  fusing  pinnts,  439 
of  Glaii&er's  fiitetors^  375 
of  hardness  of  minenlfl^  55 
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Table  of  heat  produced  by  eleetridty  in 
wires,  327 
,,      of  increase  of  mean  dilatation  by 

heat,  19a 
„     of  the  influence  of  salts  on  boiling 

point,  247 
„      of  isomorphous  groups,  116 
of  latent  heat  of  liquids,  337 
of  latent  heat  of  vapours,  454 
of  liquefaction  of  gases,  i%i 
,  I      of  magnetic  and  diamagnelic  bodies, 

4^3 

„      of  refractive  power  of  gases,  137 

,,      of  refractive  power  of  oils,  14 1 

, ,      of  remarkable  points  of  temperaturei 

194 
„     of  rise  of  specific  heat  with  tem*> 

perature,  434 

„      of  solubility  of  gases,  8a 

,,     of  sounds  of  the  musical  scale^  xa8 

,,     of  spedfio  heats   of  certain  solids^ 

a3« 
, ,     of  specific  heat  of  gases  and  vapours, 

ns 

, ,     of  specific  heat  of  solids  and  liquids, 

«34 
„     of  steam,  latent  and  sensible  heat 

of,  456 
of  temperature    of    high-pressure 

steam,  451 
of  tension  of  vapours,  965,  166 
of  thermo-electric  order,  449,  450 
of  transpirabilrty  of  vapours,  9a 
of  the  transpirability  of  gases,  91 
of  voltaic   conducting    power    of 

liquids,  396 
, ,     of  voltaic  conducting  power  of  metals^ 

39't  39«t  393 
Tangent  galvanometer,  413 

Tewte  de  postage^  of  drc^Jar  polarization, 

173 
Telegraidi,  electric,  indicator,  439 

Telegraphic-wire,  aLeydenjar,  438 

Tellurium,  its  thermo-electric  power,  45 1 

Temperature  distingmshed  from  heat,  180 

Tension  of  vapours,  law  of^  365 

Tessular  system  of  crystals,  109 

Test  papers,  6 

Thermo-electricity,  447 

Thermo-electric  current,  force  0^  450 

order  of  metals,  449,  450 

pile,  a  thermometer,  449^ 

45 1 
thermometer,   liability  to 

error,  448 

Thermochrosis,  337 

Thermometer,  tests  of  its  accuracy,    189 

Thermometers,  alteration  of  lero,  190 

fHf^-Tilw^nTn    and    iwinimntny 
190 

principle  of  graduation,  188 
various  forms  0^  189,  190 

Thermo-multiplier,  450 

Theory  of  colours,  143 

Thin  plates,  oolonrs  of,  158 

Thunder,  341 
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Tonnnaliiie,  electrical  effects  when  heated, 

„  its  polarizing  power,  163 

Torpedo,  its  electric  powers,  453 
Total  reflection  of  light,  1 39 
Trade  winds,  1 1 3 
Transfer  of  elements  by  voltaic  action,  354 

„       of  particles  in  Toltaie  arc,  398 
Translncency,  131 
Transparency  never  perfect^  131 
Tnuupiration  of  gases,  90 
Troncation  of  angles  of  crystals,  104 
Toning  fork,  117 
Tnrmerio  paper,  6 

VwAMinAhKD  glass,  polarization  by,  170 
Undolations  c^  light,  how  different  from 
those  of  air,  130 
„  of  light,  their  directbn,  130 

Uniaxal  crystals,  162 

Unit  of  heat,  mechanical  equivalent  0^  176 
Unit  jar,  3^1 

Uranium  glass,  fluoresoence  of^  149 

Yapoub  volame  of  eqnal  bulks  of  different 

liqoids,  957 
Yapoors,   process  for  spedfio  gravity  of, 
900, 104 
„        point  of  maximnm  density,  156 
„        transpirability  of^  93 
Yariation  of  the  compass,  994 
Yelocity  of  electricity,  330 
„       of  light,  154 
„       of  sound,  117 
Yentilation,  31  a 
Yiscosity,  57 

YitreouB  electricity,  199,  304 
Yolta-electric  induction,  431 
Yoltaic  action  due  to  chemical  action,  351 
Yoltuc  arc,  398 

,,      „      afCscted  by  magnet,  414 
,,      ,,      its  stratified  structure,  438 
Yoltaic  battery,  Bunsen's,  171 

cause    of    its   decline    in 

power,  38a 
chemical  effects  0^  403 
Daniell^s,  369 
Chrome's,  371 

most  effective  combination, 
383 
,,        „        Smee's,  373 
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Yoltaic  eireiiit)   346 

simple  and  compound,  377 
Cfoe  metal,  and  two  liquid 

362 
two  liquids  and  one  metal, 

364 
current  defined,  355 

„       chemical  aciioiia  o^  380^  403 
„       resistanoes  to,  373 
discharge,  processes  o^  388 
electricity,  345 
pile,  350 
polarization,  353 
Yoltameter,  381 

resistanoe  of  calcnlated,  384 
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Wakm  nro  of  buildings  by  hot  water,  3 10 

II  »»        steam,  ^43 

Water,  anomalous  expansion  o^  by  heat, 

i95i  «" 
Water  barometer,  44 

battery,  411 

elastic  force  of  vapour  under  great 

pressures,  380 

frosen  by  its  own  evaporation,  353, 

«53 

„      in  red-hot  capsule,  386 
latent  heat  of^  337 
maTimnm  density  of^  196 
natural  ditmlation  o^  371 
specific  heat  ot,  335 
specific  gravity  oi^    compared  with 

air  and  mercury,  43,  note 
weight  of  cubic  inch  o^  37 
Waves  of  lights  length  o^   155 
Weight  of  ^e  air,  43 

,,      of  a  body,  what,  97 
Weights  and  measures,  37 
Wet  bulb  hygrometer,  374 
Wheatstone's  measurement  of  velodiy  of 

electricity,  331 
Wires  oondacting  voltaic  currents,  mutnil 

actions  of^  430 
Wood,  variation  of  conducting  power  for 

heat,  309 
Worm  tub  and  still,  359 

Zaxbovi's  pile,  411 
Zinc,  voltaic  use  of^  368 
Zincode,  cathode  or  positive  pole,  405 
I,      hottest  in  voltaic  arc,  40 t 
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NEW  BOOKS  AND  NEW  EDITIONS, 


On   the   ClcLssijication  and   Geographical  Distribution   of 

Mammalia ;  on  the  Gorilla ;  on  the  Extinction  and  Transmutation  of 
Species,    By  Eichabd  Owbn,  F.E.S.    Octavo,    58. 

Manual  of  Human  Microscopic  Anatomy.      By  Albert 

XoLLiEBB.    With  289  Illustrations.    Octavo. 

Anatomy^  Descriptive  and  Surgical.      By  Henry  Gray, 

F.E.S.,  Lecturer  on  Anatomy  at  St.  George's  Hospital.    "With  363  large 
Woodcuts  from  Original  Drawings.    28s. 

Physiological  Anatomy  and  Physiology  of  Man.     By  R.  B. 

Todd,  M.D.,  F.E.S.,  and  W.  Bowman,  F.E.S.     Two  Volumes,  with 
numerous  Illustrations.    £2. 

Lectures  on  the  Principles  and  Practice  of  Physic.     By 

Thomas  Watson,  M.D.,  Physician  Extraordinary  to  the  Queen.    Fourtn 
Edition.    Two  Volumes.    34s. 

On  Medical  Evidence  and  Testimony  in  Cases  of  Lunacy. 

By  Dr.  Mayo,  F.E.S.,  President  of  the  Eoyal  College  of  Physicians. 
3s.  6d. 

On  the  Diseases  of  the  Kidney.     By  Dr.  G.  Johnson, 

Physician  to  King's  College  Hospital.    With  illustrations.    14b. 

The  Structure  and  Functions  of  the  Human  Spleen.     By 

Henbt  Gbay,  F.E.S.,  Demonstrator  of  Anatomy  at  St.  George's  Hos- 
pital.   With  64  Illustrations.    16s. 

First  Lines  in  Chemistry  for  Scanners.     By  Dr.  Albert 

J.  Bbbnays,  F.C.S.,  Lecturer  on  Chemistry  at  St.  Mary's  Hospital.    78. 

The  Chemistry  of  the  Four  Ancient  Elements — Fire^  Air, 

Earthy  and  Water,    By  Thomas  Gbiffiths.    Second  Edition.    4fi.  6d. 

German  Mineral  Waters,  and  their  Employment  in  Certain 

Chronic  Disease*.    By  Sigismund  Sxttbo,  M.D.|  Senior  Physician  of 
the  German  Hospital.    7s.  6d. 

On  Gout,  Chronic  Rheumatism,  and  Inflammation  of  the 

Joints,    By  Eobbbt  Bbntlby  Todd,  M.D.,  F.E.S.    78.  6d. 

On  Spasm,  Languor,  and  Palsy.    By  J.  A.  Wilson,  M.D. 

7s. 

On  Epidemic  Diarrhoea  and  Cholera :  their  Pathology  and 

Treatment,    With  a  Eecord  of  Cases.    By  Gbobgx  Johnson,  MJ)., 
I^ysician  to  King's  College  Hospital    78.  .6d. 


HBW  BOOKS  AND  NSW  EDITIONS. 


On  the  Philosophy  of  Discovery :  Chapters  Historical  and 

Critical  By  William  Whewbll,  D.D.,  F.IL8.,  Master  of  Trinity 
College,  Cambridge.  Including  the  Completion  of  the  Third  £diitk>n  of 
The  Pkiloiopkjf  rftke  Inductive  Sciences.    98. 


History  of  the  Inductive  Sciences.      By  Dr.  Whewell. 

The  Third  Edition,  with  Additions.    Three  Yolnmea.    24s. 

Novum  Organon  Renovatum :  being  the  Second  Part  of  a 

Third  Edition  of  Dr.  Whbwbll'b  Pkiloeopfy  qf  the  Inductive  Scieneee. 
With  Large  Additions.    7s. 

History  of  Scientific  Ideas :  being  the  First  Part  of  a  Third 

Edition  of  Dr.  Whswbll's  Philoeophy  qf  the  IndueUve  Sciences.    Two 
Yolomes,  with  Large  Additions.    1^ 

A  System  of  Logic.     By  John  Stuart  Mill.    Fourth 

Edition.    Two  Yolmnee.    25s. 

Of  the  Plurality  of  Worlds.     An  Essay.     Fifth  Edition. 

68. 


Lectures  on  Astronomy.     Delivered  at  King's   College, 

London.    By  Hbkbt  Mosblxt,  M.A.,  F Jt.S.,  One  of  Her  Majesty's 
Inspectors  of  Schools.    Cheaper  Edition.    88.  6d. 


The  Senses  and  the  Intellect.     By  A.  Bain,  M.A.,  Ex- 
aminer in  Moral  Philosophy  in  the  UniFersity  of  London.    15s. 

The  Emotions  and  the  Will.    By  A.  Bain,  M.A.     158. 
ITie  Biographical    History  of  Philosophy.      By  George 

Hbkby  Lbwbs.    library  Edition,  Enlarged.    168. 

Lectures  on  the  History  of  Moral  Philosophy  in  England. 

By  Dr.  Whbwbll.    Ss. 

Elements  of  Morality.     By  Dr.  Whbwbll.     Third  Edition. 

Two  Yoltunes.    15s. 

History  of  Civilization  in  England.     By  Hbnby  Thomas 

Bucelb.    The  Second  Yolnme,  containing  the  History  of  Ciyilisation 
in  Spain  and  Scotland,  in  preparation, 

A  New  Edition  of  the  First  Yolome,  with  an  Analytical  Table  of 
Contents.    OctaTO.    2l8. 


LONDON:   JOHN  W.  PARKEE  AND  SON,  WEST  STBAKD. 

/3 


